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Study aids for this hhaptel a are available at 
http://www. pearsonhighered.com/floyd/ 


You must be familiar with the units used in electronics and 
know how to express electrical quantities in various ways 
using metric prefixes. Scientific notation and engineering 
notation are indispensable tools whether you use a compu 
a calculator, or do computations the old-fashioned way. 


QUANTITIES AND UNITs 


G4 1 SCIENTIFIC AND ENGINEERING NOTATION 


In the electrical and electronics fields, you will encounter both very small and very 
large quantities. For example, electrical current can range from hundreds of amperes in 
power applications to a few thousandths or millionths of an ampere in many electronic 
circuits. This range of values is typical of many other electrical quantities also. Engi- 
neering notation is a specialized form of scientific notation. It is used widely in techni- 


= 


Scientific notation* provides a convenient method for expressing large and small 
numbers and for performing calculations involving such numbers. In scientific notation, a 
quantity is expressed as a product of a number between | and 10 (one digit to the left of the 
decimal point) and a power of ten. For example, the quantity 150,000 is expressed in sci- 
entific notation as 1.5 X 10°, and the quantity 0.00022 is expressed as 2.2 X 10+. 


Powers of Ten 


Table | lists some powers of ten, both positive and negative, and the corresponding decimal 
numbers. The power of ten is expressed as an exponent of the base 10 in each case. 
Base % # Exponent 
10° 
An exponent is a number to which a base number is raised. The exponent indicates the 
number of places that the decimal point is moved to the right or left to produce the decimal 


number. For a positive power of ten, move the decimal point to the right to get the equiva- 
lent decimal number. As an example, for an exponent of 4, 


10* = 1 X 10* = 1.0000. = 10,000. 
ee | 


Vv TABLE 1 


Some positive and negative powers of ten. 


®@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 


*The bold terms in color are key terms and are defined at the end of the chapter. 
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For a negative power of ten, move the decimal point to the left to get the equivalent deci- 
mal number. As an example, for an exponent of —4, 


10 * = 1 X 10°* = .0001. = 0.0001 
\ een 


The negative exponent does not indicate that a number is negative; it simply moves the deci- 
mal point to the left. 


| scientific notation: 
(©) 85,000 — (d)_ 3,350,000 


mal point an appropriate number of places to the left to 
er of ten. 


(b) 5100 = 5.1 x 10° 
(d) 3,350,000 = 3.35 x 10° 


1 scientific notation. 


the chapter. 


(ce) 0.00063 (d) 0.000015 


nal point an appropriate number of places to the right to 
er of ten. 


(b) 0.005 = 5 x 1073 
(d) 0.000015 = 1.5 X 107° 


3 in scientific notation. 


+ Yea 
= 


ing numbers as a normal decimal number: 

Page s2~ 10°  (d) 2.5 x 10% 

the right or left a number of places indicated by the positive 
er of ten respectively. 

(b) 2.9 x 10° = 2900 

(d) 2.5 X 10° = 0.0000025 


normal decimal number. 
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Calculations With Powers of Ten 


The advantage of scientific notation is in addition, subtraction, multiplication, and division 
of very small or very large numbers. 


Addition The steps for adding numbers in powers of ten are as follows: 
1. Express the numbers to be added in the same power of ten. 
2. Add the numbers without their powers of ten to get the sum. 


3. Bring down the common power of ten, which becomes the power of ten of the sum. 


EXAMPLE 4 


Solution 


Related Problem 


Add 2 Xx 10° and 5 X 107 and express the result in scientific notation. 


1. Express both numbers in the same power of ten: (2 X 10°) + (50 x 10°). 
2. Add 2 + 50 = 52. 


3. Bring down the common power of ten (10°); the sum is 52 X 10° = 5.2 x 107. 


Add 41 x 10° and 7.9 < 102. 


Subtraction The steps for subtracting numbers in powers of ten are as follows: 
1. Express the numbers to be subtracted in the same power of ten. 
2. Subtract the numbers without their powers of ten to get the difference. 


3. Bring down the common power of ten, which becomes the power of ten of the 
difference. 


EXAMPLE 5 


Solution 


Related Problem 


Subtract 2.5 X 107! from 7.5 X 107!! and express the result in scientific notation. 


1. Express each number in the same power of ten: (7.5 X hey — (025 < 10 |, 
2. Subtract 7.5 — 0.25 = 7.25. 


3. Bring down the common power of ten (10° !'); the difference is 7.25 x 107". 


Subtract 3.5 X 10° from 2.2 X 10>. 


Multiplication The steps for multiplying numbers in powers of ten are as follows: 
1. Multiply the numbers directly without their powers of ten. 


2. Add the powers of ten algebraically (the exponents do not have to be the same). 


EXAMPLE 6 


Solution 


Related Problem 


Multiply 5 x 10!? by 3 X 10° and express the result in scientific notation. 


Multiply the numbers, and algebraically add the powers. 
ion a or On — 15 x 10°27" = 15 x 10° = 1.5 x 10’ 


Multiply 1.2 X 10° by 4 X 107. 
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Division The steps for dividing numbers in powers of ten are as follows: 
1. Divide the numbers directly without their powers of ten. 


2. Subtract the power of ten in the denominator from the power of ten in the numera- 
tor (the exponents do not have to be the same). 


EXAMPLE 7 Divide 5.0 X 10° by 2.5 X 10° and express the result in scientific notation. 


Solution Write the division problem with a numerator and denominator. 


5.0 x 108 
a 10° 
Divide the numbers and subtract the powers of ten (3 from 8). 
S101 x 10° 
meee — 2 < 10° ° = 2 x 10° 
DS XX 10 


Related Problem Divide 8 X 10° by 2 x 107!°. 


Scientific Notation on a Calculator Entering a number in scientific notation is accom- 
plished on most calculators using the EE key as follows: Enter the number with one digit 
to the left of the decimal point, press EE, and enter the power of ten. This method requires 
that the power of ten be determined before entering the number. Some calculators can be 
placed in a mode that will automatically convert any decimal number entered into scientific 
notation. 


EXAMPLE 8 Enter 23,560 in scientific notation using the EE key. 


Solution Move the decimal point four places to the left so that it comes after the digit 2. This 
results in the number expressed in scientific notation as 


2.3560 X 104 


Enter this number on your calculator as follows: 


2.356064 


Related Problem Enter the number 573,946 using the EE key. 


Engineering Notation 


Engineering notation is similar to scientific notation. However, in engineering notation 
a number can have from one to three digits to the left of the decimal point and the power- 
of-ten exponent must be a multiple of three. For example, the number 33,000 expressed in 
engineering notation is 33 X 10°. In scientific notation, it is expressed as 3.3 X 10+. As 
another example, the number 0.045 is expressed in engineering notation as 45 X 1077. In 
scientific notation, it is expressed as 4.5 X 10”. Engineering notation is useful in electri- 
cal and electronic calculations that use metric prefixes (discussed in Section 2). 
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ders in engineering notation: 


(c) 1,956,000 


s 82 X 10°. 
las 243 x 10°. 
as 1.956 X 10°. 


| engineering notation. 


ving numbers to engineering notation: 


100000047. ~— (ce): 0.00033 


das 22 x 10°°. 
ed as 47 x 107°. 
330 X 107°. 


6 in engineering notation. 


Engineering Notation on a Calculator Use the EE key to enter the number with one, 
two, or three digits to the left of the decimal point, press EE, and enter the power of ten that 
is a multiple of three. This method requires that the appropriate power of ten be determined 
before entering the number. 


sineering notation using the EE key. 
ix places to the left so that it comes after the digit 1. This 
ssed in engineering notation as 

sid x 10° 


Ms 


your calculator as follows: 


BME: 
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wers of ten. (True or False) 


mbers in scientific notation: 
(c) 29,000,000 
numbers in scientific notation: 
(c) 0.000000597 


(b) @ x 10°)(2 x 10’) 
107) (d) (2.5 x 10°) — (1.3 x 107”) 
ressed in scientific notation in Problem 3 into your calculator. 
Imbers in engineering notation: 

)000000283 

5,000,000,000 
Problem 7 into your calculator using engineering notation. 


G4 2 UNITS AND METRIC PREFIXES 


In electronics, you must deal with measurable quantities. For example, you must be 
able to express how many volts are measured at a certain test point in a circuit, how 
much current there is through a conductor, or how much power a certain amplifier 
delivers. In this section, you are introduced to the units and symbols for most of the 
electrical quantities that are used throughout the text. Metric prefixes are used in 
conjunction with engineering notation as a “shorthand” for the certain powers of ten 
that commonly are used. 


After completing this section, you should be able to 


¢ Work with electrical units and metric prefixes 


Electrical Units 


Letter symbols are used in electronics to represent both quantities and their units. One sym- 
bol is used to represent the name of the quantity, and another is used to represent the unit of 
measurement of that quantity. Table 2 lists the most important electrical quantities, along 
with their SI units and symbols. For example, italic P stands for power and nonitalic (roman) 
W stands for watt, which is the unit of power. In general, italic letters represent quantities 
and nonitalic letters represent units. Notice that energy is abbreviated with an italic W that 
represents work; and both energy and work have the same unit (the joule). The term SI is the 
French abbreviation for /nternational System (Systéme International in French). 
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TABLE 2 


Electrical quantities and their 
corresponding units with SI 
symbols. 


TABLE 3 


Metric prefixes with their symbols 
and corresponding powers of ten and 
values. 


QUANTITIES AND UNITS 


QUANTITY SYMBOL SI UNIT SYMBOL 
capacitance Cc farad F 
charge Q coulomb cc 
conductance G siemens Ss 
current I ampere A 
energy or work Ww joule y) 
frequency i hertz Hz 
impedance Z, ohm O, 
inductance 15 henry H 
power P watt W 
reactance x ohm 0, 
resistance R ohm 0, 
voltage V volt Vv 


In addition to the common electrical units shown in Table 2, the SI system has many other 
units that are defined in terms of certain fundamental units. In 1954, by international 
agreement, meter, kilogram, second, ampere, degree kelvin, and candela were adopted as 
the basic SI units (degree kelvin was later changed to just kelvin). These units form the basis 
of the mks (for meter-kilogram-second) units that are used for derived quantities and have 
become the preferred units for nearly all scientific and engineering work. An older metric 
system, called the cgs system, was based on the centimeter, gram, and second as fundamen- 
tal units. There are still a number of units in common use based on the cgs system; for 
example, the gauss is a magnetic flux unit in the cgs system and is still in common usage. In 
keeping with preferred practice, this text uses mks units, except when otherwise noted. 


Metric Prefixes 


In engineering notation metric prefixes represent each of the most commonly used pow- 
ers of ten. These metric prefixes are listed in Table 3 with their symbols and corresponding 
powers of ten. 


METRIC PREFIX SYMBOL POWER OF TEN VALUE 

femto f io" one-quadrillionth 
pico p Lome one-trillionth 
nano n Ome one-billionth 
micro bw 107° one-millionth 
milli m 10°3 one-thousandth 
kilo k 10° one thousand 
mega M 10° one million 

giga G 10° one billion 

tera zn 10. one trillion 


Metric prefixes are used only with numbers that have a unit of measure, such as volts, 
amperes, and ohms, and precede the unit symbol. For example, 0.025 amperes can be ex- 
pressed in engineering notation as 25 X 107? A. This quantity expressed using a metric pre- 
fix is 25 mA, which is read 25 milliamps. The metric prefix milli has replaced 107°. As another 
example, 10,000,000 ohms can be expressed as 10 X 10° Q.. This quantity expressed using a 
metric prefix is 10 MQ, which is read 10 megohms. The metric prefix mega has replaced 10°. 
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ty using a metric prefix: 

) 25,000,000 — (c) 0.000036 A 

x 10°V =50kV — (b) 25,000,000. = 25 x 10° = 25Ma 
x 10°A = 36 pA 

ity using metric prefixes: 

(b) 0.000470 A 


he etric prefix for each of the following powers of ten: 10°, 107, 10 7, 10 ®, 
Oy '. 
‘metric prefix to express 0.000001 A. 
letric prefix to express 250,000 W. 


Gs 3 Metric UNIT CONVERSIONS 


It is sometimes necessary or convenient to convert a quantity from one unit with a 
metric prefix to another, such as from milliamperes (mA) to microamperes (A). 
Moving the decimal point in the number an appropriate number of places to the left or 
to the right, depending on the particular conversion, results in a metric unit conversion. 


After completing this section, you should be able to 


The following basic rules apply to metric unit conversions: 


1. When converting from a larger unit to a smaller unit, move the decimal point to the 
right. 


2. When converting from a smaller unit to a larger unit, move the decimal point to the left. 


3. Determine the number of places to move the decimal point by finding the differ- 
ence in the powers of ten of the units being converted. 


For example, when converting from milliamperes (mA) to microamperes (1A), move the dec- 
imal point three places to the right because there is a three-place difference between the two 
units (mA is 10° A and pA is 10° A). The following examples illustrate a few conversions. 


pere (0.15 mA) to microamperes (WA). 
three places to the right. 
eee 107 A = 150 X 10 °A = 150 pA 
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EXAMPLE 14 Convert 4500 microvolts (4500 V) to millivolts (mV). 
Solution Move the decimal point three places to the left. 
4500 wV = 4500 x 10 °V = 4.5 x 10° V = 4.5mV 
Related Problem Convert 1000 pV to millivolts. 
EXAMPLE 15 Convert 5000 nanoamperes (5000 nA) to microamperes (WA). 
Solution Move the decimal point three places to the left. 
pumas 25000 x 10° A =5 x 10°A = SpA 
Related Problem Convert 893 nA to microamperes. 
EXAMPLE 16 Convert 47,000 picofarads (47,000 pF) to microfarads (uF). 
Solution Move the decimal point six places to the left. 
47,000 pF = 47,000 x 10°!*F = 0.047 x 10°°F = 0.047 uF 
Related Problem Convert 10,000 pF to microfarads. 


EXAMPLE 17 


Solution 


Related Problem 


Convert 0.00022 microfarad (0.00022 ,zF) to picofarads (pF). 


Move the decimal point six places to the right. 


0.00022 uF = 0.00022 x 10°°F = 220 x 10°? F = 220 pF 


Convert 0.0022 pF to picofarads. 


EXAMPLE 18 


Solution 


Related Problem 


Convert 1800 kilohms (1800 kQ.) to megohms (MQ). 


Move the decimal point three places to the left. 
1800kO = 1800 x 10°O = 1.8 x 10°O = 1.8M0 


Convert 2.2 kQ to megohms. 


When adding (or subtracting) quantities with different metric prefixes, first convert one 
of the quantities to the same prefix as the other quantity. 


EXAMPLE 19 


Solution 


Related Problem 


Add 15 mA and 8000 wA and express the result in milliamperes. 


Convert 8000 wA to 8 mA and add. 
15 mA + 8000 wA = 15mA + 8mA = 23mA 


Add 2873 mA and 10,000 WA. 


10 
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1. Convert 0.01 MV to kilovolts (kV). 
. Convert 250,000 pA to milliamperes (mA). 


id 0.05 MW and 75 kW and express the result in kW. 
Add 50 mV and 25,000 ,V and express the result in mV. 


4 MEASURED NUMBERS 


Whenever a quantity is measured, there is uncertainty in the result due to limitations 
of the instruments used. When a measured quantity contains approximate numbers, the 
digits known to be correct are called significant digits. When reporting measured 
quantities, the number of digits that should be retained are the significant digits and no 
more than one uncertain digit. 


After completing this section, you should be able to 
¢ Express measured data with the proper number of significant digits 


Error, Accuracy, and Precision 


Data taken in experiments are not perfect because the accuracy of the data depends on the 
accuracy of the test equipment and the conditions under which the measurement was made. 
In order to properly report measured data, the error associated with the measurement 
should be taken into account. Experimental error should not be thought of as a mistake. All 
measurements that do not involve counting are approximations of the true value. The dif- 
ference between the true or best-accepted value of some quantity and the measured value 
is the error. A measurement is said to be accurate if the error is small. Accuracy is an in- 
dication of the range of error in a measurement. For example, if you measure thickness of 
a 10.00 mm gauge block with a micrometer and find that it is 10.8 mm, the reading is not 
accurate because a gauge block is considered to be a working standard. If you measure 
10.02 mm, the reading is accurate because it is in reasonable agreement with the standard. 

Another term associated with the quality of a measurement is precision. Precision is a 
measure of the repeatability (or consistency) of a measurement of some quantity. It is pos- 
sible to have a precise measurement in which a series of readings are not scattered, but each 
measurement is inaccurate because of an instrument error. For example, a meter may be out 
of calibration and produce inaccurate but consistent (precise) results. However, it is not 
possible to have an accurate instrument unless it is also precise. 


Significant Digits 


The digits in a measured number that are known to be correct are called significant digits. 
Most measuring instruments show the proper number of significant digits, but some instru- 
ments can show digits that are not significant, leaving it to the user to determine what should 
be reported. This may occur because of an effect called loading. A meter can change the 
actual reading in a circuit by its very presence. It is important to recognize when a reading 
may be inaccurate; you should not report digits that are known to be inaccurate. 

Another problem with significant digits occurs when you perform mathematical opera- 
tions with numbers. The number of significant digits should never exceed the number in the 
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original measurement. For example, if 1.0 V is divided by 3.0 Q, a calculator will show 
0.33333333. Since the original numbers each contain 2 significant digits, the answer 
should be reported as 0.33 A, the same number of significant digits. 

The rules for determining if a reported digit is significant are 


1. Nonzero digits are always considered to be significant. 


. Zeros to the left of the first nonzero digit are never significant. 


2 

3. Zeros between nonzero digits are always significant. 

4. Zeros to the right of the decimal point for a decimal number are significant. 
5 


. Zeros to the left of the decimal point with a whole number may or may not be sig- 
nificant depending on the measurement. For example, the number 12,100 0, can 
have 3, 4, or 5 significant digits. To clarify the significant digits, scientific notation 
(or a metric prefix) should be used. For example, 12.10 kQ has 4 significant digits. 


When a measured value is reported, one uncertain digit may be retained but other un- 
certain digits should be discarded. To find the number of significant digits in a number, ignore 
the decimal point, and count the number of digits from left to right starting with the first 
nonzero digit and ending with the last digit to the right. All of the digits counted are sig- 
nificant except zeros to the right end of the number, which may or may not be significant. 
In the absence of other information, the significance of the right-hand zeros is uncertain. 
Generally, zeros that are placeholders, and not part of a measurement, are considered to be 
not significant. To avoid confusion, numbers should be shown using scientific or engineer- 
ing notation if it is necessary to show the significant zeros. 


EXAMPLE 20 Express the measured number 4300 with 2, 3, and 4 significant digits. 
Solution Zeros to the right of the decimal point in a decimal number are significant. Therefore, 
to show two significant digits, write 
4.3 x 10° 
To show three significant digits, write 
4.30 x 10° 
To show four significant digits, write 
4.300 x 10° 
Related Problem How would you show the number 10,000 showing three significant digits? 
EXAMPLE 21 Underline the significant digits in each of the following measurements: 
(a) 40.0 (b) 0.3040 © 1.20 x 10° (d) 120,000 (e) 0.00502 
Solution (a) 40.0 has three significant digits; see rule 4. 


(b) 0.3040 has four significant digits; see rules 2 and 3. 
(c) 1.20 X 10° has three significant digits; see rule 4. 


(d) 120,000 has at least two significant digits. Although the number has the same value 
as in (c), zeros in this example are uncertain; see rule 5. This is not a recommended 
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method for reporting a measured quantity; use scientific notation or a metric prefix 
in this case. See Example 20. 


(e) 0.00502 has three significant digits; see rules 2 and 3. 


Related Problem What is the difference between a measured quantity of 10 and 10.0? 


Rounding Off Numbers 


Since they always contain approximate numbers, measurements should be shown only with 
those digits that are significant plus no more than one uncertain digit. The number of dig- 
its shown is indicative of the precision of the measurement. For this reason, you should 
round off a number by dropping one or more digits to the right of the last significant digit. 
Use only the most significant dropped digit to decide how to round off. The rules for round- 
ing off are 


1. Ifthe most significant digit dropped is greater than 5, increase the last retained digit 
by 1. 


2. If the digit dropped is less than 5, do not change the last retained digit. 


3. If the digit dropped is 5, increase the last retained digit if it makes it an even num- 
ber, otherwise do not. This is called the “round-to-even” rule. 


EXAMPLE 22 Round each of the following numbers to three significant digits: 
(a) 10.071 (b) 29.961 (c) 6.3948 (d) 123.52 (e) 122.52 


Solution (a) 10.071 rounds to 10.1. (b) 29.961 rounds to 30.0. 
(c) 6.3948 rounds to 6.39. (d) 123.52 rounds to 124. 
(e) 122.52 rounds to 122. 


Related Problem Round 3.2850 to three significant digits using the round-to-even rule. 


In most electrical and electronics work, components have tolerances greater than 1% 
(5% and 10% are common). Most measuring instruments have accuracy specifications bet- 
ter than this, but it is unusual for measurements to be made with higher accuracy than | part 
in 1000. For this reason, three significant digits are appropriate for numbers that represent 
measured quantities in all but the most exacting work. If you are working with a problem 
with several intermediate results, keep all digits in your calculator, but round the answers 
to three when reporting a result. 


tule for showing zeros to the right of the decimal point? 

round-to-even rule? 

, you will frequently see a 1000 () resistor listed as 1.0 kQ.. What does 
about the value of the resistor? 

pply is required to be set to 10.00 V, what does this imply about the 
ed for the measuring instrument? 

fic or engineering notation be used to show the correct number of 
‘digits in a measurement? 
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4 5 ELECTRICAL SAFETY 


Safety is a major concern when working with electricity. The possibility of an electric 
shock or a burn is always present, so caution should always be used. You provide a 
current path when voltage is applied across two points on your body, and current 
produces electrical shock. Electrical components often operate at high temperatures, 
so you can sustain skin burns when you come in contact with them. Also, the presence 
of electricity creates a potential fire hazard. 


After completing this section, you should be able to 


Bae 


Electrical Shock 


Current through your body, not the voltage, is the cause of electrical shock. Of course, it 
takes voltage across a resistance to produce current. When a point on your body comes in 
contact with a voltage and another point comes in contact with a different voltage or with 
ground, such as a metal chassis, there will be current through your body from one point to 
the other. The path of the current depends on the points across which the voltage occurs. 
The severity of the resulting electrical shock depends on the amount of voltage and the path 
that the current takes through your body. 

The current path through the body determines which tissues and organs will be affected. 
The current paths can be placed into three groups which are referred to as touch potential, 
step potential, and touch/step potential. These are illustrated in Figure 1. 


fh AMR 


Touch potential Step potential Touch/Step potential 


» FIGURE 1 


Shock hazard in terms of three basic 
current path groups. 


Effects of Current on the Human Body The amount of current is dependent on voltage 
and resistance. The human body has resistance that depends on many factors, which in- 
clude body mass, skin moisture, and points of contact of the body with a voltage potential. 
Table 4 shows the effects for various values of current in milliamperes. 
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CURRENT (mA) PHYSICAL EFFECT 


0.4 Slight sensation 
ical Perception threshold 
1.8 Shock, no pain, no loss of muscular control 
9 Painful shock, no loss of muscular control 
16 Painful shock, let-go threshold 
23 Severe painful shock, muscular contractions, breathing difficulty 
715 Ventricular fibrillation, threshold 
285 Ventricular fibrillation, usually fatal for duration of 5 seconds or more 
4,000 Heart paralysis (no ventricular fibrillation) 
5,000 Tissue burn 


Body Resistance Resistance of the human body is typically between 10kQ and 50kQ 
and depends on the two points between which it is measured. The moisture of the skin also 
affects the resistance between two points. The resistance determines the amount of voltage 
required to produce each of the effects listed in Table 4. For example, if you have a resist- 
ance of 10kQ. between two given points on your body, 90 V across those two points will 
produce enough current (9 mA) to cause painful shock. 


Utility Voltages 


We tend to take utility voltages for granted, but they can be and have been lethal. It is best 
to be careful around any source of voltage (even low voltages can present a serious burn 
hazard). As a general rule, you should avoid working on any energized circuit, and check 
that the power is off with a known good meter. Most work in educational labs uses low volt- 
ages, but you should still avoid touching any energized circuit. If you are working on a cir- 
cuit that is connected to utility voltages, the service should be disconnected, a notice should 
be placed on the equipment or place where the service is disconnected, and a padlock 
should be used to prevent someone from accidentally turning on the power. This procedure 
is called lockout/tagout and is widely used in industry. There are specific OSHA and in- 
dustry standards for lockout/tagout. 

Most laboratory equipment is connected to the utility line (“ac”) and in North America, 
this is 120 V rms. A faulty piece of equipment can cause the “hot” lead to inadvertently 
become exposed. You should inspect cords for exposed wires and check equipment for 
missing covers or other potential safety problems. The single-phase utility lines in homes 
and electrical laboratories use three insulated wires that are referred to as the “hot” (black 
or red wire), neutral (white wire), and safety ground (green wire). The hot and neutral wires 
will have current, but the green safety line should never have current in normal operation. 
The safety wire is connected to the metal exterior of encased equipment and is also con- 
nected to conduit and the metal boxes for housing receptacles. Figure 2 shows the location 
of these conductors on a standard receptacle. Notice on the receptacle that the neutral lead 
is larger than the hot lead. 

The safety ground should be connected to the neutral at the service panel. The metal 
chassis of an instrument or appliance is also connected to ground. In the event that the hot 
wire is accidentally in contact with ground, the resulting high current should trip the circuit 
breaker or open a fuse to remove the hazard. However, a broken or missing ground lead 
may not have high current until it is contacted by a person. This danger is one obvious rea- 
son for ensuring that line cords have not been altered by removing the ground pin. 

Many circuits are further protected with a special device called a ground-fault circuit in- 
terrupter (GFCI, which is sometimes called just GFI). If a fault occurs in a GFCI circuit, a 
sensor detects that the current in the hot line and the neutral line are not equal as they 


<TABLE 4 


Physical effects of electrical current. 
Values vary depending on body 
mass. 


ANDS DINSIP 


Receptacle testers are 
designed for use with 
specific receptacle 
types including 
specialized outlets. 
They can pinpoint problems such 
as open lines, faulty wiring, or 
reversed polarity; they show results 
with a lighted LED or neon bulb. 
Some testers are designed to test 
ground fault circuit interrupters 
(GFCl) for proper operation. 


Neutral (ground) lead 
“Hot” lead 
Safety 
2 ground 


TT. 
olivier/Shutterstock 


A FIGURE 2 


Standard receptacle and connections. 
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FIGURE 3 


GFCI receptacle. 


° 
° 
6 
Sd 
° 
5 
5 
Ad 
A GFCI outlet does not prevent + 
shock or injury in all cases. If you . 
are touching the hot and neutral 
wires without being grounded, no ° 
ground fault is detected and the ° 
GFCI breaker will not trip. In o 


another case, the GFCI may 


prevent electrocution but not the 


initial electric shock before it 


interrupts the circuit. The initial 


shock could cause a secondary 
injury, such as from a fall. 
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should be and trips the circuit breaker. The GFCI breaker is very fast acting and can trip 
faster than the breaker on the main panel. GFCI breakers are required in areas where a shock 
hazard exists such as wherever there is water or moisture. Pools, bathrooms, kitchens, base- 
ments, and garages should all have GFCI outlets. Figure 3 shows a ground-fault receptacle 
with reset and test buttons. When the test button is pressed, the circuit should immediately 
open. The reset button restores power. 


Safety Precautions 


There are many practical things that you should do when you work with electrical and elec- 
tronic equipment. Some important precautions are listed here. 


Avoid contact with any voltage source. Turn power off before you work on circuits 
when you need to touch circuit parts. 


Do not work alone. A telephone should be available for emergencies. 
Do not work when tired or taking medications that make you drowsy. 
Remove rings, watches, and other metallic jewelry when you work on circuits. 


Do not work on equipment until you know proper procedures and are aware of 
potential hazards. 


Make sure power cords are in good condition and grounding pins are not missing 
or bent. 


Keep your tools properly maintained. Make sure the insulation on metal tool handles 
is in good condition. 


Handle tools properly and maintain a neat work area. 
Wear safety glasses when appropriate, particularly when soldering and clipping wires. 


Always shut off power and discharge capacitors before you touch any part of a cir- 
cuit with your hands. 


Know the location of the emergency power-off switch and emergency exits. 


Never try to override or tamper with safety devices such as an interlock switch or 
ground pin on a three-prong plug. 


Always wear shoes and keep them dry. Do not stand on metal or wet floors when 
working on electrical circuits. 


Never handle instruments when your hands are wet. 
Never assume that a circuit is off. Double-check it with a reliable meter before handling. 


Set the limiter on electronic power supplies to prevent currents larger than necessary 
to supply the circuit under test. 


Some devices such as capacitors can store a lethal charge for long periods after 
power is removed. They must be properly discharged before you work with them. 


When making circuit connections, always make the connection to the point with the 
highest voltage as your last step. 


Avoid contact with the terminals of power supplies. 

Always use wires with insulation and connectors or clips with insulating shrouds. 
Keep cables and wires as short as possible. Connect polarized components properly. 
Report any unsafe condition. 


Be aware of and follow all workplace and laboratory rules. Do not have drinks or 
food near equipment. 

If another person cannot let go of an energized conductor, switch the power off im- 
mediately. If that is not possible, use any available nonconductive material to try to 
separate the body from the contact. 

Use a lockout/tagout procedure to avoid someone turning power on while you are 
working on a circuit. 


www.EngineeringBooksPdf.com 


QUANTITIES AND UNITs 


es physical pain and/or damage to the body when electrical contact is made? 
wear a ring when working on an electrical circuit. (T or F) 

wet floor presents no safety hazard when working with electricity. (T or F) 
be rewired without removing the power if you are careful. (T or F) 
hock can be extremely painful or even fatal. (T or F) 

GFCI stand for? 


® Scientific notation is a method for expressing very large and very small numbers as a number be- 


tween one and ten (one digit to left of decimal point) times a power of ten. 


® Engineering notation is a form of scientific notation in which quantities are expressed with one, 
two, or three digits to the left of the decimal point times a power of ten that is a multiple of three. 


® Metric prefixes are symbols used to represent powers of ten that are multiples of three. 
® The uncertainty of a measured quantity depends on the accuracy and precision of the measurement. 


® The number of significant digits in the result of a mathematical operation should never exceed the 
significant digits in the original numbers. 


® Standard connections to electrical plugs include a hot wire, a neutral, and a safety ground. 


® GFCI breakers sense the current in the hot wire and in the neutral wire and trip the breaker if they 
are different, indicating a ground fault. 


Accuracy An indication of the range of error in a measurement. 


Electrical shock The physical sensation resulting from current through the body. 


Engineering notation A system for representing any number as a one-, two-, or three-digit num- 
ber times a power of ten with an exponent that is a multiple of 3. 


Error The difference between the true or best-accepted value of some quantity and the measured 
value. 


Exponent The number to which a base number is raised. 


Metric prefix A symbol that is used to replace the power of ten in numbers expressed in engineer- 
ing notation. 


Power of ten A numerical representation consisting of a base of 10 and an exponent; the number 
10 raised to a power. 


Precision A measure of the repeatability (or consistency) of a series of measurements. 


Round off The process of dropping one or more digits to the right of the last significant digit in a 
number. 


Scientific notation A system for representing any number as a number between | and 10 times an 
appropriate power of ten. 


SI Standardized international system of units used for all engineering and scientific work; abbrevi- 
ation for French Le Systeme International d’ Unites. 


Significant digit A digit known to be correct in a number. 


Answers are at the end of the chapter. 


1. The number 3300 is written as 3.3 X 10° in both scientific and engineering notation. 
2. A negative number that is expressed in scientific notation will always have a negative exponent. 


3. When you multiply two numbers written in scientific notation, the exponents need to be the same. 
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4. When you divide two numbers written in scientific notation, the exponent of the denominator 
is subtracted from the exponent of the numerator. 


5. The metric prefix micro has an equivalent power of ten equal to 10°. 

6. To express 56 X 10° with a metric prefix, the result is 56 M. 

7. 0.047 «F is equal to 47 nF. 

8. The number of significant digits in the number 0.0102 is three. 

9. When you apply the round-to-even rule to round off 26.25 to three digits, the result is 26.3. 


10. The white neutral lead for ac power should have the same current as the hot lead. 


Answers are at the end of the chapter. 


1. The quantity 4.7 X 10° is the same as 
(a) 470 (b) 4700 (c) 47,000 (d) 0.0047 
2. The quantity 56 X 10° is the same as 
(a) 0.056 (b) 0.560 (c) 560 (d) 56,000 
3. The number 3,300,000 can be expressed in engineering notation as 
(a) 3300 x 10° (b) 3.3 X 10° ==) 3.3. X 10® —(d) either (a) or (c) 
4. Ten milliamperes can be expressed as 
(a) 1OMA (b) 10 uA (c) 10kA (d) 10 mA 
5. Five thousand volts can be expressed as 
(a) 5000 V (b) 5 MV (c) 5kV (d) either (a) or (c) 
6. Twenty million ohms can be expressed as 
(a) 20mQ, (b) 20 MW (c) 20MO, (d) 20 nO 
7. 15,000 W is the same as 
(a) 15 mW (b) 15 kW (c) 15 MW (d) 15 uW 
8. Which of the following is not an electrical quantity? 
(a) current (b) voltage (c) time (d) power 
9. The unit of current is 
(a) volt (b) watt (c) ampere (d) joule 
10. The unit of voltage is 
(a) ohm (b) watt (c) volt (d) farad 
11. The unit of resistance is 
(a) ampere (b) henry (c) hertz (d) ohm 
12. Hertz is the unit of 
(a) power (b) inductance (c) frequency (d) time 
13. The number of significant digits in the number 0.1050 is 
(a) two (b) three (c) four (d) five 
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Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 _ Scientific and Engineering Notation 
1. Express each of the following numbers in scientific notation: 
(a) 3000 (b) 75,000 (ce) 2,000,000 
2. Express each fractional number in scientific notation: 
(a) 1/500 (b) 1/2000 (ec) 1/5,000,000 
3. Express each of the following numbers in scientific notation: 
(a) 8400 — (b) 99,000 (e) 0.2 x 10° 
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4. Express each of the following numbers in scientific notation: 
(a) 0.0002 = (b) 0.6 ~=— (ce) 7.8 X 10? 
5. Express each of the following as a regular decimal number: 
(a) 25x 10° (b) 50X10? (© 39x 10! 
6. Express each number in regular decimal form: 
(a) 45x 10° (b)8x10° (© 40x 10? 
7. Add the following numbers: 
(a) (9.2 X 10°) + (3.4 X 10’) (b) (5 X 10%) + (8.5 X 10-4) 
(c) (5.6 X 107°) + (4.6 x 107°) 
8. Perform the following subtractions: 
(a) (3.2 x 102) — (1.1 X 10'7) —(b) (2.6 x 10%) — (1.3 X 10’) 
(c) (1.5 x 107'7) — (8 x 10°18) 
9. Perform the following multiplications: 
(a) (5 X 10°(4 x 10°) ~~ (b) (1.2 X 10'493 K 107) ~— (ce) (2.2 X 10 °(7 X 10°) 
10. Divide the following: 
(a) (1.0 X 107) + (2.5 x 10°) (b) (2.5 X 10°) + (5.0 x 10-8) 
(c) (4.2 x 108) + (2 x 10°) 
11. Express each number in engineering notation: 
(a) 89,000 (b) 450,000 (ce) 12,040,000,000,000 
12. Express each number in engineering notation: 
(a) 2.35 x 10° (b) 7.32 X 10’ (e):1.333 x 10° 
13. Express each number in engineering notation: 
(a) 0.000345 (b) 0.025 (ce) 0.00000000129 
14. Express each number in engineering notation: 
(a) 9.81 x 103 = (b) 4.82 x 1074 (©) 4.38 X 1077 
15. Add the following numbers and express each result in engineering notation: 
(a) 25x 104+ 46x 10? — (b) 68 x 10° + 33 x 10° 
(c) 1.25 X 10° + 250 x 103 
16. Multiply the following numbers and express each result in engineering notation: 
(a) (32 x 10-3)(56 x 10°) (b) (1.2 X 10°)(1.2 x 10%) (e):100(55 x 107) 
17. Divide the following numbers and express each result in engineering notation: 
(a) 50 + (2.2 x 10°) —(b) (5 X 10°) + (25 X 10°) 
(c) (560 x 10°) + (660 X 10%) 


SECTION 2 Units and Metric Prefixes 
18. Express each number in Problem 11 in ohms using a metric prefix. 
19. Express each number in Problem 13 in amperes using a metric prefix. 
20. Express each of the following as a quantity having a metric prefix: 
(a) 31X 107A = (b) 5.5 X10°V— (e) 20 X 10 7 F 
21. Express the following using metric prefixes: 
(a) 3x 10°F = (b) 3.3 X 10° ~— (ce) 350 X 10° 
22. Express each quantity with a power of ten: 
(a) 5uA (b) 43 mV (ce) 275 kO, (d) 10 MW 


SECTION 3 Metric Unit Conversions 
23. Perform the indicated conversions: 
(a) 5 mA to microamperes (b) 3200 W to milliwatts 
(c) 5000 kV to megavolts (d) 10 MW to kilowatts 
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24. Determine the following: 
(a) The number of microamperes in 1 milliampere 
(b) The number of millivolts in 0.05 kilovolt 
(c) The number of megohms in 0.02 kilohm 
(d) The number of kilowatts in 155 milliwatts 
25. Add the following quantities: 
(a) 50mA + 680 HA (b) 120kQ + 2.2MO, (c) 0.02 wF + 3300 pF 
26. Do the following operations: 
(a) 10kQ + (2.2kO + 10k) (b) 250mV + 50 pV (c) 1MW + 2kW 


SECTION 4 Measured Numbers 
27. How many significant digits are in each of the following numbers: 
(a) 1.00 x 10° = (b) 0.0057 (e): 1502.0 
(d) 0.000036 (e) 0.105 (f) 2.6 x 107 
28. Round each of the following numbers to three significant digits. Use the “round-to-even” rule. 
(a) 50,505 (b) 220.45 (c) 4646 (d) 10.99 (e) 1.005 


SECTION CHECKUPS 


SECTION 1 Scientific and Engineering Notation 


1. True 

2.10? 

3. (a) 4.35 X 107 (b) : 1.201 X 10° — (e) 2.9 X 107 

4. (a) 7.610! (b) 25104  (c) 5.97 Xx 107 

5.(a)3 X10 (b)6x 10! (2x10! (dd) 2.37 x 10° 

6. Enter the digits, press EE, and enter the power of ten. 

7. (a) 5.6X 107 = (b) 28.3 10° = (e) 950 X 10° ~— (dd): 3375 X 10° 
8. Enter the digits, press EE, and enter the power of ten. 


SECTION 2 Units and Metric Prefixes 
1. Mega (M), kilo (k), milli (m), micro (w), nano (n), and pico (p) 
2. 1 mA (one microampere) 
3. 250 kW (250 kilowatts) 


SECTION 3 Metric Unit Conversions 
1. 0.01 MV = 10kV 
2. 250,000 pA = 0.00025 mA 
3. 125 kW 
4. 75 mV 


SECTION 4 Measured Numbers 


1. Zeros should be retained only if they are significant because if they are shown, they are consid- 
ered significant. 


2. If the digit dropped is 5, increase the last retained digit if it makes it even, otherwise do not. 


3. A zero to the right of the decimal point implies that the resistor is accurate to the nearest 
100 Q (0.1 kQ). 
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4. The instrument must be accurate to four significant digits. 


5. Scientific and engineering notation can show any number of digits to the right of a decimal. 
Numbers to the right of the decimal are always considered significant. 


SECTION 5 _ Electrical Safety 
1. Current 

F 

F 

F 

TE 


. Ground-fault circuit interrupter 


Awe wh 


RELATED PROBLEMS FOR EXAMPLES 
7.5 x 108 

9.3 x 107 

820,000,000 

4.89 x 103 

1.85 < 10" 

4.8 X 10° 

4x 104 

Enter 5.73946; press EE, enter 5. 
36 x 10° 

56x 10% 

Enter 273.9, press EE, enter 3. 
12 (a) 56MQ (b) 470 pA 

13. 1000 pA 

14 1mV 

15 0.893 uA 

16 0.01 uF 

17 2200 pF 

18 0.0022 MQ, 

19 2883 mA 

20 10.0 x 109 

21 The number 10 has two significant digits; the number 10.0 has three. 
22 3.28 


SC PrrANIA Nn F&F Ww YN 


— 
a) 


TRUE/FALSE QUIZ 
1. T 2. F 3. F 4. T >. F 6. T 7. T 8. T 9. F 10. T 


SELF-TEST 
1. (b) 2. (a) 3. (c) 4. (d) 5. (d) 6. (c) 7. (b) 
8. (c) 9. (c) 10. (c) 11. (d) 12. (c) 13. (c) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. (a) 3 X 10° (b) 7.5 X 104 (c) 2 x 10° 

3. (a) 84x 10° ~— (b) 9.9 x 104 (c) 2 X 10° 

5. (a) 0.0000025 = (b) 500 (c) 0.39 

7. (a) 4.32 X 107 (b) 5.00085 x 10° —_ (ec) 6.06 x 10°° 
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. (a) 2.0 x 10° 

. (a) 89 X 10° 

. (a) 345 x 10°° 
. (a) 7.1 X 10% 
. (a) 22.7 X 10% 
. (a) 345 pA 

. (a) 3 uF 

. (a) 5000 wA 

. (a) 50.68 mA 

. (a) 3 


(b) 3.6 x 10!4 
(b) 450 x 10° 
(b) 25 x 10° 
(b) 101 x 10° 
(b) 200 x 10° 
(b) 25 mA 
(b) 3.3MQ 
(b) 3.2 mW 
(b) 2.32 MQ, 
(b) 4 


“OR REOCCURRING IMAGES 


(c) 1.54 x 10/4 
(c) 12.04 x 10!2 


(c) 1.29 x 10° 
(c) 1.50 x 10° 
(c) 848 x 107 
(c) 1.29 nA 

(c) 350nA 

(c) 5MV 

(c) 0.0233 uF 
(c) 5 


(d) 10,000 kW 


(d) 6 (e) 3 (f) 2 
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Atoms 


Electrical Charge 


Voltage 
Current 
Resistance 


The Electric Circuit 


Basic Circuit Measurements 


Application Assignment: Putting Your Knowledge 


to Work 


Describe the basic structure of an atom 


Explain the concept of electrical charge 


Define voltage and discuss its characteristics 


Define current and discuss its characteristics 


Define resistance and discuss its characteristics 


Describe a basic electric circuit 


Make basic circuit measurements 


Atom 
Electron 
Free electron 
Conductor 


i Semiconductor 


Sd 


Insulator 
Charge 
Coulomb’s law 
Coulomb (C) 
Voltage 

Volt (V) 
Voltage source 
Fuel cell 
Current 
Ampere (A) 
Current source 
Resistance 
Ohm (Q) 
Conductance 


2 2 2 2 2 A 


Siemens (S) 
Resistor 
Potentiometer 
Rheostat 
Circuit 

Load 
Schematic 
Closed circuit 
Open circuit 
Switch 

Fuse 

Circuit breaker 
AWG 

Ground 
Voltmeter 
Ammeter 
Ohmmeter 
DMM 


Assume you wanted to have an interactive quiz board as pa 
of a science fair display. The quiz board will use a rotary 
switch to select one of four options that represent battery 
types. Each position of the switch lights a light. The person 
viewing the display selects the matching answer by pressing 
a pushbutton next to one of the four possible answers. If the 
correct pushbutton is pressed, a “correct” light is illumi- 
nated; otherwise, nothing happens. The overall brightness of§ 
the lights is controlled by a single rheostat. 

After studying this chapter, you should be able to com- 
plete the application assignment in the last section of the 
chapter. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Three basic electrical quantities presented in this chapter are 
voltage, current, and resistance. No matter what type of elec- =; 
trical or electronic equipment you may work with, these 
quantities will always be of primary importance. This is true _ 
for dc and ac circuits, but our focus will be dc circuits. 
Because of its importance in electrical applications, an ac 
circuit may be used occasionally to illustrate a particular . 
concept; however, in these special cases the analysis and cal-\ 
culations are the same as for an equivalent lent dc circuit. 
To help you understand voltage, current, and resistance, ~ 
the basic structure of the atom is discussed and the concept 
of charge is introduced. The basic electric circuit is studied 
along with techniques for measuring voltage, current, and 
resistance. 
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G4 1 ATOMS 


All matter is made of atoms; and all atoms consist of electrons, protons, and neutrons. 
The configuration of certain electrons in an atom is the key factor in determining 
how well a conductive or semiconductive material conducts electric current. 


After completing this section, you should be able to 


¢ Describe the basic structure of an atom 


¢ Define nucleus, proton, neutron, and electron 


¢ Define atomic number 


An atom is the smallest particle of an element that retains the characteristics of that ele- 
ment. Each of the known 110 elements has atoms that are different from the atoms of all other 
elements. This gives each element a unique atomic structure. According to the classic Bohr 
model, an atom is visualized as having a planetary type of structure that consists of a central 
nucleus surrounded by orbiting electrons, as illustrated in Figure 1. The nucleus consists of 
positively charged particles called protons and uncharged particles called neutrons. The 
basic particles of negative charge are called electrons. Electrons orbit the nucleus. 

Each type of atom has a certain number of protons that distinguishes it from the atoms 
of all other elements. For example, the simplest atom is that of hydrogen, which has one 
proton and one electron, as pictured in Figure 2(a). As another example, the helium atom, 
shown in Figure 2(b), has two protons and two neutrons in the nucleus and two electrons 
orbiting the nucleus. 


<4 FIGURE 1 


The Bohr model of an atom showing 
electrons in circular orbits around 
the nucleus. The “tails” on the elec- 
trons indicate they are moving. 


@ Electron @ Proton Q Neutron 


®@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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(a) Hydrogen atom (b) Helium atom 


A FIGURE 2 


The two simplest atoms, hydrogen and helium. 


Atomic Number 


All elements are arranged in the periodic table of the elements in order according to their 
atomic number. The atomic number equals the number of protons in the nucleus. For ex- 
ample, hydrogen has an atomic number of 1| and helium has an atomic number of 2. In their 
normal (or neutral) state, all atoms of a given element have the same number of electrons 
as protons; the positive charges cancel the negative charges, and the atom has a net charge 


of zero, making it electrically balanced. 


Electron Shells and Orbits 


Electrons orbit the nucleus of an atom at certain distances from the nucleus. Electrons near 
the nucleus have less energy than those in more distant orbits. It is known that only discrete 
(separate and distinct) values of electron energies exist within atomic structures. Therefore, 


electrons must orbit only at discrete distances from the nucleus. 


Energy Levels Each discrete distance (orbit) from the nucleus corresponds to a certain en- 
ergy level. In an atom, the orbits are grouped into energy bands known as shells. A given 
atom has a fixed number of shells. Each shell has a fixed maximum number of electrons at 
permissible energy levels (orbits). The shells are designated 1, 2, 3, and so on, with | being 
closest to the nucleus. This energy band concept is illustrated in Figure 3, which shows two 
energy levels. Additional shells may exist in other types of atoms, depending on the element. 

The number of electrons in each shell follows a predictable pattern according to the for- 
mula, 2N°, where N is the number of the shell. The first shell of any atom (NV = 1) can have 
up to two electrons, the second shell (NV = 2) up to eight electrons, the third shell up to 18 
electrons, and the fourth shell up to 32 electrons. In many elements, electrons start filling 


the fourth shell after eight electrons are in the third shell. 


Valence Electrons 


Electrons that are in orbits farther from the nucleus have higher energy and are less tightly 
bound to the atom than those closer to the nucleus. This is because the force of attraction 
between the positively charged nucleus and the negatively charged electron decreases with 
increasing distance from the nucleus. Electrons with the highest energy levels exist in the 
outermost shell of an atom and are relatively loosely bound to the atom. This outermost 
shell is known as the valence shell, and electrons in this shell are called valence electrons. 
These valence electrons contribute to chemical reactions and bonding within the structure 


of a material, and they determine a material’s electrical properties. 
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Energy <4 FIGURE 3 

a Energy levels increase as the distance 
from the nucleus increases. 

Nucleus Shell 1 


Shell 2 


Free Electrons and Ions 


If an electron absorbs a photon of sufficient energy, it escapes from the atom and becomes 
a free electron. Any time an atom or group of atoms is left with a net charge, it is called 
an ion. When an electron escapes from the neutral hydrogen atom (designated H), the 
atom is left with a net positive charge and becomes a positive ion (designated H~). In 
other cases, an atom or group of atoms can acquire an electron, in which case it is called a 
negative ion. 


The Copper Atom 


Copper is the most commonly used metal in electrical applications. The copper atom has 
29 electrons that orbit the nucleus in four shells, as shown in Figure 4. Notice that the 
fourth or outermost shell, the valence shell, has only one valence electron. The inner shells 
are called the core. When the valence electron in the outer shell of the copper atom gains 
sufficient thermal energy, it can break away from the parent atom and become a free elec- 
tron. In a piece of copper at room temperature, a “sea” of these free electrons is present. 
These electrons are not bound to a given atom but are free to move in the copper material. 
Free electrons make copper an excellent conductor and make electrical current possible. 


Valence electron <4 FIGURE 4 


The copper atom. 


Core (+1) 
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Categories of Materials 


Three categories of materials are used in electronics: conductors, semiconductors, and in- 
sulators. 


Conductors Conductors are materials that readily allow current. They have a large 
number of free electrons and are characterized by one to three valence electrons in their 
structure. Most metals are good conductors. Silver is the best conductor, and copper is next. 
Copper is the most widely used conductive material because it is less expensive than silver. 
Copper wire is commonly used as a conductor in electric circuits. 


Semiconductors Semiconductors are classed below the conductors in their ability to 
carry current because they have fewer free electrons than do conductors. Semiconductors 
have four valence electrons in their atomic structures. However, because of their unique 
characteristics, certain semiconductor materials are the basis for electronic devices such as 
the diode, transistor, and integrated circuit. Silicon and germanium are common semicon- 
ductive materials. 


Insulators Insulators are nonmetallic materials that are poor conductors of electric cur- 
rent; they are used to prevent current where it is not wanted. Insulators have no free elec- 
trons in their structure. The valence electrons are bound to the nucleus and not considered 
“free.” Although nonmetal elements are generally considered to be insulators, most practi- 
cal insulators used in electrical and electronic applications are compounds such as glass, 
porcelain, Teflon, and polyethylene, to name a few. 


As you know, an electron is the smallest particle that exhibits negative electrical charge. 
When an excess of electrons exists in a material, there is a net negative electrical 
charge. When a deficiency of electrons exists, there is a net positive electrical charge. 


After completing this section, you should be able to 
¢ Explain the concept of electrical charge 
¢ Name the unit of charge 


« Name the types of charge 


ad 


Describe the forces between charges 


° 


Determine the amount of charge on a given number of electrons 
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The charge of an electron and that of a proton are equal in magnitude and opposite in 
sign. Electrical charge is an electrical property of matter that exists because of an excess 
or deficiency of electrons. Charge is symbolized by Q. Static electricity is the presence of 
a net positive or negative charge in a material. Everyone has experienced the effects of 
static electricity from time to time, for example, when attempting to touch a metal surface 
or another person or when the clothes in a dryer cling together. 

Materials with charges of opposite polarity are attracted to each other; materials with 
charges of the same polarity are repelled, as indicated symbolically in Figure 5. A force 
acts between charges, as evidenced by the attraction or repulsion. This force, called an 
electric field, consists of invisible lines of force as represented in Figure 6. 


e@- -® e--2@ 


(c) Like positive (d) Like negative 
charges repel charges repel 


e @ 


(a) Uncharged: 
no force 


(b) Opposite 
charges 
attract 


A FIGURE 5 


Attraction and repulsion of electrical charges. 


<4 FIGURE 6 


Lines of force 


Electric field between two oppositely 
charged surfaces. 


Coulomb’s law states 


A force (F) exists between two point-source charges (Q), Q>) that is directly pro- 
portional to the product of the two charges and inversely proportional to the 
square of the distance (d) between the charges. 


Coulomb: The Unit of Charge 


Electrical charge is measured in coulombs, symbolized by C. 


One coulomb is the total charge possessed by 6.25 10'8 electrons. 


A single electron has a charge of 1.6 X 107!° C. The total charge Q, expressed in coulombs, 
for a given number of electrons is found by the following formula: 


number of electrons 


Q= 6.25 x 10!8 electrons/C 


Positive and Negative Charge 


Consider a neutral atom—that is, one that has the same number of electrons and protons 
and thus has no net charge. As you know, when a valence electron is pulled away from the 
atom by the application of energy, the atom is left with a net positive charge (more protons 
than electrons) and becomes a positive ion. A positive ion is defined as an atom or group 
of atoms with a net positive charge. If an atom acquires an extra electron in its outer shell, 


Cou Fr Cnet | 


HISTORY NOTE 


many years as a military engineer. 
When bad health forced him to 
retire, he devoted his time to 
scientific research. He is best 
known for his work on electricity 
and magnetism due to his 
development of the inverse square 
law for the force between two 
charges. The unit of electrical 
charge is named in his honor. 
(Photo credit: Courtesy of the 
Smithsonian Institution. Photo 
number 52,597.) 


Equation 1 
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Example of the formation of positive 
and negative ions. 


VOLTAGE, CURRENT, AND RESISTANCE 


it has a net negative charge and becomes a negative ion. A negative ion is defined as an 
atom or group of atoms with a net negative charge. 

The amount of energy required to free a valence electron is related to the number of 
electrons in the outer shell. An atom can have up to eight valence electrons. The more com- 
plete the outer shell, the more stable the atom and thus the more energy is required to re- 
move an electron. Figure 7 illustrates the creation of a positive ion and a negative ion 
when a hydrogen atom gives up its single valence electron to a chlorine atom, forming 
gaseous hydrogen chloride (HCl). When the gaseous HCl is dissolved in water, hydrochlo- 
ric acid is formed. 


eo” ee ee 
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Chlorine atom 
(17 protons, 17 electrons) 


Hydrogen atom 
(1 proton, | electron) 


(b) The atoms combine by sharing the 
valence electron to form gaseous 
hydrogen chloride (HC1). 


(a) The neutral hydrogen atom has a single valence 
electron. 


Positive hydrogen ion 
(1 proton, no electrons) 


Negative chloride ion 
(17 protons, 18 electrons) 


(c) When dissolved in water, hydrogen chloride gas separates into positive hydrogen ions 
and negative chloride ions. The chlorine atom retains the electron given up by the 
hydrogen atom forming both positive and negative ions in the same solution. 


EXAMPLE 1 


Solution 


Related Problem* 


How many coulombs of charge do 93.8 X 10!° electrons represent? 


number of electrons 93.8 X 10!° electrons 
6.25 X 10'8electrons/C 6.25 X 10! electrons/C 


C= wie dc = 0.15C 


How many electrons does it take to have 3 C of charge? 


* Answers are at the end of the chapter. 
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of charge, and what is the unit symbol? 
types of charge? 
in coulombs, is there in 10 x 10! electrons? 
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a 3 VOLTAGE 


As you have learned, a force of attraction exists between a positive and a negative 
charge. A certain amount of energy must be exerted in the form of work to overcome 
the force and move the charges a given distance apart. All opposite charges possess a 
certain potential energy because of the separation between them. The difference in 
potential energy of the charges is the potential difference or voltage. Voltage is the 
driving force in electric circuits and is what establishes current. 


After completing this section, you should be able to 
¢ Define voltage and discuss its characteristics 
¢ State the formula for voltage 
¢« Name and define the unit of voltage 


¢ Describe the basic sources of voltage 


Voltage is defined as energy per unit of charge and is expressed as 
V=— Equation 2 


where V is voltage in volts (V), Wis energy in joules (J), and Q is charge in coulombs (C). 
As a simple analogy, you can think of voltage as corresponding to the pressure difference 
created by a pump that causes water to flow through a pipe in a closed water system. 


Volt: The Unit of Voltage 
The unit of voltage is the volt, symbolized by V. 


One volt is the potential difference (voltage) between two points when one joule of 
energy is used to move one coulomb of charge from one point to the other. 


EXAMPLE 2 If 50 J of energy are required to move10 C of charge, what is the voltage? 
W  S50J 
Solution VA oe — 5 V 
OM NOG 


Related Problem How much energy is required to move 50 C from one point in a circuit to another 
when the voltage between the two points is 12 V? 


The DC Voltage Source 


A voltage source provides electrical energy or electromotive force (emf), more commonly 
known as voltage. Voltage is produced by means of chemical energy, light energy, and 
magnetic energy combined with mechanical motion. + 


\ 
The Ideal DC Voltage Source An ideal voltage source can provide a constant voltage = 
for any current required by a circuit. The ideal voltage source does not exist but can be ] 
closely approximated in practice. We will assume ideal unless otherwise specified. 
Voltage sources can be either de or ac. A common symbol for a de voltage source is A FIGURE 8 
shown in Figure 8. Symbol for dc voltage sources. 
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Volta, an Italian, invented a device 
to generate static electricity and he 
discovered methane gas. Volta 


nvestigated reactions between 


dissimilar metals and developed 
the first battery in 1800. Electrical 
potential, more commonly known 
as voltage, and the unit of voltage, 
the volt, are named in his honor. 
(Photo credit: Giovita Garavaglia, 
courtesy AIP Emilio Segré Visual 
Archives, Landé Collection.) 


Lead-acid batteries can be 
dangerous because sulfuric acid is 
highly corrosive and battery gases 
(primarily hydrogen) are explosive. 
The acid in the battery can cause 
serious eye damage if it contacts 
the eye and can cause skin burns or 
destroy clothing. You should always 
wear eye protection when working 
on or around batteries and wash 
well after handling batteries. 

When taking a battery out of 
service, disconnect the ground end 
first (this is the negative side on all 
modern cars). This prevents current 
and avoids a potential spark when 
the positive lead is disconnected. 
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A graph showing current versus voltage for an ideal dc voltage source is shown in 
Figure 9. As you can see, the voltage is constant for any current from the source. For a 
practical (nonideal) voltage source connected in a circuit, the voltage decreases slightly as 
the current increases as shown by the dashed line. Current is always drawn from a voltage 
source when a load such as a resistance is connected to it. 


Ideally, voltage is 
constant for all currents. 


as 


Practical 


A FIGURE 9 


Voltage source graph. 


Types of DC Voltage Sources 


Batteries A battery is a type of voltage source that is composed of one or more cells that 
convert chemical energy directly into electrical energy. As you know, work (or energy) per 
charge is the basic unit for voltage, and a battery adds energy to each unit of charge. It is 
something of a misnomer to talk about “charging a battery” because a battery does not store 
charge but rather stores chemical potential energy. All batteries use a specific type of chem- 
ical reaction called an oxidation-reduction reaction. In this type of reaction, electrons are 
transferred from one reactant to the other. If the chemicals used in the reaction are sepa- 
rated, it is possible to cause the electrons to travel in the external circuit, creating current. 
As long as there is an external path for the electrons, the reaction can proceed, and stored 
chemical energy is converted to electrical current. If the path is broken, the reaction stops 
and the battery is said to be in equilibrium. In a battery, the terminal that supplies electrons 
has a surplus of electrons and is the negative electrode or anode. The electrode that ac- 
quires electrons has a positive potential and is the cathode. 

Figure 10 shows a nonrechargeable single-cell copper-zinc battery that we will use for 
illustration of battery operation. The copper-zinc cell is simple to construct and illustrates 
concepts common to all nonrechargeable batteries. A zinc electrode and a copper electrode 
are immersed in solutions of zinc sulfate (ZnSO4) and copper sulfate (CuSO,), which are 
separated by a salt bridge that prevents the Cu?* ions from reacting directly with the Zn 
metal. The zinc metal electrode supplies Zn°* ions to the solution and electrons to the ex- 
ternal circuit, so this electrode is constantly eaten away as the reaction proceeds. The salt 
bridge allows ions to pass through it to maintain charge balance in the cell. There are no free 
electrons in the solutions, so an external path for electrons is provided through an ammeter 
(in our case) or other load. On the cathode side, the electrons that were given up by the zinc 
combine with copper ions from the solution to form copper metal, which deposits on the 
copper electrode. The chemical reactions (shown in the diagram) occur at the electrode. Dif- 
ferent types of batteries have different reactions, but all involve transfer of electrons in the 
external circuit and migration of ions internally as the battery discharges. 

A single cell will have a certain fixed voltage. In the copper-zinc cell, the voltage is 
1.1 V. In a lead-acid cell, the kind used in car batteries, a potential difference of about 
2.1 V is between the anode and cathode. A typical car battery has six such cells con- 
nected in series. The voltage of any cell depends on the cell chemistry. Nickel-cadmium 
cells are about 1.2 V and lithium cells can be as high as almost 4 V, depending on the 
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Ammeter 


2+ 


ZnSO, 
solution 


A FIGURE 10 


A copper-zinc battery. The reaction can only occur if an external path is provided for the electrons. As 
the reaction proceeds, the Zn anode is eaten away and Cu2+ ions combine with electrons to form 
copper metal on the cathode. 


second reactant. Cell chemistry also determines the shelf life and discharge characteris- 
tic for a battery. For example, a lithtum-MnO, battery typically has five times the shelf 
life as a comparable carbon-zinc battery. 

Although the voltage of a battery cell is fixed by its chemistry, the capacity is variable 
and depends on the quantity of materials in the cell. Essentially, the capacity of a cell is the 
number of electrons that can be obtained from it and is measured by the amount of current 
(defined in Section 4) that can be supplied over time. 

Batteries normally consist of multiple cells that are electrically connected together in- 
ternally. The way that the cells are connected and the type of cells determine the voltage 
and current capacity of the battery. If the positive electrode of one cell is connected to the 
negative electrode of the next and so on, as illustrated in Figure 1 1(a), the battery voltage 
is the sum of the individual cell voltages. This is called a series connection. To increase 
battery current capacity, the positive electrodes of several cells are connected together 
and all the negative electrodes are connected together, as illustrated in Figure 11(b). This 
is called a parallel connection. 

There are many sizes of batteries; large batteries, with more material, can supply more 
current. In addition to the many sizes and shapes, batteries are classified according to their 
chemical makeup and if they are rechargeable or not. Primary batteries are not rechargeable 
and are discarded when they run down because their chemical reactions are irreversible; 


(a) Series-connected cells increase voltage. (b) Parallel-connected cells 
increase current capacity. 


A FIGURE 11 


Cells connected to form batteries. 
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To store a lead-acid 
battery for an 
extended period, it 
should be fully 
charged and placed 
in a cool, dry location 
that is protected from freezing or 
excessive heat. A battery will self- 
discharge over time, so it needs to 
be periodically checked and 
recharged when it is less than 
70% fully charged. Battery 
manufacturers will have specific 
recommendations for storage on 
their websites. 
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secondary batteries are reusable because their chemical reactions are reversible. The fol- 
lowing are some important types of batteries: 


¢ Alkaline-MnO>. This is a primary battery that is commonly used in palm-type com- 
puters, photographic equipment, toys, radios, and recorders. It has a longer shelf life 
and a higher power density than a carbon-zinc battery. 


¢ Carbon-zinc. This is a primary multiuse battery for flashlights and small appliances. 
It is available in a variety of sizes such as AAA, AA, C, and D. 


¢ Lead-acid. This is a secondary (rechargable) battery that is commonly used in auto- 
motive, marine, and other similar applications. 


¢ Lithium-ion. This is a secondary battery that is commonly used in all types of 
portable electronics. This type of battery is increasingly being used in defense, aero- 
space, and automotive applications. 


¢ Lithium-MnO}. This is a primary battery that is commonly used in photographic and 
electronic equipment, smoke alarms, personal organizers, memory backup, and com- 
munications equipment. 


¢ Nickel-metal hydride. This is a secondary (rechargable) battery that is commonly 
used in portable computers, cell phones, camcorders, and other portable consumer 
electronics. 


¢ Silver oxide. This is a primary battery that is commonly used in watches, photo- 
graphic equipment, hearing aids, and electronics requiring high-capacity batteries. 


¢ Zinc air. This is a primary battery that is commonly used in hearing aids, medical 
monitoring instruments, pagers, and other frequency-use applications. 


Fuel Cells A fuel cell is a device that converts electrochemical energy into dc voltage di- 
rectly. Fuel cells combine a fuel (usually hydrogen) with an oxidizing agent (usually oxy- 
gen). In the hydrogen fuel cell, hydrogen and oxygen react to form water, which is the only 
by-product. The process is clean, quiet, and more efficient than burning. Fuel cells and bat- 
teries are similar in that they both use an oxidation-reduction chemical reaction in which 
electrons are forced to travel in the external circuit. However, a battery is a closed system 
with all its chemicals stored inside, whereas in a fuel cell, the hydrogen and oxygen con- 
stantly flow into the cell where they combine and produce electricity. 

Hydrogen fuel cells are usually classified by their operating temperature and the type of 
electrolyte they use. Some types work well for use in stationary power generation plants. 
Others may be useful for small portable applications or for powering cars. For example, the 
type that holds the most promise for automotive applications is the polymer exchange 
membrane fuel cell (PEMFC), which is a type of hydrogen fuel cell. A simplified diagram 
is shown in Figure 12 to illustrate the basic operation. 

The channels disperse pressurized hydrogen gas and oxygen gas equally over the sur- 
face of the catalyst, which facilitates the reaction of the hydrogen and oxygen. When an Hy 
molecule comes in contact with the platinum catalyst on the anode side of the fuel cell, it 
splits into two H~ ions and two electrons (e” ). The hydrogen ions are passed through the 
polymer electrolyte membrane (PEM) onto the cathode. The electrons pass through the an- 
ode and into the external circuit to create current. 

When an O» molecule comes in contact with the catalyst on the cathode side, it breaks 
apart, forming two oxygen ions. The negative charge of these ions attracts two H* ions 
through the electrolyte membrane and together they combine with electrons from the 
external circuit to form a water molecule (H2O), which is passed from the cell as a by- 
product. In a single fuel cell, this reaction produces only about 0.7 V. To get higher volt- 
ages, multiple fuel cells are connected in series. 

Current research on fuel cells is ongoing and is focused on developing reliable, smaller, 
and cost-effective components for vehicles and other applications. The conversion to fuel 
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<¢ FIGURE 12 
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External load 


cells also requires research on how best to obtain and provide hydrogen fuel where it is 
needed. Potential sources for hydrogen include using solar, geothermal, or wind energy to 
break apart water. Hydrogen can also be obtained by breaking down coal or natural gas 
molecules, which are rich in hydrogen. 


Solar Cells The operation of solar cells is based on the photovoltaic effect, which is the 
process whereby light energy is converted directly into electrical energy. A basic solar cell 
consists of two layers of different types of semiconductive materials joined together to 


Simplified diagram of a fuel cell. 


Scientists are 


working to develop 
flexible solar cells 
that can be printed 


by a banknote 


form a junction. When one layer is exposed to light, many electrons acquire enough energy printing process. The 
to break away from their parent atoms and cross the junction. This process forms negative technology uses organic cells that 
ions on one side of the junction and positive ions on the other, and thus a potential differ- can be mass-produced cheaply by 
ence (voltage) is developed. Figure 13 shows the construction of a basic solar cell. printing them in the same 

Although solar cells can be used in room light for powering a calculator, research is fo- manner as money is printed. 
cusing more on converting sunlight to electricity. There is considerable research in in- “Printable electronics” is at the 
creasing the efficiency of solar cells and photovoltaic (PV) modules today because they are forefront of polymer technology 
avery clean source of energy using sunlight. A complete system for continuous power gen- research. 


erally requires a battery backup to provide energy when the sun is not shining. Solar cells 
are well suited for remote locations where energy sources are unavailable and are used in 
providing power to satellites. 


Transparent 
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A FIGURE 13 


Construction of a basic solar cell. 
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» FIGURE 14 


Cutaway view of a dc voltage 
generator. 


> FIGURE 15 


A basic power supply. (Courtesy of 


B+K Precision) 
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Generator Electrical generators convert mechanical energy into electrical energy using 
a principle called electromagnetic induction. A conductor is rotated through a magnetic 
field, and a voltage is produced across the conductor. A typical generator is pictured in 
Figure 14. 


The Power Supply Power supplies convert the ac voltage from the wall outlet to a con- 
stant (dc) voltage that is available across two terminals. A basic commercial power supply 
is shown in Figure 15. 


17454 DC POWER SUPPLY 


Thermocouples The thermocouple is a thermoelectric type of voltage source that is 
commonly used to sense temperature. A thermocouple is formed by the junction of two dis- 
similar metals, and its operation is based on the Seebeck effect that describes the voltage 
generated at the junction of the metals as a function of temperature. 

Standard types of thermocouples are characterized by the specific metals used. These 
standard thermocouples produce predictable output voltages for a range of temperatures. 
The most common is type K, made of chromel and alumel. Other types are also designated 
by letters as E, J, N, B, R, and S. Most thermocouples are available in wire or probe form. 


Piezoelectric Sensors These sensors act as voltage sources and are based on the 
piezoelectric effect where a voltage is generated when a piezoelectric material is mechan- 
ically deformed by an external force. Quartz and ceramic are two types of piezoelectric ma- 
terial. Piezoelectric sensors are used in applications such as pressure sensors, force sensors, 
accelerometers, microphones, ultrasonic devices, and many others. 
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4 (CURRENT 


Voltage provides energy to electrons that allows them to move through a circuit. This 
movement of electrons is the current, which results in work being done in an electric 
circuit. 


After completing this section, you should be able to 
¢ Define current and discuss its characteristics 
¢ Explain the movement of electrons 


¢ State the formula for current 


As you have learned, free electrons are available in all conductive and semiconductive 
materials. These outer-shell electrons drift randomly in all directions, from atom to atom, 
within the structure of the material, as indicated in Figure 16. These electrons are loosely 
bound to the positive metal ions in the material; but because of thermal energy, they are free 
to move about the crystalline structure of the metal. 


<@ FIGURE 16 


Random motion of free electrons in 
a material. 


If a voltage is placed across a conductive or semiconductive material, one end becomes 
positive and the other negative, as indicated in Figure 17. The repulsive force produced 
by the negative voltage at the left end causes the free electrons (negative charges) to move 
toward the right. The attractive force produced by the positive voltage at the right end pulls 
the free electrons to the right. The result is a net movement of the free electrons from the 
negative end of the material to the positive end, as shown in Figure 17. 


Applied voltage ————————_>| 


A FIGURE 17 


Electrons flow from negative to positive when a voltage is applied across a conductive or 
semiconductive material. 


; han 
fundamental for 19th century 
developments in the field. He was 
the first to build an instrument to 
measure charge flow (current). The 
unit of electrical current is named 
in his honor. (Photo credit: AIP 
Emilio Segré Visual Archives.) 
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The movement of the free electrons from the negative end of a material to the positive 
end is the electrical current, symbolized by I. 


Electrical current is the rate of flow of charge. 


Current in a conductive material is measured by the number of electrons (amount of 
charge) that flow past a point in a unit of time. 


Equation 3 I= a 
where / is current in amperes (A), Q is the charge of the electrons in coulombs (C), and f is 
time in seconds (s). As a simple analogy, you can think of current as corresponding to wa- 
ter flowing through a pipe in a water system when pressure (corresponding to voltage) is 
applied by a pump (corresponding to a voltage source). Voltage causes current. 
Ampere: The Unit of Current 
Current is measured in a unit called the ampere or amp for short, symbolized by A. 
One ampere (1 A) is the amount of current that exists when a number of electrons 
having a total charge of one coulomb (1 C) move through a given cross-sectional 
area in one second (1 s). 
See Figure 18. Remember, one coulomb is the charge carried by 6.25 10!8 electrons. 
> FIGURE 18 
Illustration of 1 A of current (1 C/s) 
in a material. 
When a number of electrons having a total charge of 1 C pass 
through a cross-sectional area in | s, there is | A of current. 
EXAMPLE 3 Ten coulombs of charge flow past a given point in a wire in 2 s. What is the current in 
amperes? 
P 10C 
Solution T= = =5A 
t 2S 
Related Problem If there are 8 A of direct current through the filament of a light bulb, how many 
coulombs have moved through the filament in 1.5 s? 
The Current Source 
The Ideal Current Source As you know, an ideal voltage source can provide a constant 
voltage for any load. An ideal current source can provide a constant current in any load. 
Just as in the case of a voltage source, the ideal current source does not exist but can be ap- 
proximated in practice. We will assume ideal unless otherwise specified. 
The symbol for a current source is shown in Figure 19(a). The graph for an ideal cur- 
rent source is a horizontal line as illustrated in Figure 19(b). This graph is called the /V 
characteristic curve. Notice that the current is constant for any voltage across the current 
source. In a nonideal current source, the current drops off as shown by the dashed line in 
Figure 19(b). 
38 
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Ideally, current is 
constant for all voltages. 


> 


Nonideal 


O 


mY: 


(a) Symbol (b) IV characteristic 


Actual Current Sources Power supplies are normally thought of as voltage sources be- 
cause they are the most common type of source in the laboratory. However, current sources 
are another type of power supply. Current sources may be “stand-alone” instruments or 
may be combined with other instruments, such as a voltage source, DMM, or function gen- 
erator. Examples of combination instruments are the source-measurement units shown in 
Figure 20. These units can be set up as voltage or current sources and include a built-in 
DMM, as well as other instruments. They are used primarily for testing transistors and 
other semiconductors. 


A FIGURE 20 


Source-measurement units that have current and voltage sources. (Courtesy of Keithley Instruments) 


In most transistor circuits, the transistor acts as a current source because part of 
the /V characteristic curve is a horizontal line as shown by the transistor characteristic 
in Figure 21. The flat part of the graph indicates where the transistor current is con- 
stant over a range of voltages. The constant-current region is used to form a constant- 
current source. 


7 (current through 
the transistor) 


'<— Constant-current region ———>| 


> V (voltage across 
the transistor) 


<4 FIGURE 19 


The current source. 


voltage in order to supply a 
constant current to the load. For 
example, a meter calibrator can 
have a different output voltage 
that depends on the meter under 
test. You should never touch the 
leads from a current source; the 
voltage can be high, and a shock 
will result, particularly if the load 
is a high resistance load or the 
load is disconnected when the 
current source is turned on. 


<4 FIGURE 21 


Current sources change the output 


Characteristic curve of a transistor 


showing the constant-current region. 
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R 
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A FIGURE 22 


Resistance/resistor symbol. 
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current and state its unit. 
y electrons make up one coulomb of charge? 
s the current in amperes when 20 C flow past a point in a wire in 4 s? 


When there is current through a material, the free electrons move through the material 
and occasionally collide with atoms. These collisions cause the electrons to lose some 
of their energy, and thus their movement is restricted. The more collisions, the more 
the flow of electrons is restricted. This restriction varies and is determined by the type 
of material. The property of a material that restricts the flow of electrons is called 
resistance, designated with an R. 


After completing this section, you should be able to 
¢ Define resistance and discuss its characteristics 
¢ Name and define the unit of resistance 
¢ Describe the basic types of resistors 


¢ Determine resistance value by color code or labeling 


Resistance is the opposition to current. 


The schematic symbol for resistance is shown in Figure 22. 

When there is current through any material that has resistance, heat is produced by the 
collisions of free electrons and atoms. Therefore, wire, which typically has a very small re- 
sistance, can become warm or even hot when there is sufficient current through it. 

As a simple analogy, you can think of a resistor as corresponding to a partially open 
valve in a closed water system that restricts the amount of water flowing through a pipe. If 
the valve is opened more (corresponding to less resistance), the water flow (corresponding 
to current) increases. If the valve is closed a little (corresponding to more resistance), the 
water flow (corresponding to current) decreases. 


Ohm: The Unit of Resistance 


Resistance, R, is expressed in the unit of ohms, which is symbolized by the Greek letter 
omega (Q). 


One ohm (1 Q) of resistance exists when there is one ampere (1 A) of current ina 
material with one volt (1 V) applied across the material. 


Conductance The reciprocal of resistance is conductance, symbolized by G. It is a 
measure of the ease with which current is established. The formula is 


The unit of conductance is the siemens, symbolized by S. For example, the conductance 
of a 22 kQ resistor is 


1 
= = 45, 
oa 


Occasionally, the obsolete unit of mho is still used for conductance. 
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Resistors HISTORY NOTE 


Components that are specifically designed to have a certain amount of resistance are called 
resistors. The principal applications of resistors are to limit current, divide voltage, and, in 
certain cases, generate heat. Although different types of resistors come in many shapes and 
sizes, they can all be placed in one of two main categories: fixed or variable. 


Fixed Resistors Fixed resistors are available with a large selection of resistance 
values that are set during manufacturing and cannot be changed easily. Fixed resistors 
are constructed using various methods and materials. Figure 23 shows several com- 
mon types. 
One common fixed resistor is the carbon-composition type, which is made with a mix- recognition for his work in 
ture of finely ground carbon, insulating filler, and a resin binder. The ratio of carbon to in- formulating the relationship of 
sulating filler sets the resistance value. The mixture is formed into rods which are cut into _cyrrent, voltage, and resistance. 
short lengths, and lead connections are made. The entire resistor is then encapsulated in an _ This mathematical relationship is 
insulated coating for protection. Figure 24(a) shows the construction of a typical carbon- _ known today as Ohm’s law and the 
composition resistor. unit of resistance is named in his 
The chip resistor is another type of fixed resistor and is in the category of SMT (surface- honor. (Photo credit: Library of 
mount technology) components. It has the advantage of a very small size for compact Congress, LC-USZ62—40943.) 


—a——-  & 


(a) Carbon-composition (b) Metal film chip resistor (c) Chip resistor array 


(d) Resistor network (simm) (e) Resistor network (surface mount) (f) Radial-lead for PC board insertion 


A FIGURE 23 


Typical fixed resistors. 


Color bands Protective glass 
Resistance material overcoat 
(carbon composition) External electrode (solder) Secondary 


electrode 


Insulated coating 


fi 


Ceramic Resistive 
substrate material 


Internal 
electrode 


(a) Cutaway view of a carbon-composition resistor (b) Cutaway view of a tiny chip resistor 


A FIGURE 24 


Two types of fixed resistors (not to scale). 


A 
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= 


second in a duel, he began 
experiments with chemistry, which 
led to his invention of the first 
electroplating system. In 1837, 
Siemens began making 
improvements in the early 
telegraph and contributed greatly 
to the development of telegraphic 
systems. The unit of conductance 
is named in his honor. (Photo 
credit: AIP Emilio Segré Visual 
Archives, E. Scott Barr Collection.) 
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assemblies. Small-value chip resistors (<1 ©) can be made with very close tolerances 
(+0.5%) and have application as current-sensing resistors. Figure 24(b) shows the con- 
struction of a chip resistor. 

Other types of fixed resistors include carbon film, metal film, metal-oxide film, and 
wirewound. In film resistors, a resistive material is deposited evenly onto a high-grade ce- 
ramic rod. The resistive film may be carbon (carbon film) or nickel chromium (metal film). 
In these types of resistors, the desired resistance value is obtained by removing part of the 
resistive material in a helical pattern along the rod using a spiraling technique, as shown in 
Figure 25(a). Very close tolerance can be achieved with this method. Film resistors are 
also available in the form of resistor networks, as shown in Figure 25(b). 


Outer insulated 
Insulating coating 


base 
\ 


Insulated 


coating 
\ 


Resistive 
element 


Wire lead 


‘ 


Metal Metal or 
end cap carbon film 
scribed helix Termination 
(a) Film resistor showing spiraling technique (b) Resistor network 


A FIGURE 25 


Construction views of typical film resistors. 


Wirewound resistors are constructed with resistive wire wound around an insulating rod 
and then sealed. Normally, wirewound resistors are used because of their relatively high 
power ratings. Since they are constructed with a coil of wire, wirewound resistors have sig- 
nificant inductance and are not used at higher frequencies. Some typical wirewound resis- 
tors are shown in Figure 26. 


42 


A FIGURE 26 


Typical wirewound power resistors. 


Resistor Color Codes Some types of fixed resistors with value tolerances of 5% or 10% 
are color coded with four bands to indicate the resistance value and the tolerance. This 
color-code band system is shown in Figure 27, and the color code is listed in Table 1. 
The bands are always located closer to one end. 

The 4-band color code is read as follows: 


1. Start with the band closest to one end of the resistor. The first band is the first digit 
of the resistance value. If it is not clear which is the banded end, start from the end 
that does not begin with a gold or silver band. 


2. The second band is the second digit of the resistance value. 
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<4 FIGURE 27 
Color-code bands on a 4-band 
resistor. 
Ist digit 4 { — Percent tolerance 
2nd Multiplier 
digit (Number of zeros 
following 2nd digit) 
<TABLE 1 
Digit Color 
4-band resistor color code. 
0 Black 
il Brown 
2 Red 
Resistance value, first three bands: 3 Orange 
First band—1st digit 4 Yellow 
Second band—2nd digit 
*Third band—multiplier (number of 5 Green 
zeros following the 2nd digit) 6 Blue 
7 Violet 
8 Gray 
9 White 
Fourth band—tolerance 
+10% Silver 
| 


* For resistance values less than 10 Q), the third band is either gold or silver. Gold is for a 
multiplier of 0.1 and silver is for a multiplier of 0.01. 


3. The third band is the number of zeros following the second digit, or the multiplier. 


4. The fourth band indicates the percent tolerance and is usually gold or silver. If there 
is no fourth band, the tolerance is +20%. 


For example, a 5% tolerance means that the actual resistance value is within +5% of the 
color-coded value. Thus, a 100 Q. resistor with a tolerance of +5% can have an acceptable 
range of values from a minimum of 95 QO, to a maximum of 105 2. 

As indicated in the table, for resistance values less than 10 Q, the third band is either 
gold or silver. Gold in the third band represents a multiplier of 0.1, and silver represents 
0.01. For example, a color code of red, violet, gold, and silver represents 2.7 © with a tol- 
erance of +10%. 


EXAMPLE 4 
coded resistors shown in Figure 28. 


» FIGURE 28 


(a) (b) (c) 
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Solution 


Related Problem 
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(a) First band is red = 2, second band is violet = 7, third band is orange = 3 zeros, 
fourth band is silver = +10% tolerance. 


R = 27,000 © + 10% 


(b) First band is brown = 1, second band is black = 0, third band is brown = | zero, 
fourth band is silver = +10% tolerance. 


R = 1000 + 10% 


(c) First band is green = 5, second band is blue = 6, third band is green = 5 zeros, 
fourth band is gold = +5% tolerance. 


R = 5,600,000 Q + 5% 


A certain resistor has a yellow first band, a violet second band, a red third band, and a 
gold fourth band. Determine the value in ohms and its percent tolerance. 


FIGURE 29 


Color-code bands on a 5-band 
resistor. 


TABLE 2 


5-band resistor color code. 
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Five-Band Color Code _ Certain precision resistors with tolerances of 2%, 1%, or less are 
generally color coded with five bands, as shown in Figure 29. Begin at the band closest to 
one end. The first band is the first digit of the resistance value, the second band is the sec- 
ond digit, the third band is the third digit, the fourth band is the multiplier (number of ze- 
ros after the third digit), and the fifth band indicates the tolerance. Table 2 shows the 5-band 
color code. 


——_ Percent tolerance 


Multiplier (Number of zeros 
3rd digit following 3rd digit) 


er | 
2 


nd 
digit 
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EXAMPLE 5 


» FIGURE 30 


Find the resistance value in ohms and the percent tolerance for each of the color-coded 
resistors shown in Figure 30. 


(a) (b) (c) 


Solution (a) First band is red = 2, second band is violet = 7, third band is black = 0, fourth 


band is gold = X0.1, fifth band is red = +2% tolerance. 
IR = DIO < Ol = 7/ Oye AGG 


(b) First band is yellow = 4, second band is black = 0, third band is red = 2, fourth 
band is black = 0, fifth band is brown = +1% tolerance. 


R= 4020 41% 


(c) First band is orange = 3, second band is orange = 3, third band is red = 2, fourth 
band is orange = 3, fifth band is green = +0.5% tolerance. 


R = 332,000 O + 0.5% 


Related Problem A certain resistor has a yellow first band, a violet second band, a green third band, a gold 


fourth band, and a red fifth band. Determine its value in ohms and its percent tolerance. 


Resistor Label Codes Not all types of resistors are color coded. Many, including 
surface-mount resistors, use typographical marking to indicate the resistance value and tol- 
erance. These label codes consist of either all numbers (numeric) or a combination of num- 
bers and letters (alphanumeric). In some cases when the body of the resistor is large 
enough, the entire resistance value and tolerance are stamped on it in standard form. For 
example, a 33,000 2 resistor may be labeled as 33 kQ). 

Numeric labeling uses three digits to indicate the resistance value, as shown in Figure 31 
using a specific example. The first two digits give the first two digits of the resistance 
value, and the third digit gives the multiplier or number of zeros that follow the first two 
digits. This code is limited to values of 10 ( or greater. 


<4 FIGURE 31 
1 Ds 2 =e Example of three-digit labeling for a 


| t resistor. 
Ist digit Multiplier (Number of zeros) 


2nd 
digit 


Another common type of marking is a three- or four-character label that uses both dig- 
its and letters. An alphanumeric label typically consists of only three digits or two or three 
digits and one of the letters R, K, or M. The letter is used to indicate the multiplier, and 
the position of the letter indicates the decimal point placement. The letter R indicates a 
multiplier of 1 (no zeros after the digits), the K indicates a multiplier of 1000 (three zeros 
after the digits), and the M indicates a multiplier of 1,000,000 (six zeros after the digits). 
In this format, values from 100 to 999 consist of three digits and no letter to represent the 
three digits in the resistance value. Figure 32 shows three examples of this type of 
resistor label. 
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22R -20 
Puilga 


Decimal point 
and multiplier 
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IM 2 = 2.2 MO QI0QK =220k0 
Ist digit J | ia 2nd digit Ist digit | | LL 


Decimal point 
and multiplier 


digi ad nulpta dist — 3rd digi 
A FIGURE 32 
Examples of the alphanumeric resistor label. 

EXAMPLE 6 Interpret the following alphanumeric resistor labels: 
(a) 470 (b) 5R6 (c) 68K (d) 10M (e) 3M3 
Solution (a) 470 = 4700 (b) 5R6 = 5.6 © (c) 68K = 68 kO 

(d) 10M = 10MQ (e) 3M3 = 3.3 MO 

Related Problem What is the resistance indicated by 1K25? 


> FIGURE 33 


Potentiometer and rheostat symbols. 
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One system of labels for resistance tolerance values uses the letters F, G, and J: 
F= +1% G= +2% J= +5% 


For example, 620F indicates a 620 Q. resistor with a tolerance of +1%, 4R6G is a 4.6 0 
+2% resistor, and 56KJ is a56 kQ. +5% resistor. 


Variable Resistors Variable resistors are designed so that their resistance values can be 
changed easily. Two basic uses for variable resistors are to divide voltage and to control 
current. The variable resistor used to divide voltage is called a potentiometer. The variable 
resistor used to control current is called a rheostat. Schematic symbols for these types are 
shown in Figure 33. The potentiometer is a three-terminal device, as indicated in part (a). 
Terminals 1 and 2 have a fixed resistance between them, which is the total resistance. 
Terminal 3 is connected to a moving contact (wiper). You can vary the resistance between 
3 and | or between 3 and 2 by moving the contact. 


1 1 1 


2 2 z 


(a) Potentiometer (b) Rheostat (c) Potentiometer connected 
as a rheostat 


Figure 33(b) shows the rheostat as a two-terminal variable resistor. Part (c) shows 
how you can use a potentiometer as a rheostat by connecting terminal 3 to either terminal | 
or terminal 2. Parts (b) and (c) are equivalent symbols. Some typical potentiometers are 
pictured in Figure 34. The construction view is shown under the normal view. 

Potentiometers and rheostats can be classified as linear or tapered, as shown in Figure 35, 
where a potentiometer with a total resistance of 100 © is used as an example. As shown 
in part (a), in a linear potentiometer, the resistance between either terminal and the moving 
contact varies linearly with the position of the moving contact. For example, one-half of a 
turn results in one-half the total resistance. Three-quarters of a turn results in three-quarters 
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A FIGURE 34 


Typical potentiometers and construction views. 


~~ — 4 ~-— 4 
50 fe) - 0 
y Y 
<—oO 
<§O A 
A | 
500 Te 
| | 
<«— = eet 
1. Quarter turn 2. Half turn 3. Three-quarter turn 1. Quarter turn 
(a) Linear (b) Tapered (nonlinear) 


A FIGURE 35 


Examples of (a) linear and (b) tapered potentiometers. 


of the total resistance between the moving contact and one terminal, or one-quarter of the 
total resistance between the other terminal and the moving contact. 

In a tapered potentiometer, the resistance varies nonlinearly with the position of the 
moving contact, so that one-half of a turn does not necessarily result in one-half the total 
resistance. This concept is illustrated in Figure 35(b), where the nonlinear values are 
arbitrary. 

The potentiometer is used as a voltage-control device. When a fixed voltage is applied 
across the end terminals, a variable voltage is obtained at the wiper contact with respect to 
either end terminal. The rheostat is used as a current-control device; the current can be 
changed by changing the wiper position. 


Variable Resistance Sensors Many sensors operate on the concept of a variable resist- 
ance, in which a physical quantity alters the electrical resistance. Depending on the sensor 
and the measurement requirements, the change in resistance may be determined directly or 
indirectly using the resistance change to alter a voltage or current. 

Examples of resistance sensors in include thermistors that change resistance as a func- 
tion of temperature, photoconductive cells that change resistance as a function of light, 
and strain gauges that change resistance when a force is applied to them. Thermistors are 
commonly used in thermostats. Photocells have many applications; for example, they are 
used to turn on street lights at dusk and turn them off at dawn. Strain gauges are widely 
used in scales and applications where mechanical motion needs to be sensed. The measur- 
ing instruments for strain gauges need to be very sensitive because the change in resistance 
is very small. Figure 36 shows symbols for these types of resistance sensors. 


90 0 
| 
pee 


2. Half turn 3. Three-quarter turn 


ANDS DINSIP 


A special type of 
resistor is used for 
sensing forces 
ranging from the 
pressure of a finger 
tip on a keyboard to 
the weight of a truck on a scale. 
These specialized resistors are 
known as force-sensing resistors 
(FSRs) and are a type of 
transducer. The FSR exhibits a 
change in resistance in response 
to an applied force. The 
resistance change is used to 
indicate the amount of force. 
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Symbols for resistance devices with AW = 
sensitivities to temperature, light, 


and force. 


(a) Thermistor (b) Photoconductive cell (c) Strain gauge 


and name its unit. 
) main categories of resistors? Briefly explain the difference between 


tor color code, what does each band represent? 

resistance and percent tolerance for each of the following color codes: 
, red, gold (b) blue, red, orange, silver 

k, gold (d) red, red, blue, red, green 


() 900 =(d) 6M8 
ifference between a rheostat and a potentiometer? 
nce sensors and the physical quantity that affects their resistance. 


ee 6 THE ELECTRIC CIRCUIT 


A basic electric circuit is an arrangement of physical components that use voltage, 
current, and resistance to perform some useful function. 


To avoid electrical shock, never 
touch a circuit while it is 
connected to a voltage source. | 
you need to handle a circuit, 


component, first make sure the 
voltage source is disconnected. 
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remove a component, or change a 


After completing this section, you should be able to 
¢ Describe a basic electric circuit 
¢ Relate a schematic to a physical circuit 
¢ Define open circuit and closed circuit 
¢ Describe various types of protective devices 
¢ Describe various types of switches 
¢ Explain how wire sizes are related to gauge numbers 


¢ Define ground or common 


Basically, an electric circuit consists of a voltage source, a load, and a path for current 
between the source and the load. The load is a device on which work is done by the cur- 
rent through it. Figure 37 shows an example of a simple electric circuit: a battery con- 
nected to a lamp with two conductors (wires). The battery is the voltage source, the lamp is 
the load on the battery because it draws current from the battery, and the two wires provide 

f the current path from the negative terminal of the battery to the lamp and back to the posi- 
tive terminal of the battery, as indicated by the red arrows. There is current through the fil- 
ament of the lamp (which has a resistance), causing it to become hot enough to emit visible 
light. Current through the battery is produced by chemical action. 

In many practical cases, one terminal of the battery is connected to a ground (com- 
mon) point. For example, in automobiles, the negative battery terminal is generally con- 
nected to the metal chassis of the car. The chassis is the ground for the automobile 
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Wire conductor (current path) <4 FIGURE 37 
= = _—=  — + 


A simple electric circuit. 


electrical system and provides a current path for the circuit. (The concept of ground is 
covered later in this chapter.) 

An electric circuit can be represented by a schematic, a diagram that shows the inter- 
connection of components, using standard symbols for each element, as shown in Figure 38 
for the simple circuit in Figure 37. A schematic shows, in an organized manner, how the 
various components in a given circuit are interconnected so that the operation of the circuit 
can be determined. 


Circuit Current Control and Protection 


The circuit in Figure 39(a) illustrates a closed circuit—that is, a circuit in which the cur- 
rent has a complete path. An open circuit is a circuit in which the current path is broken 
so that there is no current, as shown in part (b). An open circuit is considered to have infi- 
nite resistance (infinite means immeasurably large). 


Mechanical Switches Switches are commonly used for controlling the opening or clos- 
ing of circuits. For example, a switch is used to turn a lamp on or off, as illustrated in Figure 39. 
Each circuit pictorial is shown with its associated schematic. The type of switch in- 
dicated is a single-pole-single-throw (SPST) toggle switch. The term pole refers to the 
movable arm in a switch, and the term throw indicates the number of contacts that are af- 
fected (either opened or closed) by a single switch action (a single movement of a pole). 


A FIGURE 38 


Lamp 


A schematic for the circuit in Figure 37. 


Open 

pride switch 

O—>o om o 

+ + 
— 6) — ©) 
i 
(a) There is current in a closed circuit because there is a complete (b) There is no current in an open circuit because the path is broken 
current path (switch is ON or in the closed position). Current is (switch is OFF or in the open position). 


always indicated by a red arrow in this text. 


A FIGURE 39 


Illustration of closed and open circuits using an SPST switch for control. 


Figure 40 shows a somewhat more complicated circuit using a single-pole—double- 
throw (SPDT) type of switch to control the current to two different lamps. When one lamp 
is on, the other is off, and vice versa, as illustrated by the two schematics that represent 
each of the switch positions. 
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(a) Pictorial 
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Lamp | Lamp 1 


(b) A schematic showing 
Lamp | on and Lamp 2 off 


(c) A schematic showing 
Lamp 2 on and Lamp | off 


A FIGURE 40 


An example of an SPDT switch controlling two lamps. 


o_ (ome) 
on” ot ° o om fe) ° 
2. 5 ° om o 0 o-+o— ® © alo ess) 
(a) SPST (b) SPDT (c) DPST (d) DPDT (e) NOPB (f) NCPB (g) Single-pole rotary 


Small electronic 
parts can be 
damaged easily if 
you apply too much 
heat to them when 
soldering. The small 
switches shown in Figure 42 
frequently are constructed with 
plastic that can melt and render 
the switch useless. Manufacturers 
usually supply a maximum time 
and temperature that can be 
applied to a part without 
damage. A small heat sink can be 
temporarily connected between 
the point where solder is applied 
and the sensitive region of the 
component. 
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(6-position) 


A FIGURE 41 


Switch symbols. 


In addition to the SPST and the SPDT switches (symbols are shown in Figure 41(a) 
and (b)), the following other types of switches are also important: 


¢ Double-pole-single-throw (DPST). The DPST switch permits simultaneous opening 
or closing of two sets of contacts. The symbol is shown in Figure 41(c). The 
dashed line indicates that the contact arms are mechanically linked so that both move 
with a single switch action. 


¢ Double-pole-double-throw (DPDT). The DPDT switch provides connection from 
one set of contacts to either of two other sets. The schematic symbol is shown in 
Figure 41(d). 


¢ Push button (PB). In the normally open push-button switch (NOPB), shown in 
Figure 41(e), connection is made between two contacts when the button is de- 
pressed, and connection is broken when the button is released. In the normally closed 
push-button switch (NCPB), shown in Figure 41(f), connection between the two 
contacts is broken when the button is depressed. 


¢ Rotary. In a rotary switch, a knob is turned to make a connection between one con- 
tact and any one of several others. A symbol for a simple six-position rotary switch 
is shown in Figure 41(g). 


Figure 42 shows several varieties of switches, and Figure 43 shows a construction 
view of a typical toggle switch. In addition to mechanical switches, a transistor can be used 
as the equivalent of a single-pole—single-throw switch in certain applications. 


Protective Devices Fuses and circuit breakers are placed in the current path and are 
used to deliberately create an open circuit when the current exceeds a specified number of 
amperes due to a malfunction or other abnormal condition in a circuit. For example, a fuse 
or circuit breaker with a 20 A rating will open a circuit when the current exceeds 20 A. 
The basic difference between a fuse and a circuit breaker is that when a fuse is 
“blown,” it must be replaced; but when a circuit breaker opens, it can be reset and reused 
repeatedly. Both of these devices protect against damage to a circuit due to excess cur- 
rent or prevent a hazardous condition created by the overheating of wires and other com- 
ponents when the current is too great. Because fuses cut off excess current more quickly 
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Toggle switch Rocker switch Push-button switches 


Rotary switches DIP switches for mounting on PC boards 


A FIGURE 42 


Typical mechanical switches. 


<4 FIGURE 43 


Construction view of a typical toggle 
switch. 


than circuit breakers, fuses are used whenever delicate electronic equipment needs to be 
protected. Several typical fuses and circuit breakers, along with their schematic symbols, 
are shown in Figure 44. 

Two basic categories of fuses in terms of their physical configuration are cartridge type 
and plug type (screw in). Cartridge type fuses have various shaped housings with leads or 
other types of contacts as shown in Figure 44(a). A typical plug type fuse is shown in 
part (b). Fuse operation is based on the melting temperature of a wire or other metal ele- 
ment. As current increases, the fuse element heats up and when the rated current is ex- 
ceeded, the element reaches its melting temperature and opens, thus removing power from 
the circuit. 

Two common types of fuses are the fast-acting and the time-delay (slow blow). Fast- 
acting fuses are type F and time-delay fuses are type T. In normal operation, fuses are often 
subjected to intermittent current surges that may exceed the rated current, such as when 
power to a circuit is turned on. Over time, this reduces the fuse’s ability to withstand short 
surges or even current at the rated value. A slow blow fuse can tolerate greater and longer 
duration surges of current than the typical fast-acting fuse. A fuse symbol is shown in 
Figure 44(d). 

Typical circuit breakers are shown in Figure 44(c) and the symbol is shown in part (e). 
Generally, a circuit breaker detects excess current either by the heating effect of the current 
or by the magnetic field it creates. In a circuit breaker based on the heating effect, a 
bimetallic spring opens the contacts when the rated current is exceeded. Once opened, the 


Always use fully insulated fuse 
pullers to remove and replace 
fuses in an electrical box. Even if 
the disconnect switch is in the off 
position, line voltage is still 
present in the box. Never use 
metal tools to remove and replace 
fuses. 
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(a) Cartridge fuses 


=f y— 
(b) Plug fuse (c) Circuit breakers (d) Fuse symbol (e) Circuit breaker 
symbol 
A FIGURE 44 


Typical fuses and circuit breakers and their symbols. 


contact is held open by mechanical means until manually reset. In a circuit breaker based 
on a magnetic field, the contacts are opened by a sufficient magnetic force created by ex- 
cess current and must be mechanically reset. 


Wires 


Wires are the most common form of conductive material used in electrical applications. 
They vary in diameter size and are arranged according to standard gauge numbers, called 
AWG (American Wire Gauge) sizes. As the gauge number increases, the wire diameter de- 
creases. The size of a wire is also specified in terms of its cross-sectional area, as illustrated 
in Figure 45. The unit of cross-sectional area is the circular mil, abbreviated CM. One 
circular mil is the area of a wire with a diameter of 0.001 inch (0.001 in., or 1 mil). You can 
find the cross-sectional area in circular mils by expressing the diameter in thousandths of 
an inch (mils) and squaring it, as follows: 


A= 2 
where A is the cross-sectional area in circular mils and d is the diameter in mils. Table 3 


lists the AWG sizes with their corresponding cross-sectional area and resistance in ohms 
per 1000 ft at 20°C. 


Ft G 
a’ 
aL 


Cross-sectional area, A 


A FIGURE 45 


Cross-sectional area of a wire. 
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TABLE 3 


AWG (American Wire Gauge) sizes and resistances for solid round copper. 


RESISTANCE RESISTANCE 
AREA (CM) (Q/1000 FT AT 20°C) AWG # AREA (CM) (0/1000 FT AT 20°C) 
0000 211,600 0.0490 19 1,288.1 8.051 

000. 167,810 0.0618 20 1,021.5 10.15 

00 133,080 0.0780 DD 810.10 12.80 

0 105,530 0.0983 22 642.40 16.14 

1 83,694 0.1240 23, 509.45 20.36 

2 66,373 0.1563 24 404.01 DSSOM/ 

3 52,634 0.1970 DD) 320.40 32.37 

4 41,742 0.2485 26 254.10 40.81 

5 33,102 0.3133 Di 201.50 51.47 

6 26,250 0.3951 28 ISID79) 64.90 

i 20,816 0.4982 2S) 126.72 81.83 
8 16,509 0.6282 30 100.50 103.2 
9 13,094 0.7921 Sill 79.70 130.1 
10 10,381 0.9989 32 63.21 164.1 
11 8,234.0 1.260 33 50.13 206.9 
12 6,529.0 1.588 34 39.75 260.9 
13 5,178.4 2.003 35 3)1).52 32910) 
14 4,106.8 Da25) 36 25.00 414.8 
15 3,256.7 3.184 Si 19.83 S23), 11 
16 DL Steve) 4.016 38 IS), 72 659.6 
17 2,048.2 5.064 39 12.47 831.8 
18 1,624.3 6.385 40 9.89 1049.0 

EXAMPLE 7 What is the cross-sectional area of a wire with a diameter of 0.005 inch? 
Solution d = 0.005 in. = 5 mils 


4 — Omils)* = 25CM 


Related Problem What is the cross-sectional area of a 0.0201 in. diameter wire? What is the AWG # for 
this wire from Table 3? 


Wire Resistance Although copper wire conducts current extremely well, it still has 
some resistance, as do all conductors. The resistance of a wire depends on three physical 
characteristics: (a) type of material, (b) length of wire, and (c) cross-sectional area. In ad- 
dition, temperature can also affect the resistance. 

Each type of conductive material has a characteristic called its resistivity, which is 
represented by the Greek letter rho (r). For each material, r is a constant value at 
a given temperature. The formula for the resistance of a wire of length / and cross- 
sectional area A is 


R = — Equation 6 
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This formula shows that resistance increases with an increase in resistivity and length and 
decreases with an increase in cross-sectional area. For resistance to be calculated in ohms, 
the length must be in feet (ft), the cross-sectional area in circular mils (CM), and the resis- 
tivity in CM-O/ft. 


EXAMPLE 8 


Solution 


Related Problem 


Find the resistance of a 100 ft length of copper wire with a cross-sectional area of 
810.1 CM. The resistivity of copper is 10.37 CM-Q/ft at 20°C. 


pl — (10.37 CM-O/ft) (100 ft) 
A 810.1 CM 


R= = 1.2800 


Use Table 3 to determine the resistance of 100 ft of copper wire with a cross- 
sectional area of 810.1 CM. Compare with the calculated value. 


L 2 


(a) (b) (c) 


A FIGURE 46 


Symbols for ground. 


Ys 


OV= = 


A FIGURE 47 


A simple circuit with ground 
connections. 
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As mentioned, Table 3 lists the resistance of the various standard wire sizes in ohms 
per 1000 ft at 20°C. For example, a 1000 ft length of 14-gauge copper wire has a resistance 
of 2.525 0. A 1000 ft length of 22-gauge wire has a resistance of 16.14 . For a given 
length, the smaller-gauge wire has more resistance. Thus, for a given voltage, larger-gauge 
wires can carry more current than smaller ones. 


Ground 


Ground is the reference point in an electric circuit. The term ground originated from the 
fact that one conductor of a circuit was typically connected with an 8-foot long metal rod 
driven into the earth itself. Today, this type of connection is referred to as an earth ground. 
In household wiring, earth ground is indicated with a green or bare copper wire. Earth 
ground is normally connected to the metal chassis of an appliance or a metal electrical box 
for safety. Unfortunately, there have been exceptions to this rule, which can present a safety 
hazard if a metal chassis is not at earth ground. It is a good idea to confirm that a metal 
chassis is actually at earth ground potential before doing any work on an instrument or 
appliance. 

Another type of ground is called a reference ground. Voltages are always specified with 
respect to another point. If that point is not stated explicitly, the reference ground is under- 
stood. Reference ground defines 0 V for the circuit. The reference ground can be at a com- 
pletely different potential than the earth ground. Reference ground is also called common 
and labeled COM or COMM because it represents a common conductor. When you are 
wiring a protoboard in the laboratory, you will normally reserve one of the bus strips (a 
long line along the length of the board) for this common conductor. 

Three ground symbols are shown in Figure 46. Unfortunately, there is not a separate 
symbol to distinguish between earth ground and reference ground. The symbol in (a) rep- 
resents either an earth ground or a reference ground, (b) shows a chassis ground, and (c) is 
an alternate reference symbol typically used when there is more than one common con- 
nection (such as analog and digital ground in the same circuit). In this book, the symbol in 
part (a) will be used throughout. 

Figure 47 illustrates a simple circuit with ground connections. The current is from the 
negative terminal of the 12 V source, through the common ground connection, through the 
lamp, and through the wire back to the positive terminal of the source. Ground provides a 
path for the current from the source because all of the ground points are electrically the 
same point and provide a zero resistance (ideally) current path. The voltage at the top of the 
circuit is +12 V with respect to ground. You can think of all the ground points in a circuit 
as being connected together by a conductor. 
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liameter, AWG #3 or AWG #22? 
lectric circuit? 


4 7 Basic CIRCUIT MEASUREMENTS 


In working on electrical or electronic circuits, you will frequently need to measure volt- 
age, current, and resistance and to use meters safely and correctly. 


After completing this section, you should be able to 
¢ Make basic circuit measurements 
¢ Properly measure voltage in a circuit 
¢ Properly measure current in a circuit 
¢ Properly measure resistance 


¢ Set up and read basic meters 


Voltage, current, and resistance measurements are commonly required in electronics 
work. The instrument used to measure voltage is a voltmeter, the instrument used to meas- 
ure current is an ammeter, and the instrument used to measure resistance is an ohmmeter. 
Commonly, all three instruments are combined into a single instrument known as a 
multimeter, in which you can choose the specific quantity to measure by selecting the ap- 
propriate function with a switch. 

Typical portable multimeters are shown in Figure 48. Part (a) shows a digital multi- 
meter (DMM), which provides a digital readout of the measured quantity; and part (b) 
shows an analog meter with a needle pointer. Many digital multimeters also include a bar 
graph display. 


Meter Symbols 


Throughout this text certain symbols will be used in circuits to represent meters, as 
shown in Figure 49. You may see any of four types of symbols for voltmeters, amme- 
ters, and ohmmeters, depending on which symbol most effectively conveys the informa- 
tion required. The digital meter symbol is used when specific values are to be indicated 
in a circuit. The bar graph meter symbol and sometimes the analog meter symbol are 
used to illustrate the operation of a circuit when relative measurements or changes in 
quantities, rather than specific values, need to be depicted. A changing quantity may be 
indicated by an arrow in the display showing an increase or decrease. The generic sym- 
bol is used to indicate placement of meters in a circuit when no values or value changes 
need to be shown. 
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Never wear rings or any type of 
metallic jewelry while you work on 
a circuit. These items may 
accidentally come in contact with 
the circuit, causing shock and/or 
damage to the circuit. With high- 
energy sources, such as a car 
battery, a short across jewelry 

(a watch or ring) can become hot 
instantly, causing burns to the 
wearer. 
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4 0 


250 ACV 


ss CATH 
BK PRECISION 300V + 


(a) Digital multimeter (b) Analog multimeter 


A FIGURE 48 


Typical portable multimeters. (a) Courtesy of Fluke Corporation. Reproduced with permission. 
(b) Courtesy of B+K Precision. 


(a) Digital (b) Bar graph (c) Analog (d) Generic 


A FIGURE 49 


Examples of meter symbols used in this book. Each of the symbols can be used to represent either an 
ammeter (A), a voltmeter (V), or an ohmmeter (Q). 


Measuring Current 


Figure 50 illustrates how to measure current with an ammeter. Part (a) shows a simple 
circuit in which the current through a resistor is to be measured. Connect an ammeter in the 
current path by first opening the circuit, as shown in part (b). Then insert the meter as 
shown in part (c). Such a connection is a series connection. The polarity of the meter must 
be such that the current is in at the negative terminal and out at the positive terminal. 


Measuring Voltage 


To measure voltage, connect a voltmeter across the component for which the voltage is to 
be found. Such a connection is a parallel connection. The negative terminal of the meter 
must be connected to the negative side of the circuit, and the positive terminal of the meter 
must be connected to the positive side of the circuit. Figure 51 shows a voltmeter con- 
nected to measure the voltage across the resistor. 


Measuring Resistance 


To measure resistance, connect an ohmmeter across the resistor. The resistor must first be 
removed or disconnected from the circuit. This procedure is shown in Figure 52. 
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Alligator 
clips v4 
° 
= Sr ae = Sr 


4 
+ 


< 
| 


(a) Circuit in which the current is to be measured (b) Open the circuit either between the resistor and the positive 
terminal or between the resistor and the negative terminal of 
source. 


(c) Install the ammeter in the current path with polarity as shown (negative to 
negative, positive to positive). 


A FIGURE 50 


Example of an ammeter connection to measure current in a simple circuit. 


A FIGURE 51 


Example of a voltmeter connection to measure voltage in a simple circuit. 


<4 FIGURE 52 


Example of using an ohmmeter to 
measure resistance. 


(a) Disconnect the resistor from the (b) Measure the resistance. 
circuit to avoid damage to the meter (Polarity is not important.) 


and/or incorrect measurement. 
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Typical digital multimeters (DMMs). 
(Courtesy of B+K Precision) 


c€é ® 


Manufacturers use the CE mark to 
indicate that a product meets all 
the essential requirements of the 
European Directives for health 

and safety. For example, DMMs 
that meet the directive IEC 61010-1 
are in compliance and can use 

the CE mark on the DMM. This 
mark is used on many products in 
various countries much like the 
UL (underwriters lab) mark that 
originated in the U.S. It also shows 
compliance with safety standards. 


> FIGURE 54 


Seven-segment display. 
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Digital Multimeters (DMMs) 


A DMM is a multifunction electronic instrument that can measure voltage, current, or re- 
sistance. DMMs are the most widely used type of electronic measuring instrument. Gener- 
ally, DMMs provide more functions, better accuracy, greater ease of reading, and greater 
reliability than do analog meters, which are covered next. Analog meters have at least one 
advantage over DMMs, however. They can track short-term variations and trends in a 
measured quantity that many DMMs are too slow to respond to. Typical DMMs are shown 
in Figure 53. Many DMMs are autoranging types in which the proper range is automat- 
ically selected by internal circuitry. 


Terres 
(ewe deny) Le) 


BK PRECISION 


DMM Functions The basic functions found on most DMMs are 
¢ Ohms 
¢ DC voltage and current 
¢ AC voltage and current 


Some DMMs provide additional functions such as analog bar graph displays, transistor or 
diode tests, power measurement, and decibel measurement for audio amplifier tests. 


DMM Displays }DMMsare available with either LCD (liquid-crystal display) or LED (light- 
emitting diode) readouts. The LCD is the most commonly used readout in battery-powered 
instruments because it requires only very small amounts of current. A typical battery-powered 
DMM with an LCD readout operates on a 9 V battery that will last from a few hundred hours 
to 2000 hours and more. The disadvantages of LCD readouts are that (a) they are difficult or 
impossible to see in low-light conditions and (b) they are relatively slow to respond to meas- 
urement changes. LEDs, on the other hand, can be seen in the dark and respond quickly to 
changes in measured values. LED displays require much more current than LCD displays; 
and, therefore, battery life is shortened when LEDs are used in portable equipment. 

Both LCD and LED DMM displays are in a seven-segment format. Each digit in the 
display consists of seven separate segments, as shown in Figure 54(a). Each of the ten 
decimal digits is formed by the activation of appropriate segments, as illustrated in Figure 54(b). 
In addition to the seven segments, there is also a decimal point. 


(a) (b) 
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Resolution The resolution of a DMM is the smallest increment of a quantity that the 
DMM can measure. The smaller the increment, the better the resolution. One factor that de- 
termines the resolution of a meter is the number of digits in the display. 

Because many DMMs have 3” digits in their display, we will use this case for illustra- 
tion. A 3'4 -digit multimeter has three digit positions that can indicate from 0 through 9, and 
one digit position that can indicate only a value of 1. This latter digit, called the half-digit, 
is always the most significant digit in the display. For example, suppose that a DMM is 
reading .999 V, as shown in Figure 55(a). If the voltage increases by 0.001 V to 1 V, the 
display correctly shows 1.000 V, as shown in part (b). The “1” is the half-digit. Thus, with 
3'/ digits, a variation of 0.001 V, which is the resolution, can be observed. 


de = te de 
PRESS PRESS PRESS 
~ RANGE ap ~ RANGE p> ~ RANGE 4p 
AUTORANGE GED AUTORANGE GED AUTORANGE GED 
TOUCH/HOLD €E> TOUCH/HOLD GED TOUCH/HOLD GED 
10A vo 10A vo 10A vo 


(>) 
41000 Vi, 4 1000 Vzsp 41000 Vp, 
750V~ | Gum 40 mA 750V ~ | Gon 40 mA 70V~ | Gam 


fo) 


40 mA 


©) FUSED 9) ) FUSED 1°} ° FUSED 


(a) Resolution: 0.001 V (b) Resolution: 0.001 V (c) Resolution: 0.001 V 


A FIGURE 55 
A 3/2-digit DMM illustrates how the resolution changes with the number of digits in use. 


Now, suppose that the voltage increases to 1.999 V. This value is indicated on the meter 
as shown in Figure 55(c). If the voltage increases by 0.001 V to 2 V, the half-digit cannot 
display the “2,” so the display shows 2.00. The half-digit is blanked and only three digits are 
active, as indicated in part (d). With only three digits active, the resolution is 0.01 V rather 
than 0.001 V as it is with 34 active digits. The resolution remains 0.01 V up to 19.99 V. The 
resolution goes to 0.1 V for readings of 20.0 V to 199.9 V. At 200 V, the resolution goes to 
1 V, and so on. 

The resolution capability of a DMM is also determined by the internal circuitry and the 
rate at which the measured quantity is sampled. DMMs with displays of 4% through 8% 
digits are also available. 


Accuracy Accuracy is an indication, usually expressed in percentage, of the range of 
error which is the difference in the measured and true or accepted value of a quantity. The 
accuracy of a DMM is established strictly by its internal circuitry and calibration. For 
typical meters, accuracies range from 0.01% to 0.5%, with some precision laboratory- 
grade meters going to 0.002%. 


Reading Analog Multimeters 
Although the DMM is predominately used, you may have to use on analog meter on occasion. 


Functions The face of a typical analog (needle-type) multimeter is represented in 
Figure 56. This particular instrument can be used to measure both direct current (dc) and 


—! Be 
ey a 


de 
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(d) Resolution: 0.01 V 


ANDS DNSTP 


When reading the 
scales on an analog 
meter, always view 
the scale and 
“needle” directly 
from the front and 
not from an angle. This practice 
will avoid parallax, which is an 
apparent change in position of 
the needle relative to the meter 
scale and results in inaccurate 
readings. 
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When you are using 
a multimeter, such 
as the analog 
multimeter 
illustrated in 

Figure 56, where you 
manually select the voltage and 
current ranges, it is good practice 
to always set the multimeter on 
the maximum range before you 
measure an unknown voltage or 
current. You can then reduce the 
range until you get an acceptable 
reading. 
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> FIGURE 56 


A typical analog multimeter. 


alternating current (ac) quantities as well as resistance values. It has four selectable func- 
tions: de volts (DC VOLTS), dc milliamperes (DC mA), ac volts (AC VOLTS), and 
OHMS. Many analog multimeters are similar to this one, although range selections and 
scales may vary. 


Ranges Within each function there are several ranges, as indicated by the brackets around 
the selector switch. For example, the DC VOLTS function has 0.3 V, 3 V, 12 V, 60 V, 300 V, 
and 600 V ranges. Thus, de voltages from 0.3 V full-scale to 600 V full-scale can be measured. 
On the DC mA function, direct currents from 0.06 mA full-scale to 120 mA full-scale can be 
measured. On the ohm scale, the range settings are X1, X10, X 100, 1000, and x 100,000. 


The Ohm Scale Ohms are read on the top scale of the meter. This scale is nonlinear; that 
is, the values represented by each division (large or small) vary as you go across the scale. 
In Figure 56, notice how the scale becomes more compressed as you go from right to left. 

To read the actual value in ohms, multiply the number on the scale as indicated by the 
pointer by the factor selected by the switch. For example, when the switch is set at * 100 
and the pointer is at 20, the reading is 20 X 100 = 2000 ©. 

As another example, assume that the switch is at 10 and the pointer is at the seventh 
small division between the 1 and 2 marks, indicating 17 0 (1.7 X 10). Now, if the meter re- 
mains connected to the same resistance and the switch setting is changed to X 1, the pointer 
will move to the second small division between the 15 and 20 marks. This, of course, is also 
a 17 Q reading, illustrating that a given resistance value can often be read at more than one 
switch setting. However, the meter should be zeroed each time the range is changed by 
touching the leads together and adjusting the needle. 


The AC-DC and DC mA Scales The second, third, and fourth scales from the top 
(labeled “AC” and “DC”) are used in conjunction with the DC VOLTS and AC VOLTS 
functions. The upper ac-dc scale ends at the 300 mark and is used with range settings such 
as 0.3, 3, and 300. For example, when the switch is at 3 on the DC VOLTS function, the 
300 scale has a full-scale value of 3 V; at the range setting of 300, the full-scale value is 
300 V. The middle ac-de scale ends at 60. This scale is used in conjunction with range set- 
tings such as 0.06, 60, and 600. For example, when the switch is at 60 on the DC VOLTS 
function, the full-scale value is 60 V. The lower ac-dce scale ends at 12 and is used in con- 
junction with switch settings such as 1.2, 12, and 120. The three DC mA scales are used in 
a similar way to measure current. 
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EXAMPLE 9 In Figure 57, determine the quantity (voltage, current, or resistance) that is being 
measured and its value for each of the following specified switch settings on the meter 
in Figure 56. 


(a) DC volts: 60 (b) DC mA: 12 (c) OHMS: X1K 


A FIGURE 57 


Solution (a) The reading taken from the middle AC-DC scale is 18 V. 
(b) The reading taken from the lower AC-DC scale is 3.8 mA. 
(c) The reading taken from the ohms scale (top) is 10 kQ. 


Related Problem For part (c) in this example, the switch is moved to the X 100 ohms setting. Assuming 
that the same resistance is being measured, what will the needle do? 


for measuring 
(©) resistance 
in the circuit of Figure 40 to measure the current 


to observe the polarities). How can the same measure- 
one ammeter? 


to measure the voltage across lamp 2 in Figure 40. 
displays, and discuss the advantages and disadvan- 


56 is set on the 3 V range to measure dc voltage. 
the upper ac-dc scale. What voltage is being meas- 
in Figure 56 to measure 275 V dc, and on what scale 


e in excess of 20 kQ with the multimeter in Figure 56, 
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n Assignment 


PuTTING YOUR KNOWLEDGE 
To WorK 


A student is constructing a quiz board 
as part of a science fair project on 
batteries. The quiz board is illustrated 
in Figure 58. For the quiz board, a 
rotary switch will select one of four battery types listed. The 
person viewing the display selects the correct cell voltage for 
that battery by pressing a normally-open pushbutton next to one 
of the four possible answers labeled A, B, C, D. If the correct 
pushbutton is pressed, a “correct” light is illuminated; otherwise, 
nothing happens. The overall brightness of the lights is 
controlled by a single rheostat. 

The requirements for the board can be summarized as follows: 


1. As the rotary switch is moved to each position, a small 
light is illuminated, corresponding to one of the four 
battery types. 


2. If the correct voltage for that battery (A, B, C, or D) is 
selected by pressing a pushbutton, a “correct” light is 
illuminated. If the wrong button is pressed, nothing 
happens. 


3. The sequence of the correct answers is B, D, A, C for the 
four batteries. 


4. The brightness of all bulbs can be controlled by a rheostat. 


» FIGURE 58 
Quiz board. 
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| Step 1: Choosing a Circuit 


Two possible circuits are shown in Figure 59. Select the cir- 
cuit that meets the requirements for the quiz board. Explain why 
the rejected circuit will not meet the requirements. Explain the 
purpose of each component in the circuit. 


Step 2: Developing a Materials List 


Starting with the schematic you have selected, list the materials 

: that are required to construct the quiz board. Assume the +12 V 
source is provided by an internal lantern battery. Don’t forget ma- 
terials that are not shown (such as connectors, fuse holder, etc.). 


Step 3: Developing a List of Components 


The blue circled points on the schematics represent nodes in the 
circuit. A node is a junction point in a circuit where two or more 
components meet. Develop a list of components for the circuit 
and a from-to wiring list that uses the node numbers to specify 
the circuit wiring. 


; Step 4: Determining the Current Rating of the Fuse 


| Specify the size of fuse required. Each lamp draws approxi- 
: mately 0.83 A when 12 V are applied. Based on your circuit, 


: choose a fuse that is most appropriate. Fuse sizes available are 
: 1A,2A,3 A, 5A, and 10 A. Explain your choice. 
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Pushbutton switches 
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A FIGURE 59 
Step 5: Troubleshooting the Circuit : Step 6: Simulating the Circuit 
Troubleshoot the circuit. For each of the following cases Open Multisim file AA-CHO02 in the System Application folder; 
where the circuit is not working correctly, specify the possi- file is found at www.pearsonhighered.com/floyd/. The file has all 
ble faults and how you would troubleshoot the circuit to find of the components you need to complete the circuit. Complete 
the problem. There is more than one possible fault for most | the wiring of the circuit using the schematic you selected as a 
problems. : guide. After completing the wiring, run the simulation and verify 


that it meets the requirements. (Note: Multisim will not show the 
: effect of the rheostat. Also, the pushbutton switches should be 
| pressed to close and pressed again to open.) 


¢ The rotary switch selects question 1, but the light does not 
turn on. Other lights work when they are selected. 


¢ None of the lights will turn on. 


¢ The correct answer light never is on, no matter what combi- Review 
nation of question or answer is selected. : 1. How would you modify the circuit to change the correct an- 
¢ All lights are too dim when selected. swer sequence? 
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Resistor 


An atom is the smallest particle of an element that retains the characteristics of that element. 
The electron is the basic particle of negative electrical charge. 

The proton is the basic particle of positive charge. 

An ion is an atom that has gained or lost an electron and is no longer neutral. 


When electrons in the outer orbit of an atom (valence electrons) break away, they become free 
electrons. 


Free electrons make current possible. 
Like charges repel each other, and opposite charges attract each other. 
Voltage must be applied to a circuit before there can be current. 


Fuel cells and batteries convert chemical energy to electrical energy using oxidation-reduction 
reaction. 


Resistance limits the current. 

Basically, an electric circuit consists of a source, a load, and a current path. 

An open circuit is one in which the current path is broken. 

A closed circuit is one which has a complete current path. 

An ammeter is connected in line (series) with the current path to measure current. 
A voltmeter is connected across (parallel) the current path to measure voltage. 


An ohmmeter is connected across a resistor to measure resistance. The resistor must be discon- 
nected from the circuit. 


Figure 60 shows the electrical symbols introduced in this chapter. 


Se a ee 


Potentiometer Rheostat Ground 


oa of o- 0 ——>o— ge 


eles I 
oO oO als om o ° om o ce) oo omo 0 
NOPB NCPB SPST SPDT DPST DPDT Rotary 
switch switch switch switch switch switch switch 
Ar -~ -@ -@ -© 
Fuse Circuit breaker Voltmeter Ammeter Ohmmeter 
A FIGURE 60 


® One coulomb is the charge on 6.25 X 10!8 electrons. 


® One volt is the potential difference (voltage) between two points when one joule of energy is used 


to move one coulomb of charge from one point to the other. 


® One ampere is the amount of current that exists when one coulomb of charge moves through a 


given cross-sectional area of a material in one second. 


® One ohm is the resistance when there is one ampere of current in a material with one volt applied 


across the material. 


www.EngineeringBooksPdf.com 


KEY TERMS 
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Ammeter An electrical instrument used to measure current. 

Ampere (A) The unit of electrical current. 

Atom The smallest particle of an element possessing the unique characteristics of that element. 
AWG American Wire Gauge; a standardization based on wire diameter. 


Charge An electrical property of matter that exists because of an excess or a deficiency of elec- 
trons. Charge can be either positive or negative. 


Circuit An interconnection of electrical components designed to produce a desired result. A basic 
circuit consists of a source, a load, and an interconnecting current path. 


Circuit breaker A resettable protective device used for interrupting excessive current in an electric 
circuit. 


Closed circuit A circuit with a complete current path. 

Conductance The ability of a circuit to allow current. The unit is the siemens (S). 

Conductor A material in which electric current is easily established. An example is copper. 
Coulomb (C) The unit of electrical charge; the total charge possessed by 6.25 X 10!8 electrons. 


Coulomb’s law A law that states a force exists between two charged bodies that is directly 
proportional to the product of the two charges and inversely proportional to the square of the distance 
between them. 


Current The rate of flow of charge (free electrons). 
Current source A device that produces a constant current for a varying load. 


DMM. Digital multimeter; an electronic instrument that combines meters for measurement of 
voltage, current, and resistance. 


Electron A basic particle of electrical charge in matter. The electron possesses negative charge. 


Free electron A valence electron that has broken away from its parent atom and is free to move 
from atom to atom within the atomic structure of a material. 


Fuel cell A device that converts electrochemical energy from an external source into de voltage. 
The hydrogen fuel cell is the most common type. 


Fuse A protective device that burns open when there is excessive current in a circuit. 
Ground The common or reference point in a circuit. 
Insulator A material that does not allow current under normal conditions. 


Load _ An element (resistor or other component) connected across the output terminals of a circuit 
that draws current from the source and upon which work is done. 


Ohm (Q) The unit of resistance. 

Ohmmeter An instrument for measuring resistance. 

Open circuit A circuit in which there is not a complete current path. 

Potentiometer A three-terminal variable resistor. 

Resistance Opposition to current. The unit is the ohm (Q). 

Resistor An electrical component designed specifically to have a certain amount of resistance. 
Rheostat A two-terminal variable resistor. 

Schematic A symbolized diagram of an electrical or electronic circuit. 


Semiconductor A material that has a conductance value between that of a conductor and an 
insulator. Silicon and germanium are examples. 


Siemens (S) The unit of conductance. 
Switch An electrical or electronic device for opening and closing a current path. 
Volt (V) The unit of voltage or electromotive force. 


Voltage The amount of energy per charge available to move electrons from one point to another in 
an electric circuit. 


Voltage source A device that produces a constant voltage for a varying load. 


Voltmeter An instrument used to measure voltage. 
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_TRUE/FALSE QUIZ 


SELF-TEST 
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number of electrons 
1 ak TES | TERETE Charge 
6.25 X 10°” electrons/C 
Ww F baa is 
2 V=— Voltage in volts equals energy in joules divided 
Q by charge in coulombs. 
3 T= 2 Current in amperes equals charge in coulombs 
divided by time in seconds. 
1 
4 G= R Conductance in siemens is the reciprocal of 
resistance in ohms. 
5 A=@ Cross-sectional area in circular mils equals the 
, diameter in mils squared. 
6 R= = Resistance is resistivity in CM ()/ft times length 


in feet divided by cross-sectional area in circular 
mils. 


Answers are at the end of the chapter. 


= 


. The number of neutrons in the nucleus is the atomic number of that element. 
. The unit of charge is the ampere. 

. Energy in a battery is stored in the form of chemical energy. 

. A volt can be defined in terms of energy per charge. 

. Ina five-band precision resistor, the fourth band is the tolerance band. 

. A rheostat performs the same function as a potentiometer. 

. A strain gauge changes resistance in response to an applied force. 


. All circuits must have a complete path for current. 


Cmrntn nn Fw WY 


. A circular mil is a unit of area. 


= 
i—) 


. The three basic measurements that can be done by a DMM are voltage, current, and power. 


Answers are at the end of the chapter. 


1. A neutral atom with an atomic number of three has how many electrons? 
(a) 1 (b) 3 (c) none (d) depends on the type of atom 

2. Electron orbits are called 
(a) shells (b) nuclei (c) waves (d) valences 


3. Materials in which current cannot be established are called 


(a) filters (b) conductors (c) insulators (d) semiconductors 

4. When placed close together, a positively charged material and a negatively charged material 
will 
(a) repel (b) become neutral (c) attract (d) exchange charges 


5. The charge on a single electron is 

(a) 625x10°'8C  (b) 16x10°C © 16x10" dd) 3.14 10°C 
6. Potential difference is another term for 

(a) energy (b) voltage (c) distance of an electron from the nucleus (d) charge 
7. The unit of energy is the 

(a) watt (b) coulomb (c) joule (d) volt 
8. Which one of the following is not a type of energy source? 


(a) battery (b) solar cell (c) generator (d) potentiometer 
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PROBLEMS 


10. 


11. 


12. 


13. 


14. 


15. 


VOLTAGE, CURRENT, AND RESISTANCE 


. Which one of the following is the byproduct of a hydrogen fuel cell? 


(a) oxygen (b) carbon dioxide (c) hydrochloric acid (d) water 

Which one of the following is generally not a possible condition in an electric circuit? 

(a) voltage and no current (b) current and no voltage 

(c) voltage and current (d) no voltage and no current 

Electrical current is defined as 

(a) free electrons (b) the rate of flow of free electrons 

(c) the energy required to move electrons (d) the charge on free electrons 

There is no current in a circuit when 

(a) a series switch is closed (b) a series switch is open (c) there is no source voltage 
(d) both (a) and (c) (e) both (b) and (c) 

The primary purpose of a resistor is to 

(a) increase current (b) limit current (c) produce heat (d) resist current change 
Potentiometers and rheostats are types of 

(a) voltage sources (b) variable resistors (c) fixed resistors (d) circuit breakers 
The current in a given circuit is not to exceed 22 A. Which value of fuse is best? 

(a) 1OA (b) 25A (c) 20A (d) a fuse is not necessary 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 2 _ Electrical Charge 


1. 
2. 
3. 
4. 


How many coulombs of charge do 50 X 10°! electrons possess? 
How many electrons does it take to make 80 uC of charge? 
What is the charge in coulombs of the nucleus of a copper atom? 


What is the charge in coulombs of the nucleus of a chlorine atom? 


SECTION 3 Voltage 


Ds 


Determine the voltage in each of the following cases: 
(a) 10 J/C (b) SJ/2C (c) 100 J/25 C 


. Five hundred joules of energy are used to move 100 C of charge through a resistor. What is the 


voltage across the resistor? 


. What is the voltage of a battery that uses 800 J of energy to move 40 C of charge through a 


resistor? 


. How much energy does a 12 V battery in your car use to move 2.5 C through the electrical 


circuit? 


. Assume that a solar battery charger delivers 2.5 J of energy when 0.2 C of charge has been 


moved. What is the voltage? 


SECTION 4 Current 


10. 
11. 


12. 
13. 
14. 


If the solar cell in Problem 9 has moved the charge in 10 s, what is the current? 
Determine the current in each of the following cases: 

(a) 75Cinls (b) 10Cin0.5s (c) 5Cin2s 

Six-tenths coulomb passes a point in 3 s. What is the current in amperes? 

How long does it take 10 C to flow past a point if the current is 5 A? 


How many coulombs pass a point in 0.1 s when the current is 1.5 A? 
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(a) 


(b) 


> FIGURE 62 


VOLTAGE, CURRENT, AND RESISTANCE 


A FIGURE 61 


SECTION 5 _ Resistance 


15. Figure 61(a) shows color-coded resistors. Determine the resistance value and the tolerance of 
each. 


16. Find the minimum and the maximum resistance within the tolerance limits for each resistor in 
Figure 61(a). 


17. (a) If you need a 270 2) resistor with 5% tolerance, what color bands should you look for? 


(b) From the selection of resistors in Figure 61(b), choose the following values: 330 0, 
2.2 kQ, 39 kO, 56 kQ, and 100 kQ. 


18. Determine the resistance value and tolerance for each resistor in Figure 62. 
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(a) (b) (c) 


19. Determine the resistance and tolerance of each of the following 4-band resistors: 
(a) brown, black, black, gold (b) green, brown, green, silver 
(c) blue, gray, black, gold 


20. Determine the color bands for each of the following 4-band resistors. Assume each has a 
5% tolerance. 


(a) 0.470 (b) 270kQ (c) 5.1 MO 
21. Determine the resistance and tolerance of each of the following 5-band resistors: 
(a) red, gray, violet, red, brown 
(b) blue, black, yellow, gold, brown 
(c) white, orange, brown, brown, brown 


22. Determine the color bands for each of the following 5-band resistors. Assume each has a 1% 
tolerance. 


(a) 14.7kO (b) 39.20, (ce) 9.76 kO, 
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23. Determine the resistance values represented by the following labels: 
(a) 220 (b) 472 (c) 823 (d) 3K3 (e) 560 (f) 10M 


24. The adjustable contact of a linear potentiometer is set at the mechanical center of its adjust- 


ment. If the total resistance is 1000 (2, what is the resistance between each end terminal and the 
adjustable contact? 


SECTION 6 The Electric Circuit 


25. Trace the current path in the lamp circuit of Figure 40(a) with the switch making contact be- 
tween the middle and lower pins. 


26. With the switch in either position, redraw the lamp circuit in Figure 40(b) with a fuse con- 
nected to protect the circuit against excessive current. 


SECTION 7 Basic Circuit Measurements 


27. Show the placement of an ammeter and a voltmeter to measure the current and the source volt- 
age in Figure 63. 


28. Show how you would measure the resistance of R> in Figure 63. 


29. In Figure 64 what does each voltmeter indicate when the switch (SW) is in position 1? In 
position 2? 


30. In Figure 64, show how to connect an ammeter to measure the current from the voltage 
source regardless of the switch (SW) position. 


ul 
(2); 
Ww 
@) 


A FIGURE 63 A FIGURE 64 


31. What is the voltage reading of the meter in Figure 65? 


> FIGURE 65 


OHMS 
ADI 


anre<d a> 


wexzro 
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32. How much resistance is the meter in Figure 66 measuring? 


> FIGURE 66 


ASSO Te) > 


nZZO 


33. Determine the resistance indicated by each of the following ohmmeter readings and range 
settings: 


(a) pointer at 2, range setting atR x 100 
(b) pointer at 15, range setting atR x 10M 
(c) pointer at 45, range setting at R x 100 


34. A multimeter has the following ranges: 1 mA, 10 mA, 100 mA; 100 mV, 1 V, 10 V;R X 1, 
R X 10, R X 100. Indicate schematically how you would connect the multimeter in 
Figure 67 to measure the following quantities: 

(a) Irn, (BD) Vai ©) RR 


In each case indicate the function to which you would set the meter and the range that you 


would use. 
> FIGURE 67 R, 
4.7kO 
= R R 
= 2 3 
ny 2.2kO, 8.2kO, 


ADVANCED PROBLEMS 


35. A resistor with a current of 2 A through it in an amplifier circuit converts 1000 J of electrical 
energy to heat energy in 15 s. What is the voltage across the resistor? 


36. If 574 X 10!> electrons flow through a speaker wire in 250 ms, what is the current in amperes? 
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37. A 120 V source is to be connected to a 1500 21 resistive load by two lengths of wire as shown 
in Figure 68. The voltage source is to be located 50 ft from the load. Using Table 3, deter- 
mine the gauge number of the smallest wire that can be used if the total resistance of the two 
lengths of wire is not to exceed 6 (2. 


> FIGURE 68 tse 50 ft > 


Dnv= = = 
= 1500 


38. Determine the resistance and tolerance of each resistor labeled as follows: 
(a) 4R7J (b) 560KF (c) IM5G 


39. There is only one circuit in Figure 69 in which it is possible to have all lamps on at the same 
time. Determine which circuit it is. 


oo 02 
— ot” oO 

+ + 
i N= 

7 Lamp 1 |Lamp2_ |Lamp3 7 Lamp | Lamp 2 
(a) (b) 

1 2 1 2 
° ) 

+ + 

i — 
Lamp | Lamp 2 Lamp | Lamp 2 
(c) (d) 
A FIGURE 69 


40. Through which resistor in Figure 70 is there always current, regardless of the position of the 
switches? 


> FIGURE 70 


Re 
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41. In Figure 70, show the proper placement of ammeters to measure the current through each 
resistor and the current out of the battery. 


42. Show the proper placement of voltmeters to measure the voltage across each resistor in 
Figure 70. 


43. Devise a switch arrangement whereby two voltage sources Vs; and Vs» can be connected 
simultaneously to either of two resistors (R; and R>) as follows: 


Vs, connected to R; and Vs9 connected to R» 


Vs, connected to Ry and Vso connected to Ry 


ANSWERS 
SECTION CHECKUPS 
SECTION 1 Atoms 
1. The electron is the basic particle of negative charge. 
2. An atom is the smallest particle of an element that retains the unique characteristics of the 
element. 
3. An atom is a positively charged nucleus surrounded by orbiting electrons. 
4. Atomic number is the number of protons in a nucleus. 
5. No, each element has a different type of atom. 
6. A free electron is an outer-shell electron that has drifted away from the parent atom. 
7. Shells are energy bands in which electrons orbit the nucleus of an atom. 
8. Copper and silver 
SECTION 2_ Electrical Charge 
1. Q is the symbol for charge. 
2. Coulomb is the unit of charge, and C is the symbol for coulomb. 
3. The two types of charge are positive and negative. 
4.0 = 10 X 10! electrons =~ 16x 10°C = 16 ie 
6.25 X 10!¥ electrons/C 
SECTION 3 Voltage 
1. Voltage is energy per unit charge. 
2. The unit of voltage is the volt. 
3. V= WO = 24)JN0C=24V 
4. Battery, fuel cell, power supply, solar cell, generator, thermocouple, and piezoelectric sensors 
are voltage sources. 
5. Oxidation-reduction reactions 
SECTION 4 Current 
1. Current is the rate of flow of charge; the unit of current is the ampere (A). 
2. There are 6.25 X 10!* electrons in one coulomb. 
3. 1= QA =20C4s=5A 
SECTION 5_ Resistance 
1. Resistance is opposition to current and its unit is the ohm (Q). 
2. Two resistor categories are fixed and variable. The value of a fixed resistor cannot be changed, 
but that of a variable resistor can. 
3. First band: first digit of resistance value. 
Second band: second digit of resistance value. 
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Third band: number of zeros following the 2nd digit. 


Fourth band: percent tolerance. 


. (a) Yellow, violet, red, gold = 4700 O + 5% 


(b) Blue, red, orange, silver = 62,000 1 + 10% 
(c) Brown, gray, black, gold = 18 O + 5% 
(d) Red, red, blue, red, green = 22.6 kQ + 0.5% 


- (a) 33R = 33.0 


(b) 5K6 = 5.6kO 
(c) 900 = 900 0, 
(d) 6M8 = 6.8 MQ, 


6. A rheostat has two terminals; a potentiometer has three terminals. 


7. Thermistor—temperature; photoconductor cell—light; strain gauge—force. 


SECTION 6 The Electric Circuit 


CNA AM BwWh 


. A basic electric circuit consists of source, load, and current path between source and load. 
. An open circuit is one that has no path for current. 


. A closed circuit is one that has a complete path for current. 


R= & (infinite); R =0 0, 


. A fuse protects a circuit against excessive current. 
. A fuse must be replaced once blown. A circuit breaker can be reset once tripped. 
. AWG #3 is larger than AWG #22. 


. Ground is the reference point with zero voltage with respect to other points. 


SECTION 7 Basic Circuit Measurements 


1. (a) Ammeter measures current. 
(b) Voltmeter measures voltage. 
(c) Ohmmeter measures resistance. 
2. See Figure 71. 
3. See Figure 72. 
Lamp | 
1 
20 
+ Lamp 2 
‘FS 
e 
(a) Two ammeters (b) One ammeter 
> FIGURE 72 Lamp 1 
<i 
[e) 


+ 
+ 


< 
I 
il 
o 
p 
3 
uo) 
N 
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4. Two types of DMM displays are LED and LCD. The LCD requires little current, but it is diffi- 
cult to see in low light and is slow to respond. The LED can be seen in the dark, and it responds 
quickly; however, it requires much more current than does the LCD. 


. Resolution is the smallest increment of a quantity that a meter can measure. 
. The voltage being measured is 1.5 V. 

. DC VOLTS, 600 setting; 275 V is read on the 60 scale near midpoint. 

. OHMS X 1000 


ronn wm 


RELATED PROBLEMS FOR EXAMPLES 
1 1.88 X 10!° electrons 

2 600 J 

3 12C 

4 47000 + 5% 

5 47.50 + 2% 

6 1.25kO 

7 404.01 CM; #24 

8 1.280 0; same as calculated result 


9 The needle will indicate 100 on the top scale. 


TRUE/FALSE QUIZ 
1. F 2. F 3. T 4. T 5. F 6. F TE 8. T 9. T 10. F 


SELF-TEST 
1. (b) 2. (a) 3. (c) 4. (c) 5. (b) 6. (b) 7. (c) 8. (d) 
9. (d) 10. (b) 11. (b) 12. (e) 13. (b) 14. (b) 15. (c) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. 80 x 10C 
3. 4.64 x 10° BC 
5. (a) 1OV (b)25V (©) 4V 
7. 20V 
9. 12.5V 
1. (a) 5A = =(b) 20A.— (0) 2.5A 
13. 2s 
15. A: 68009 + 10% 
B: 339 + 10% 


C: 47,0000 + 5% 
17. (a) Red, violet, brown, gold 
(b) B: 330Q, D: 2.2kQ, A: 39 kO, L: 56kQ, F: 100kO, 
19. (a) 100 + 5% 
(b) 5.1MQ + 10% 
(c) 680 + 5% 
21. (a) 28.7kO + 1% 
(b) 60.40 + 1% 
(c) 9.31kQ + 1% 
23. (a) 220 (b) 4.7kO, (c) 82k0 
(d) 3.3k0 (e) 560, (f) 10OMO 
25. There is current through lamp 2. 
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27. 


29. 


31. 
33. 
35. 
37. 
39. 
41. 


43. 
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Ammeter in series with resistors, with its negative 
terminal to the negative terminal of source and its 
positive terminal to one side of R,. Voltmeter placed 
across (in parallel with) the source (negative to 
negative, positive to positive). 


Position 1: V1 = 0, V2 = Vg 

Position 2: VI = Vs, V2 = 0 

250 V 

(a) 2000 (b) 150MO, (c) 4500 0, 

33.3 V 

AWG #27 

Circuit (b) 

One ammeter in series with battery. One ammeter in 
series with each resistor (seven total). 


See Figure P-1. 


> FIGURE P-1 


DPDT 


switch 
o—_® 


us uz 


DITS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 


Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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~ ® Define energy and power 


OumM’s Law, ENERGY, 


ND POWER 
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Ohm’s Law 

Application of Ohm’s Law 

Energy and Power 

Power in an Electric Circuit 

The Power Rating of Resistors 

Energy Conversion and Voltage Drop in a Resistance 
Power Supplies and Batteries 

Introduction to Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


@ Explain Ohm’s law 


« ® Use Ohm’s law to determine voltage, current, or resistance 


~ ® Calculate power in a circuit 


Properly select resistors based on power consideration 
Explain energy conversion and voltage drop 
Discuss characteristics of power supplies and batteries 


Describe a basic approach to troubleshooting 


@ Ohm’s law @ Power rating 
lo Linear @ Voltage drop 
;® Energy @ Power supply 
@ Power ¢ Efficiency 

~® Joule ()) @ Ahrating 

© Watt (W) ¢@ Troubleshooting 
® Kilowatt-hour (kWh) ® Half-splitting 
*® Watt’s law 


Streeter Photography/Alamy 
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You are assigned the task of specifying parts and building a 


tors for use in circuits with up to 5.0 V input. After specify- 
ing the parts and calculating the cost of the project, you will: 
draw a schematic and develop a test procedure. To complete 
the assignment, you will 


plete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Georg Simon Ohm (1787-1854) experimentally found that” 
voltage, current, and resistance are all related in a specific 
way. This basic relationship, known as Ohm’s law, is one of = 
the most fundamental and important laws in the fields of | 
electricity and electronics. In this chapter, Ohm’s law is ex- 
amined, and its use in practical circuit applications is dis- 
cussed and demonstrated by numerous examples. 


energy and power in electric circuits are introduced and the 
Watt’s law power formulas are given. A general approach to 
troubleshooting using the analysis, planning, and measure 
ment (APM) method is also introduced. 


‘re 2 ee hi 


From Chapter 3 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. y 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 
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1. Determine the wattage rating for the resistors. 


2. Develop a materials list and estimate the total cost 0 


the project. 
3. Draw the schematic for the resistor box. 
4. Develop a test procedure. 
5. Troubleshoot the circuit. 


After studying this chapter, you should be able to com- é 


In addition to Ohm’s law, the concepts and definitions o 


TT: 


@ | 
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Oum’s Law 


Oum’‘s Law, ENERGY, AND POWER 


Ohm’s law describes mathematically how voltage, current, and resistance in a circuit 
are related. Ohm’s law can be written in three equivalent forms; the formula you use 
depends on the quantity you need to determine. 


After completing this section, you should be able to 
¢ Explain Ohm’s law 
¢ Describe how voltage (V), current (7), and resistance (R) are related 
¢ Express / as a function of V and R 
« Express Vas a function of J and R 


¢ Express R as a function of V and J 


Ohm determined experimentally that if the voltage across a resistor is increased, the cur- 
rent through the resistor will increase; and, likewise, if the voltage is decreased, the current 
will decrease. For example, if the voltage is doubled, the current will double. If the voltage 
is halved, the current will also be halved. This relationship is illustrated in Figure 1, with 
relative meter indications of voltage and current. 


MUI } 
ft) 


(b) More V, more J 


(a) Less V, less I 


A FIGURE 1 


Effect on the current of changing the voltage with the resistance at a constant value. 


Ohm also determined that if the voltage is held constant, less resistance results in more 
current, and more resistance results in less current. For example, if the resistance is halved, 
the current doubles. If the resistance is doubled, the current is halved. This concept is il- 
lustrated by the meter indications in Figure 2, where the resistance is increased and the 
voltage is held constant. 
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(a) Less R, more I (b) More R, less J 


A FIGURE 2 


Effect on the current of changing the resistance with the voltage at a constant value. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 


Website provided with this text. 
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Ohim’s law states that current is directly proportional to voltage and inversely propor- 
tional to resistance. 


r=— Equation 1 


where / is current in amperes (A), V is voltage in volts (V), and R is resistance in ohms 
(Q,). This formula describes the relationship illustrated by the action in the circuits of 
Figures | and 2. 


For a constant resistance, if the voltage applied to a circuit is increased, the current 
will increase; and if the voltage is decreased, the current will decrease. 


V V 
= = R constant 
R R 


Increase V, J increases Decrease V, I decreases 


For a constant voltage, if the resistance in a circuit is increased, the current will 
decrease; and if the resistance is decreased, the current will increase. 


Vv Vv 
= =  _- V constant 
R R 
Increase R, J decreases Decrease R, / increases 
EXAMPLE 1 Using the Ohm’s law formula in Equation 1, verify that the current through a 10 ©, re- 


sistor increases when the voltage is increased from 5 V to 20 V. 


Solution ForV=5V, 


Vow SV 
l=—=—~ =05A 
R 100 : 
For V = 20V, 
VY 20V 
=—=——=2A 
R 100 


Related Problem* Show that the current decreases when the resistance is increased from 5 Q to 20 0 and 
the voltage is a constant 10 V. 


* Answers are at the end of the chapter. 


Ohm’s law can also be stated another equivalent way. By multiplying both sides of 
Equation | by R and transposing terms, you obtain an equivalent form of Ohm’s law, as 
follows: 


V=IR Equation 2 


With this formula, you can calculate voltage in volts if you know the current in amperes and 
resistance in ohms. 
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EXAMPLE 2 


Solution 


Related Problem 


Use the Ohm’s law formula in Equation 2 to calculate the voltage across a 100 0, 
resistor when the current is 2 A. 


V = IR = (2 A)(100Q) = 200 V 


Find the voltage across a 1.0 kQ resistor when the current is 1 mA. 


Equation 3 


There is a third equivalent way to state Ohm’s law. By dividing both sides of Equation 2 
by / and transposing terms, you obtain the following formula: 


This expression of the Ohm’s law formula is used to determine resistance in ohms if you 
know the values of voltage in volts and current in amperes. 

Remember, the three expressions—Equations 1, 2, and 3—are all equivalent. They are 
simply three ways of stating Ohm’s law. 


EXAMPLE 3 


Solution 


Related Problem 


Use the Ohm’s law formula in Equation 3 to calculate the resistance of a rear window 
defroster grid in a certain vehicle. When it is connected to 12.6 V, it draws 15.0 A 
from the battery. What is the resistance of the defroster grid? 


V_ 12.6V 


— = —__ = 340m 
IT 15.0A 


If one of the grid wires opens, the current drops to 13.0 A. What is the new resistance? 


The Linear Relationship of Current and Voltage 


In resistive circuits, current and voltage are linearly proportional. Linear means that if one 
is increased or decreased by a certain percentage, the other will increase or decrease by the 
same percentage, assuming that the resistance is constant in value. For example, if the volt- 
age across a resistor is tripled, the current will triple. If the voltage is reduced by half, the 
current will decrease by half. 


EXAMPLE 4 


Solution 


Show that if the voltage in the circuit of Figure 3 is increased to three times its present 
value, the current will triple in value. 


» FIGURE 3 


R 
10V— 100.9 


With 10 V, the current is 
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If the voltage is increased to 30 V, the current will be 


The current went from 0.1 A to 0.3 A when the voltage was tripled to 30 V. 


Related Problem If the voltage in Figure 3 is quadrupled, will the current also quadruple? 


Let’s take a constant value of resistance, for example, 10 Q, and calculate the current 
for several values of voltage ranging from 10 V to 100 V in the circuit in Figure 4(a). The 
current values obtained are shown in Figure 4(b). The graph of the J values versus the 
V values is shown in Figure 4(c). Note that it is a straight line graph. This graph shows that 
a change in voltage results in a linearly proportional change in current. No matter what 
value R is, assuming that R is constant, the graph of J versus V will always be a 
straight line. 


I(A) 
Se A 
V I 10 R=100, 
10V | 1A 9 
20V | 2A 8 
30V | 3A 
40V | 4A 7 
50V |} 5A 6 
60V | 6A 5 
+G) WV | 7A 
80V | 8A 4 
90V | 9A 3 
= R 100V | 10A 
V 10 V-100 V 2 
100, 
1 
V 
‘= 0 


(a) (b) 


= 
io) 
a 


A FIGURE 4 


Graph of current versus voltage for the circuit in part (a). 


A Graphic Aid for Ohm’s Law 


You may find the graphic aid in Figure 5 helpful for applying Ohm’s law. It is a way to re- 
member the formulas. 


MA vi 
R 7 


A FIGURE 5 


A graphic aid for the Ohm’s law formulas. 
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aw in words. 

ula for calculating current. 

y formula for calculating voltage. 

ula for calculating resistance. 

a resistor is tripled, does the current increase or decrease? By 


across a Variable resistor, and you measure a current of 10 mA. 
ance, how much current will you measure? 


current in a linear circuit where both the voltage and the resist- 


4 2 APPLICATION OF OHM’s LAW 


This section provides examples of the application of Ohm’s law for calculating voltage, 
current, and resistance in electric circuits. You will also see how to use quantities 
expressed with metric prefixes in circuit calculations. 


After completing this section, you should be able to 
« Use Ohm’s law to determine voltage, current, or resistance 
¢ Use Ohm’s law to find current when you know voltage and resistance 
« Use Ohm’s law to find voltage when you know current and resistance 
¢ Use Ohm’s law to find resistance when you know voltage and current 


¢ Use quantities with metric prefixes 


Current Calculations 


In these examples you will learn to determine current values when you know the values of 
voltage and resistance. In these problems, the formula J = V/R is used. In order to get cur- 
rent in amperes, you must express the value of V in volts and the value of R in ohms. 


EXAMPLE 5 


Related Problem How will the current change if a 270 © resistor is used instead and 3.0 V still is across 


Solution i — 909 mA 


An indicator light requires a 330 () resistor to limit current. The voltage across the cur- 
rent limiting resistor is 3 V. What is the current in the resistor? 


V 3.0V 
R 3300 


the resistor? 


82 


In electronics, resistance values of thousands or millions of ohms are common. The met- 
ric prefixes kilo (k) and mega (M) are used to indicate large values. Thus, thousands of 
ohms are expressed in kilohms (kQ), and millions of ohms are expressed in megohms 
(MQ). The following examples illustrate how to use kilohms and megohms when you use 
Ohm’s law to calculate current. 
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EXAMPLE 6 


Solution 


Related Problem 


Calculate the current in milliamperes for the circuit of Figure 6. 


» FIGURE 6 


Vs R 
50V 1.0kO 


Remember that 1.0 kO is the same as 1.0 X 10° ©. Use the formula J = V/R and sub- 
stitute 50 V for Vand 1.0 x 10° for R. 


Vs 50V 50V 
R 10kQ 10x 10° 


— = 50 X 10 °A = 50mA 


If the resistance in Figure 6 is increased to 10 kQ,, what is the current? 


Open Multisim file EO3-06; files are found at www.pearsonhighered.com/floyd/. Connect 
the multimeter to the circuit and verify the value of current calculated in this example. 


In Example 6, the current is expressed as 50 mA. Thus, when volts (V) are divided by 
kilohms (kQ,), the current is in milliamperes (mA). 
When volts (V) are divided by megohms (MQ), the current is in microamperes (LA), as 


Example 7 illustrates. 


EXAMPLE 7 


Solution 


Related Problem 


Determine the amount of current in microamperes for the circuit of Figure 7. 


» FIGURE 7 


25 V | 4.7 MO, 


Recall that 4.7 MO equals 4.7 < 10°. Use the formula J = V/R and substitute 25 V 
for Vand 4.7 X 10°Q for R. 


Vs 25V 25V 
R 47MQ 47x 10°O 


= ee 0p A = 5.32 pA 


If the resistance in Figure 7 is decreased to 1.0 MQ, what is the current? 


Open Multisim file E03-07. Connect the multimeter to the circuit and verify the value 
of current calculated in this example. 
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Small voltages, usually less than 50 V, are common in electronic circuits. Occasionally, 
however, large voltages are encountered. For example, the high-voltage supply in a televi- 
sion receiver is around 20,000 V (20 kV). Transmission voltages generated by the power 
companies may be as high as 345,000 V (345 kV). 


EXAMPLE 8 


Solution 


Related Problem 


How much current in microamperes is there through a 100 MQ resistor when 50 kV 
are applied across it? 


Divide 50 kV by 100 MQ to get the current. Substitute 50 X 10° V for 50 kV and 
100 X 10° for 100 MQ in the formula for current. Vp is the voltage across the 
resistor. 

Ve SOkKV — 50X 10°V 
R — 100MQ_— 100 x 10°. 


[= Ose al0n A — 500 X 10° = 500 zA 


How much current is there through 10 MO, when 2 kV are applied? 


Voltage Calculations 


In these examples you will learn how to determine voltage values when you know the cur- 
rent and resistance using the formula V = JR. To obtain voltage in volts, you must express 
the value of / in amperes and the value of R in ohms. 


EXAMPLE 9 


Solution 


Related Problem 


In the circuit of Figure 8, how much voltage is needed to produce 5 A of current? 


» FIGURE 8 


R 
100 0 


Substitute 5 A for J and 100 Q for R into the formula V = IR. 
Vs = IR = (5 A)(100 0) = 500 V 
Thus, 500 V are required to produce 5 A of current through a 100 ( resistor. 


How much voltage is required to produce 8 A in the circuit of Figure 8? 


EXAMPLE 10 


84 


How much voltage will be measured across the resistor in Figure 9? 


» FIGURE 9 


SSS 


5mA 


ee 
. + 
V5 = = 
s= 560 
| 
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Note that 5 mA equals 5 X 10° A. Substitute the values for / and R into the formula 
V = IR. 


Vp = IR = (5 mA)(56.Q) = (5 X 10° A)(56.0) = 280mV 
When milliamperes are multiplied by ohms, the result is millivolts. 


Change the resistor in Figure 9 to 22 Q and determine the voltage required to produce 
10 mA. 


EXAMPLE 11 


Solution 


Related Problem 


The circuit in Figure 10 has a current of 10 mA. What is the source voltage? 


® FIGURE 10 


R 
7 3.3 kO 


Note that 10 mA equals 10 X 107° A and that 3.3 kO equals 3.3 X 10°. Substitute 
these values into the formula V = JR. 


are Om AGi3 ko) = (10 X 109° A)(3.3 x 10°) = 33V 
When milliamperes and kilohms are multiplied, the result is volts. 


What is the voltage in Figure 10 if the current is 5 mA? 


EXAMPLE 12 


Solution 


Related Problem 


A small solar cell is connected to a 27 kO resistor. In bright sunlight, the solar cell looks 
like a current source that can supply 180 A to the resistor, as shown in Figure 11. What 
is the voltage across the resistor? 


» FIGURE 11 


I R 
180 A 27k, 


Vr = IR = (180 pA)(27kQ) = 4.86 V 
How does the voltage change when in cloudy conditions the current drops to 40 wA? 


Open Multisim file EO3-12. Connect a voltmeter across the resistor and confirm the 
voltage calculated in this example. 
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Resistance Calculations 


In these examples you will learn how to determine resistance values when you know the 
voltage and current using the formula R = V/J. To find resistance in ohms, you must ex- 
press the value of V in volts and the value of J in amperes. 


EXAMPLE 13 An automotive lamp draws 2 A from the 13.2 V battery. What is the resistance of 
the bulb? 
Way 
Solution R=—= = 660 
li 2.0A 


Related Problem When operated at 6.6 V, the same bulb has a current of 1.1 A. What is the resistance of 
the bulb in this case? 


EXAMPLE 14 A cadmium sulfide cell (CdS cell) is a photosensitive resistor that changes resistance 
when light strikes it. It is used in applications such as turning on lights at dusk. You 
could monitor the resistance indirectly from an ammeter when the cell is in an active 
circuit with the setup shown in Figure 12. What resistance is implied by the readings 
shown? 


» FIGURE 12 


W 3.0 V 
I 1.58mA 


Solution k= = 190k0 


Related Problem In the dark, the current drops to 76 wA. What resistance does this imply? 


@ . Find I. 
0 kV across it, how much current is there? 


produce 3 mA of current in a 3 kQ) resistance? 
trent through a 6 © resistive load. What is the battery 


ere is a resistor across which you measure 25 V, and your 
f current through the resistor. What is the resistor’s value 
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se 3 ENERGY AND POWER 


When there is current through a resistance, electrical energy is converted to heat 
or other form of energy, such as light. A common example of this is a light bulb 
that becomes too hot to touch. The current through the filament that produces 
light also produces unwanted heat because the filament has resistance. Electrical 
components must be able to dissipate a certain amount of energy in a given 
period of time. 


After completing this section, you should be able to 
¢ Define energy and power 
« Express power in terms of energy and time 
¢ State the unit of power 


¢ State the common units of energy 


Sd 


Perform energy and power calculations 


Energy is the ability to do work, and power is the rate at which energy is 
used. 


In other words, power, P, is a certain amount of energy, W, used in a certain length of time 
(t), expressed as follows: 


had 
t 


where P is power in watts (W), W is energy in joules (J), and f is time in seconds (s). Note 
that an italic W is used to represent energy in the form of work and a nonitalic W is used 
for watts, the unit of power. The joule is the SI unit for energy. 

Energy in joules divided by time in seconds gives power in watts. For example, if 50 J 
of energy are used in 2 s, the power is 50J/2s = 25 W. By definition, 


One watt is the amount of power when one joule of energy is used in one 
second. 


Thus, the number of joules used in | s is always equal to the number of watts. For example, 
if 75 J are used in | s, the power is 


W 75J 
— = — = 75 W 
t ls 


Amounts of power much less than one watt are common in certain areas of electronics. 
As with small current and voltage values, metric prefixes are used to designate small 
amounts of power. Thus, milliwatts (mW) and microwatts (wW) are commonly found in 
some applications. 

In the electrical utilities field, kilowatts (kW) and megawatts (MW) are common units. 
Radio and television stations also use large amounts of power to transmit signals. Electric 
motors are commonly rated in horsepower (hp) where 1 hp = 746 W. 

Since power is the rate at which energy is used, power utilized over a period of time rep- 
resents energy consumption. If you multiply power in watts and time in seconds, you have 
energy in joules, symbolized by W. 


W = Pt 


Equation 4 


HISTORY NOTE 


Joule, a British physicist, is known 
for his research in electricity and 
thermodynamics. He formulated 
the relationship that states that the 
amount of heat energy produced 
by an electrical current in a 
conductor is proportional to the 
conductor’s resistance and the 
time. The unit of energy is named 
in his honor. (Photo credit: Library 
of Congress.) 
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EXAMPLE 15 An amount of energy equal to 100 J is used in 5 s. What is the power in watts? 


energy W _  100J 
time ii 5s 


Solution P= = 20W 


Related Problem If 100 W of power occurs for 30 s, how much energy in joules is used? 


EXAMPLE 16 Express the following powers using appropriate metric prefixes: 
(a) 0.045 W (b) 0.000012 W (c) 3500 W (d) 10,000,000 W 


Solution (a) 0.045 W = 45 x 10° W = 45mW 
(b) 0.000012 W = 12 X 10 °W = 124¢W 
(c) 3500 W = 3.5 X 10° W = 3.5kW 
(d) 10,000,000 W = 10 x 10°W = 10MW 
Related Problem Express the following amounts of power in watts without metric prefixes: 


(a) 1 mW (b) 1800 w~W (c) 3 MW (d) 10kW 


The Kilowatt-hour (kWh) Unit of Energy 


The joule has been defined as the unit of energy. However, there is another way to express 
energy. Since power is expressed in watts and time can be expressed in hours, a unit of en- 
ergy called the kilowatt-hour (kWh) can be used. 

When you pay your electric bill, you are charged on the basis of the amount of energy 
you use. Because power companies deal in huge amounts of energy, the most practical 
unit is the kilowatt-hour. You use a kilowatt-hour of energy when you use the equivalent 
of 1000 W of power for | h. For example, a 100 W light bulb burning for 10 h uses | kWh 


of energy. 
W = Pt = (100 W)(10h) = 1000 Wh = 1 kWh 
EXAMPLE 17 Determine the number of kilowatt-hours (kWh) for each of the following energy con- 
sumptions: 


(a) 1400 W for 1 hr (b) 2500 W for 2h (c) 100,000 W for 5h 
Solution (a) 1400W = 1.4kW 
W = Pt = (1.4kW)(1h) = 1.4kWh 


(b) 2500 W = 2.5kW 
Energy = (2.5kW)(2h) = 5kWh 


(c) 100,000 W = 100 kW 
Energy = (100kW)(5 h) = 500 kWh 


Related Problem How many kilowatt-hours of energy are used by a 250 W light bulb burning for 8 h? 
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Table 1 lists the typical power rating in watts for several household appliances. You can HISTORY NOTE 
determine the maximum kWh for various appliances by using the power rating in Table | - 


converted to kilowatts times the number of hours it is used. 


x James Watt 


APPLIANCE POWER RATING (WATTS) [bu L 1736-1819 

Air conditioner 860 

Blow dryer 1000 Ls ; 

Clock 2 Watt was a Scottish inventor and 

Clothes dryer 4000 was well known for his 

ID Cnacher 1200 ETE ROVE MIEDES to UE 1a 
engine, which made it practical for 

Heater Hees industrial use. Watt patented 

SEENON 800 several inventions, including the 

Range 12,200 rotary engine. The unit of power is 

Refrigerator 500 named in his honor. (Photo credit: 

ilelevicioni 250 Library of Congress.) 

Washing machine 400 

Water heater 2500 

EXAMPLE 18 During a typical 24-hour period, you use the following appliances for the specified 


lengths of time: 


air conditioner: 15 hours 
blow dryer: 10 minutes 
clock: 24 hours 

clothes dryer: 1 hour 
dishwasher: 45 minutes 
microwave oven: 15 minutes 
refrigerator: 12 hours 
television: 2 hours 

water heater: 8 hours 


Determine the total kilowatt-hours and the electric bill for the time period. The rate is 
11 cents per kilowatt-hour. 


Solution Determine the kWh for each appliance used by converting the watts in Table | to 
kilowatts and multiplying by the time in hours: 


air conditioner: 0.860kW X 15h = 12.9kWh 
blow dryer: 1.0kW X 0.167h = 0.167 kWh 
clock: 0.002 kW X 24h = 0.048 kWh 
clothes dryer: 4.0kW X lh = 4.0kWh 
dishwasher: 1.2kW X 0.75h = 0.9kWh 
microwave: 0.8kW X 0.25h = 0.2 kWh 
refrigerator: 0.5kW X 12h = 6kWh 
television: 0.25kW X 2h = 0.5kWh 

water heater: 2.5kW X 8h = 20kWh 
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Now, add up all the kilowatt-hours to get the total energy for the 24-hour period. 


Total energy = (12.9 + 0.167 + 0.048 + 4.0 + 0.9 + 0.2 + 6.0 + 0.5 + 20) kWh 
= 44.7kWh 
At 11 cents/kilowatt-hour, the cost of energy to run the appliances for the 24-hour 
period is 


Energy cost = 44.7kWh X 0.11 $/kWh = $4.92 


Related Problem In addition to the appliances, suppose you used two 100 W light bulbs for 2 hours and 
one 75 W bulb for 3 hours. Calculate your cost for the 24-hour period for both appli- 
ances and lights. 


power in terms of energy and time. 
ving values of power in the most appropriate units: 


(c) 0.000025 W 
1 for 10 h, how much energy (in kilowatt-hours) have 


run a heater (1322 W) for 24 hours if energy cost is 11¢ per 


4 POWER IN AN ELECTRIC CIRCUIT 


The generation of heat, which occurs when electrical energy is converted to heat energy, 
in an electric circuit is often an unwanted by-product of current through the resistance in 
the circuit. In some cases, however, the generation of heat is the primary purpose of a 
circuit as, for example, in an electric resistive heater. In any case, you must frequently 
deal with power in electrical and electronic circuits. 


After completing this section, you should be able to 
Calculate power in a circuit 
¢ Determine power when you know / and R 
¢ Determine power when you know V and J 


¢ Determine power when you know V and R 


When there is current through a resistance, the collisions of the electrons as they move 
through the resistance give off heat, resulting in a conversion of electrical energy to ther- 
mal energy as indicated in Figure 13. The amount of power dissipated in an electrical cir- 
cuit is dependent on the amount of resistance and on the amount of current, expressed as 
follows: 


Equation 5 P=PR 
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<4 FIGURE 13 
Zz 
r R é Heat produced by Power dissipation in an electric cir- 
= = current through cuit is seen as heat given off by the 
Sale resistance is a result . Th dissipation i 
of energy conversion. _Fesistance. The power dissipation is 
equal to the power supplied by the 


voltage source. 


where P is power in watts (W), V is voltage in volts (V), and J is current in amperes (A). 
You can get an equivalent expression for power in terms of voltage and current by substi- 
tuting J X I for F and V for IR. 


P = PR = (IX DR = IIR) = (IR)I 
P=VI Equation 6 


You can obtain another equivalent expression by substituting V/R for J (Ohm’s law). 


(3) 
P=VI=V\— 
R 


V2 


Equation 7 
R q 


P 
The three power expressions in Equations 5, 6, and 7 are known as Watt’s law. To calculate 
the power in a resistance, you can use any one of the three equivalent Watt’s law power for- 
mulas, depending on what information you have. For example, assume that you know the 
values of current and voltage; in this case, calculate the power with the formula P = VI/. If you 
know / and R, use the formula P = PR. If you know V and R, use the formula P = Vv? / R. 
An aid for using both Ohm’s law and Watt’s law is found in the chapter summary, 
Figure 26. 


EXAMPLE 19 Calculate the power in each of the three circuits of Figure 14. 


» FIGURE 14 


Solution In circuit (a), you know V and J. The power is determined as follows: 
P = VI = (10 V)2 A) = 20 W 
In circuit (b), you know J and R. Therefore, 
eee — O Ay-(47 0) = 188 W 
In circuit (c), you know V and R. Therefore, 
avy 
R 100 


2.5 W 


Related Problem Determine the power in each circuit of Figure 14 for the following changes: In circuit 
(a), is doubled and V remains the same; in circuit (b), R is doubled and J remains the 
same; in circuit (c), Vis halved and R remains the same. 
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EXAMPLE 20 A solar yard light such as the one shown in Figure 15 has a solar collector that can 
provide 1.0 W of power for charging the 3.0 V batteries. What is the maximum charg- 
ing current the solar collector could supply to fully discharged 3.0 V batteries? 


» FIGURE 15 

al 
5 
x 
7 
| 
= 
5 
3 
a 
jaw 
8 
3 
P= 
mop) 

P 10W 

Soluti poe = 033A 
seks V 30V 


Related Problem What is the power dissipated by the light at night if the current is 30 mA? 


hrough a 47 © resistor, what is the power dissipated? 
ea 50 input position that places a 2 W, 50 2) resistor be- 


e power rating of this resistor? 


an internal resistance of 3.0 ©. If the battery voltage is 
pated by the heater when it is on? 


a 2.2 kQ resistor with 8 V across it produce? 
55 W bulb that draws 0.5 A? 


5 THE POWER RATING OF RESISTORS 


As you know, a resistor gives off heat when there is current through it. There is a limit 
to the amount of heat that a resistor can give off, which is specified by its power rating. 


After completing this section, you should be able to 
¢ Properly select resistors based on power consideration 
¢ Define power rating 
¢ Explain how physical characteristics of resistors determine their power rating 


¢ Check for resistor failure with an ohmmeter 
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The power rating is the maximum amount of power that a resistor can dissipate with- 
out being damaged by excessive heat buildup. The power rating is not related to the ohmic 
value (resistance) but rather is determined mainly by the physical composition, size, and 
shape of the resistor. All else being equal, the larger the surface area of a resistor, the more 


power it can dissipate. The surface area of a cylindrically shaped resistor is equal to the Some resistors can become very 


length (1) times the circumference (c), as indicated in Figure 16. The area of the ends is not hot in normal operation. To avoid 
included a burn, do not touch a circuit 


\<—— Length (/) ——>| 


component while the power is 
connected to the circuit. After 
power has been turned off, allow 
time for the components to cool 


Circumference (c) down. 
Surface area =1 xc 

A FIGURE 16 
The power rating of a resistor is directly related to its surface area. 

Metal-film resistors are available in standard power ratings from 4 W to 1 W, as 
shown in Figure 17. Available power ratings for other types of resistors vary. For exam- 
ple, wirewound resistors have ratings up to 225 W or greater. Figure 18 shows some of 
these resistors. 

IED 
ILD 
ne | 2 One 
A FIGURE 17 
Relative sizes of metal-film resistors with standard power ratings of ’% W, 4 W, 2 W, and 1 W. 
[S) 
a Cr 4 
={ cae 

(a) Axial-lead wirewound (b) Adjustable wirewound (c) Radial-lead for PC board insertion 


A FIGURE 18 


Typical resistors with high power ratings. 


When a resistor is used in a circuit, its power rating should be greater than the maximum 
power that it will have to handle to create a safety margin. Generally, the next higher stan- 
dard value is used. For example, if a metal-film resistor is to dissipate 0.75 W in a circuit 
application, its rating should be the next higher standard value which is | W. 
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EXAMPLE 21 


» FIGURE 19 


Solution 


Related Problem 


Choose an adequate power rating (% W, 4% W, % W, or 1 W) for each of the metal-film 
resistors represented in Figure 19. 


“ 

‘Vv= 
10 V al 
(a) 


For the circuit in Figure 19(a), the actual power is 


Veeco vy 100 V2 
Pree 1200 1200 


1200 


= 0.833 W 


Select a resistor with a power rating higher than the actual power dissipation. In this 
case, a 1 W resistor should be used. 
For the circuit in Figure 19(b), the actual power is 


P = PR = (10mA)*(1000 Q) = 0.1 W 
A & W (0.125 W) resistor should be used in this case. 


A certain resistor is required to dissipate 0.25 W (4% W). What standard rating should 
be used? 


When the power dissipated in a resistor is greater than its rating, the resistor will become 
excessively hot. As a result, the resistor may burn open or its resistance value may be 
greatly altered. 

A resistor that has been damaged because of overheating can often be detected by the 
charred or altered appearance of its surface. If there is no visual evidence, a resistor that is sus- 
pected of being damaged can be checked with an ohmmeter for an open or increased resistance 
value. Recall that a resistor should be disconnected from the circuit to measure resistance. 
Sometimes an overheated resistor is due to another failure in the circuit. After replacing an 
overheated resistor, the underlying cause should be investigated before restoring power to 
the circuit. 


EXAMPLE 22 


» FIGURE 20 
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Determine whether the resistor in each circuit of Figure 20 has possibly been damaged 
by overheating. 
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Solution For the circuit in Figure 20(a), 
ya ovy 


P — 
R 1000, 


= 0:31 W 


The rating of the resistor is 4% W (0.25 W), which is insufficient to handle the power. 
The resistor has been overheated and may be burned out, making it an open. 
For the circuit in Figure 20(b), 
Vv (24v) 


p=—= = 0.384 
2 slo 0 aad 


The rating of the resistor is 4 W (0.5 W), which is sufficient to handle the power. 
For the circuit in Figure 20(c), 
Voy 


P= = = 2. 
R 100 ad 


The rating of the resistor is 1 W, which is insufficient to handle the power. The resistor 
has been overheated and may be burned out, making it an open. 


Related Problem A %W, 1.0kQ resistor is connected across a 12 V battery. Will it overheat? 


neters associated with a resistor. 
| size of a resistor determine the amount of power that it can 


wer ratings of metal-film resistors. 

lle 0.3 W. What standard size metal-film resistor should be used 
perly? 

oltage that can be applied to a %4 W, 100 resistor if the 
ceeded? 


6 ENERGY CONVERSION AND VOLTAGE DROP IN A RESISTANCE 


As you have learned, when there is current through a resistance, electrical energy is 
converted to heat energy. This heat is caused by collisions of the free electrons 
within the atomic structure of the resistive material. When a collision occurs, heat is 
given off; and the electron gives up some of its acquired energy as it moves through 
the material. 


After completing this section, you should be able to 
« Explain energy conversion and voltage drop 
¢ Discuss the cause of energy conversion in a circuit 
¢ Define voltage drop 


¢ Explain the relationship between energy conversion and voltage drop 


www.EngineeringBooksPdf.com 


95 


96 


Oum’‘s Law, ENERGY, AND POWER 


Figure 21 illustrates charge in the form of electrons flowing from the negative terminal of 
a battery, through a circuit, and back to the positive terminal. As they emerge from the nega- 
tive terminal, the electrons are at their highest energy level. The electrons flow through each 
of the resistors that are connected together to form a current path (this type of connection is 
called series. As the electrons flow through each resistor, some of their energy is given up in 
the form of heat. Therefore, the electrons have more energy when they enter a resistor than 
when they exit the resistor, as illustrated in the figure by the decrease in the intensity of the 
red color. When they have traveled through the circuit back to the positive terminal of the bat- 
tery, the electrons are at their lowest energy level. 


Heat 


EE 


@ Most energy 
© Less energy 
© Least energy 


A FIGURE 21 


A loss of energy by electrons (charge) as they flow through a resistance creates a voltage drop because 
voltage equals energy divided by charge. 


Recall that voltage equals energy per charge (V = W/Q) and that charge is a property of 
electrons. Based on the voltage of the battery, a certain amount of energy is imparted to all 
of the electrons that flow out of the negative terminal. The same number of electrons flow 
at each point throughout the circuit, but their energy decreases as they move through the re- 
sistance of the circuit. 

In Figure 21, the voltage at the left end of R, is equal to Wente,/Q, and the voltage at the 
right end of R, is equal to W.x;t/Q. The same number of electrons that enter R; also exit Rj, 
so Q is constant. However, the energy Wit is less than Wenter, So the voltage at the right 
end of R; is less than the voltage at the left end. This decrease in voltage across the resistor 
due to a loss of energy is called a voltage drop. The voltage at the right end of R is less 
negative (or more positive) than the voltage at the left end. The voltage drop is indicated by 
— and + signs (the + implies a more positive voltage). 

The electrons have lost some energy in R,; and now they enter Ry with a reduced energy 
level. As they flow through R», they lose more energy, resulting in another voltage drop 
across Rp. 


the basic reason for energy conversion in a resistor? 
voltage drop? 
ne polarity of a voltage drop in relation to current direction? 
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7 POweER SUPPLIES AND BATTERIES 


A power supply is generally defined as a device that converts ac (alternating current) 


from the utility lines to a de (direct current) voltage that virtually all electronic circuits 
and some transducers require. Batteries are also capable of supplying dc; in fact, many 
systems, such as laptop computers, can run from a power supply or internal battery. In 
this section, both types of voltage sources are described. 


After completing this section, you should be able to 
¢ Discuss characteristics of power supplies and batteries 
¢ Describe controls on typical laboratory power supplies 
¢ Determine the efficiency of a power supply given the input and output power 


¢ Define ampere-hour rating of batteries 


Utilities universally have adopted ac for transmitting electricity from the generating sta- 
tion to the user because it can be readily transformed to high voltages for transmission and 
low voltages for the end user. High voltages are much more efficient and cost-effective to 
transmit over long distances. In the United States, the standard voltage supplied to outlets 
is approximately 120 V or 240 V at 60 Hz, but in Europe and other countries, the outlet 
voltage is 240 V at 50 Hz. 

Virtually all electronic systems require stable dc for the integrated circuits and other de- 
vices to work properly. Power supplies fulfill this function by converting ac to stable dc and 
are usually built into the product. Many electronic systems have a recessed and protected 
switch that allows the internal power supply to be set for either the 120 V standard or for 
the 240 V standard. That switch must be set correctly, or serious damage can occur to the 
equipment. 

In the laboratory, circuits are developed and tested. The purpose of a laboratory power 
supply is to provide the required stable dc to the circuit under test. The test circuit can be 
anything from a simple resistive network to a complex amplifier or logic circuit. To meet 
the requirement for a constant voltage, with almost no noise or ripple, laboratory power 
supplies are regulated power supplies, meaning the output is constantly sensed and auto- 
matically adjusted if it tries to change because of a change in the line voltage or the load. 

Many circuits require multiple voltages, as well as the ability to set the voltage to a pre- 
cise value or change it a small amount for testing. For this reason, laboratory power sup- 
plies usually have two or three outputs that are independent of each other and can be 
controlled separately. Output metering is normally part of a good laboratory power supply, 
in order to set and monitor the output voltage or current. Control may include fine and 
coarse controls or digital inputs to set precise voltages. 

Figure 22 shows a triple output bench supply such as the type used in many electronic lab- 
oratories. The model shown has two 0-30 V independent supplies and a 4 V-6.5 V high cur- 
rent supply (commonly referred to a logic supply). Voltages can be precisely set using coarse 
and fine controls. The 0-30 V supplies have floating outputs, meaning they are not referenced 
to ground. This allows the user to set them up as a positive or negative supply or even connect 
them to another external supply. Another feature of this supply is that it can be set up as a cur- 
rent source, with a maximum voltage set for constant-current applications. 

As in many power supplies, there are three output banana jacks for each of the 0-30 V 
supplies. The output is taken between the red (more positive) and black terminals. The 
green jack is referenced to the chassis, which is earth ground. Ground can be connected to 
either the red or black jacks, which are normally “floating” (not referenced to ground). In 
addition, current and voltage can be monitored using the built-in digital meters. 


ANDS DNSIP 


A power supply 


voltage and current. 


the voltage range is 
sufficient for your applications. 
Also, you must have sufficient 
current capacity to assure proper 
circuit operation. The current 
capacity is the maximum current 


provides both output 


You should make sure 


that a power supply can provide to 


a load at a given voltage. 
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> FIGURE 22 


A triple output power supply. 
(Courtesy of B+K Precision) 
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The power delivered by a power supply is the product of the absolute voltage and cur- 
rent. For example, if a power supply is providing —15.0 V at 3.0 A, the supplied power is 
45 W. For a triple output supply, the total power supplied by all three supplies is the sum of 
the power from each one individually. 


EXAMPLE 23 What is the total power delivered by a triple output power supply if the output voltage 
and current are as follows? 
Source 1:18 V at2.0A 
Source 2: -18 Vatl.5A 
Source 3: 5.0 V at 1.0 A 
Solution Power delivered from each supply is the product of voltage and current (ignoring 
the sign). 
Source 1: P; = V,J; = (18 V)(2.0 A) = 36 W 
Source 2: Py = Vol, = (18 V)(1.5 A) = 27 W 
Source 3: P; = V3l3 = (5.0 V)(1.0 A) = 5.0 W 
The total power is 
Pr = P, + Pp + P3 = 36W + 27W + 5.0W = 68W 
Related Problem How will the total power delivered change if the current from Source | increases to 
2.5 A? 
Power Supply Efficiency 
An important characteristic of power supplies is efficiency. Efficiency is the ratio of the 
output power, Pour, to the input power, Pyy. 
Equation 8 Efficiency = “ur 


98 


Efficiency is often expressed as a percentage. For example, if the input power is 100 W and 
the output power is 50 W, the efficiency is (50 W/100 W) X 100% = 50%. 

All electronic power supplies are energy converters and require that power be put into 
them in order to get power out. For example, an electronic dc power supply might use the ac 
power from a wall outlet as its input. Its output is usually regulated dc voltage. The output 
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power is always less than the input power because some of the total power is used internally 
to operate the power supply circuitry. This internal power dissipation is normally called the 
power loss. The output power is the input power minus the power loss. 


Pour = Pin — Pross Equation 9 


High efficiency means that very little power is dissipated in the power supply and there 
is a higher proportion of output power for a given input power. 


EXAMPLE 24 


Solution 


A certain electronic power supply requires 25 W of input power. It can produce an out- 
put power of 20 W. What is its efficiency, and what is the power loss? 


iP, 20 W 
Efficiency = _ = (2%) = 0.8 
IN 


Expressed as a percentage, 


20 W 
Efficiency = 25 W = 80% 


Pross = Pin — Pout = 25W - 20W =5W 


Related Problem A power supply has an efficiency of 92%. If Pyy is 50 W, what is Pour? 


Ampere-Hour Ratings of Batteries 


Batteries convert stored chemical energy to electrical energy. They are widely used to 
power small systems, such as laptop computers and cell phones, to supply the stable dc re- 
quired. The batteries used in these small systems are normally rechargeable, meaning that 
the chemical reaction can be reversed from an external source. The capacity for any battery 
is measured in ampere-hours (Ah). For a rechargeable battery, the Ah rating is the capacity 
before it needs to be recharged. The Ah rating determines the length of time a battery can 
deliver a certain amount of current at the rated voltage. 

A rating of one ampere-hour means that a battery can deliver an average of one ampere 
of current to a load for one hour at the rated voltage output. This same battery can deliver an 
average of two amperes for one-half hour. The more current the battery is required to deliver, 
the shorter the life of the battery. In practice, a battery usually is rated for a specified current 
level and output voltage. For example, a 12 V automobile battery may be rated for 70 Ah at 
3.5 A. This means that it can supply an average of 3.5 A for 20 h at the rated voltage. 


EXAMPLE 25 For how many hours can a battery deliver 2 A if it is rated at 70 Ah? 


Solution The ampere-hour rating is the current times the number of hours, x. 


70 Ah X (2 A)(xh) 
Solving for the number of hours, x, yields 


70 Ah 
= 45h 
en A 


Related Problem A certain battery delivers 10 A for 6 h. What is its minimum Ah rating? 
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ANDS DN 


IP 


When you 
troubleshoot a newly 
manufactured circuit 
on a pc board, certain 
failures are possible 
that are not likely on a circuit that 
has been working. For example, a 
wrong part may have accidentally 
been used in the new circuit or a 
pin may have been bent when it 
was installed. Cases occur where a 
series of newly manufactured 
boards have identical faults 
because of a wrong part. 
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§ device draws an increased amount of current from a power supply, 
fe represent a greater or a smaller load on the supply? 


roduces an output voltage of 10 V. If the supply provides 0.5 A to a 
wer output? 


ampere-hour rating of 100 Ah, how long can it provide 5 A to a load? 
uestion 3 is a 12 V device, what is its power output for the specified 


d in the lab operates with an input power of 1 W. It can provide an 
750 mW. What is its efficiency? 


Technicians must be able to diagnose and repair malfunctioning circuits and systems. 
In this section, you learn a general approach to troubleshooting using a simple exam- 
ple. Troubleshooting coverage is an important part of this textbook, so you will find a 
troubleshooting section in many of the chapters as well as troubleshooting problems 
for skill building. 


After completing this section, you should be able to 
¢ Describe a basic approach to troubleshooting 
¢ List three steps in troubleshooting 
¢ Explain what is meant by half-splitting 


¢ Discuss and compare the three basic measurements of voltage, current, and 
resistance 


Troubleshooting is the application of logical thinking combined with a thorough 
knowledge of circuit or system operation to correct a malfunction. The basic approach to 
troubleshooting consists of three steps: analysis, planning, and measuring. We will refer to 
this 3-step approach as APM. 


Analysis 


The first step in troubleshooting a circuit is to analyze clues or symptoms of the failure. The 
analysis can begin by determining the answer to certain questions: 


1. Has the circuit ever worked? 

2. If the circuit once worked, under what conditions did it fail? 
3. What are the symptoms of the failure? 
4. 


What are the possible causes of failure? 


Planning 


The second step in the troubleshooting process, after analyzing the clues, is formulating a 
logical plan of attack. Much time can be saved by proper planning. A working knowledge 
of the circuit is a prerequisite to a plan for troubleshooting. If you are not certain how the 
circuit is supposed to operate, take time to review circuit diagrams (schematics), operating 
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instructions, and other pertinent information. A schematic with proper voltages marked at 
various test points is particularly useful. Although logical thinking is perhaps the most im- 
portant tool in troubleshooting, it rarely can solve the problem by itself. 


Measuring 


The third step is to narrow the possible failures by making carefully thought out measure- 
ments. These measurements usually confirm the direction you are taking in solving the 
problem, or they may point to a new direction that you should take. Occasionally, you may 
find a totally unexpected result. 


An APM Example 


The thought process that is part of the APM approach can be illustrated with a simple ex- 
ample. Suppose you have a string of eight decorative 12 V bulbs connected in series to a 
120 V source Vs, as shown in Figure 23. Assume that this circuit worked properly at one 
time but stopped working after it was moved to a new location. When plugged in at the new 
location, the bulbs fail to turn on. How do you go about finding the trouble? 


eh 


Vs 
120 V 


1 


The Analysis Thought Process You may think like this as you proceed to analyze the 
situation: 


¢ Since the circuit worked before it was moved, the problem could be that there is no 
voltage at the new location. 


Perhaps the wiring was loose and pulled apart when moved. 
¢ Itis possible that a bulb is burned out or loose in its socket. 


With this reasoning, you have considered possible causes and failures that may have oc- 
curred. The thought process continues: 


¢ The fact that the circuit once worked eliminates the possibility that the original cir- 
cuit was improperly wired. 


¢ If the fault is due to an open path, it is unlikely that there is more than one break 
which could be either a bad connection or a burned out bulb. 


You have now analyzed the problem and are ready to plan the process of finding the fault 
in the circuit. 


The Planning Thought Process The first part of your plan is to measure for voltage at 
the new location. If the voltage is present, then the problem is in the string of lights. If volt- 
age is not present, check the circuit breaker at the distribution box in the house. Before re- 
setting breakers, you should think about why a breaker may be tripped. Let’s assume that 
you find the voltage is present. This means that the problem is in the string of lights. 

The second part of your plan is to measure either the resistance in the string of lights or to 
measure voltages across the bulbs. The decision whether to measure resistance or voltage is 
a toss-up and can be made based on the ease of making the test. Seldom is a troubleshooting 


<¢ FIGURE 23 


A string of bulbs connected to a 
voltage source. 
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A good resistance reading indicates 
this part of the circuit is OK. 


The voltage is 
disconnected. 
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plan developed so completely that all possible contingencies are included. You will fre- 
quently need to modify the plan as you go along. 


The Measurement Process You proceed with the first part of your plan by using a mul- 
timeter to check the voltage at the new location. Assume the measurement shows a voltage 
of 120 V. Now you have eliminated the possibility of no voltage. You know that, since you 
have voltage across the string and there is no current because no bulb is on, there must be 
an open in the current path. Either a bulb is burned out, a connection at the lamp socket is 
broken, or the wire is broken. 

Next, you decide to locate the break by measuring resistance with your multimeter. Ap- 
plying logical thinking, you decide to measure the resistance of each half of the string in- 
stead of measuring the resistance of each bulb. By measuring the resistance of half the 
bulbs at once, you can usually reduce the effort required to find the open. This technique is 
a type of troubleshooting procedure called half-splitting. 

Once you have identified the half in which the open occurs, as indicated by an infinite 
resistance, you use half-splitting again on the faulty half and continue until you narrow the 
fault down to a faulty bulb or connection. This process is shown in Figure 24, assuming for 
purposes of illustration that the seventh bulb is burned out. 


An infinite resistance reading indicates 
Step 1 Step 2 this part of the circuit is open. 


>) 
One additional measurement 
will find which of these two 
bulbs is open. 
> 


a 
‘| 


¢9 al 


A good resistance | 
reading indicates this An infinite resistance reading 
part of the circuit is OK. Step 3 Step 4 indicates this part of the circuit 


is open. 


A FIGURE 24 


Illustration of the half-splitting method of troubleshooting. The numbered steps indicate the 
sequence in which the multimeter is moved from one position to another. 


As you can see in the figure, the half-splitting approach in this particular case takes a 
maximum of five measurements to identify the open bulb. If you had decided to measure 
each bulb individually and had started at the left, you would have needed seven measure- 
ments. So, sometimes half-splitting saves steps; sometimes it doesn’t. The number of steps 
required depends on where you make your measurements and in what sequence. 

Unfortunately, most troubleshooting is more difficult than this example. However, 
analysis and planning are essential for effective troubleshooting in any situation. As meas- 
urements are made, the plan is often modified; the experienced troubleshooter narrows the 
search by fitting the symptoms and measurements into a probable cause. In some cases, 
low-cost equipment is simply discarded or recycled when troubleshooting and repair costs 
are comparable to replacement costs. 


Comparison of V, R, and ! Measurements 


You can measure voltage, current, or resistance in a circuit. To measure voltage, place the 
voltmeter in parallel across the component; that is, place one lead on each side of the com- 
ponent. This makes voltage measurements the easiest of the three types of measurements. 
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To measure resistance, connect the ohmmeter across a component; however, the volt- 
age must be first disconnected, and sometimes the component itself must be removed 
from the circuit. Therefore, resistance measurements are generally more difficult than 
voltage measurements. 

To measure current, place the ammeter in series with the component; that is, the amme- 
ter must be in line with the current path. To do this you must disconnect a component lead 
or a wire before you connect the ammeter. This usually makes a current measurement the 
most difficult to perform. 


Applicat on Assignment Puttinc Your KNOWLEDGE 


To WorRK 


In this assignment, you are completing 1.0 kQ, 2.2 kQ, and 4.7 kQ.. Resistors are to be + 5%, with a 
a resistance substitution box used in minimum of 4 W rating (more as needed). Small resistors 
testing circuits with up to 5.0 V. The (4 W or less) are carbon composition; resistors larger than 
required resistors range from 10 0, ’’ W are metal oxide. 


to 4.7 kQ. Your job is to determine the wattage rating for the re- Beihe mexnaunsolapethanwill beapplicd tothe redston 


box is 5.0 V. 


4. The box is to have two binding posts to connect to the resistors. 


quired resistors, prepare a parts list, determine the cost of the 
parts, draw a schematic, and prepare a test procedure for the cir- 
cuit. You will need to use Watt’s law to complete the assignment. 


The specifications are as follows: Step 1: Determining the Wattage Rating 
1. Each resistor is switch-selectable from a rotary switch, so : and Cost of the Resistors 


USO Oe MESSE GOMES ES ASRS UNI U ESIAIE The resistor substitution box has been prepared with values silk- 


nals ava time. : screened onto the chassis, and the reverse side of the PC board 


2. Resistors range in value from 10 to 4.7kQ. Each of the | has been prepared as shown in Figure 25. Use Watt’s law and the 
sizes required is about twice the size of the previous resistor. specified resistor values to determine the specific resistors 
In order to use standard values, the following sizes have | needed for the project. Table 2 indicates the cost for resistors 
been selected: 10 Q, 22 0, 47 Q, 100 ©, 220 Q, 470 ©, : purchased in small quantities. 


Resistance Substitution Box 


1¢- @©2 


(a) Top view of enclosure box (b) Bottom view of PC board 


A FIGURE 25 
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» TABLE 2 


Step 2: Developing a Materials List and Estimating 
the Total Cost of the Project 


You will need to prepare a list of materials and cost estimate 
based on the specific resistors required. Prepare a complete ma- 
terials list showing quantities and cost. Estimate the total cost of 
the project, not counting labor. 


Step 3: Drawing the Schematic 


From the requirements and the board layout, develop a 
schematic for the circuit. Show the resistor values, including the 
wattage rating next to each resistor. 


Step 4: Developing a Test Procedure 


would take to ensure that it works properly. List the instruments 
you would use in testing it. 


After the resistance substitution box is constructed, list steps you 


COMPONENT COST PER ITEM 


'y W resistor (carbon comp.) $ 0.08 
4 W resistor (carbon comp.) $ 0.09 
1 W resistor (metal oxide) $ 0.09 
2 W resistor (metal oxide) $ 0.10 
5 W resistor (metal oxide) $ 0.33 
1 pole, 9-position rotary switch $10.30 
Knob $ 3.30 
Enclosure (4” X 4” X 2” Al) $ 8.46 
Screw terminal (dual) $ 0.20 
Binding posts $ 0.60 
PC board (etched with pattern) $ 1.78 
Miscellaneous standoffs, etc. $ 0.50 


| Step 5: Troubleshooting the Circuit 


Describe the most likely fault for each of the following problems 
: and how you would check to verify the problem: 


1. The ohmmeter reads infinite resistance for the 10 0 
position. 


2. The ohmmeter reads infinite resistance for all positions of 
the switch. 


3. All resistors read 10% higher than the listed value. 


! Review 


1. Explain how Watt’s law was applied to this application as- 
signment. 


2. Could the resistors you specified be used in circuits with a 
7 V output? Explain. 


SUMMARY 


0 i A 2 2 2 2 2 2 2 
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Voltage and current are linearly proportional. 

Ohm’s law gives the relationship of voltage, current, and resistance. 
Current is inversely proportional to resistance. 

A kilohm (kQ) is one thousand ohms. 

A megohm (MQ) is one million ohms. 

A microampere (A) is one-millionth of an ampere. 
A milliampere (mA) is one-thousandth of an ampere. 
Use I = V/R to calculate current. 

Use V = JR to calculate voltage. 

Use R = V/I to calculate resistance. 

One watt equals one joule per second. 


Watt is the unit of power, and joule is the unit of energy. 
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® The power rating of a resistor determines the maximum power that it can handle safely. 


¢ 


Resistors with a larger physical size can dissipate more power in the form of heat than smaller ones. 


Sd 


A resistor should have a power rating as high or higher than the maximum power that it is ex- 
pected to handle in the circuit. 


Power rating is not related to resistance value. 

A resistor usually opens when it overheats and fails. 

Energy is equal to power multiplied by time. 

The kilowatt-hour is a unit of energy. 

An example of one kilowatt-hour is one thousand watts used for one hour. 

A power supply is an energy source used to operate electrical and electronic devices. 


A battery is one type of power supply that converts chemical energy into electrical energy. 


. 2 A 2 2 2 2 


A power supply converts commercial energy (ac from the power company) to regulated de at var- 
ious voltage levels. 


The output power of a power supply is the output voltage times the load current. 
A load is a device that draws current from the power supply. 


The capacity of a battery is measured in ampere-hours (Ah). 


¢-¢¢ ¢ 


One ampere-hour equals one ampere used for one hour, or any other combination of amperes and 
hours that has a product of one. 


Sd 


A power supply with a high efficiency has a smaller percentage power loss than one with a lower 
efficiency. 


® The formula wheel in Figure 26 gives the Ohm’s law and Watt’s law relationships. 


Sd 


APM (analysis, planning, and measurement) provides a logical approach to troubleshooting. 


® The half-splitting method of troubleshooting generally results in fewer measurements. 


sly 
oe 


> FIGURE 26 


[J Ohm’s law Watt’s law 


Ah rating A capacity rating for batteries determined by multiplying the current (A) times the 
length of time (h) a battery can deliver that current to a load. 


Efficiency The ratio of the output power to the input power of a circuit, usually expressed as a percent. 
Energy The ability to do work. The unit is the joule (J). 


Half-splitting A troubleshooting procedure where one starts in the middle of a circuit or system and, 
depending on the first measurement, works toward the output or toward the input to find the fault. 


Joule (J) The SI unit of energy. 
Kilowatt-hour (kWh) A large unit of energy used mainly by utility companies. 
Linear Characterized by a straight-line relationship. 


Ohm’s law A law stating that current is directly proportional to voltage and inversely proportional 
to resistance. 
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Power The rate of energy usage. The unit is the watt (W). 


Power rating The maximum amount of power that a resistor can dissipate without being damaged 
by excessive heat buildup. 


Power supply A device that converts ac from the utility lines to a de voltage. 


Troubleshooting A systematic process of isolating, identifying, and correcting a fault in a circuit 
or system. 


Voltage drop The decrease in voltage across a resistor due to a loss of energy. 
Watt (W) The unit of power. One watt is the power when 1 J of energy is used in 1 s. 


Watt’s law A law that states the relationships of power to current, voltage, and resistance. 


FORMULAS 
4 , 
1 [= R Form of Ohm’s law for calculating current 
2 V=IR Form of Ohm’s law for calculating voltage 
74 
3 R= T Form of Ohm’s law for calculating resistance 
Ww _ : 
4 P= 7a Power equals energy divided by time. 
5 P=PR Power equals current squared times resistance. 
P=VI Power equals voltage times current. 
y 
7 P= R Power equals voltage squared divided by resistance. 
‘ Pour bo 
8 Efficiency = P Power supply efficiency 
IN 
9 Pour = Pin _ Poss Output power 
~TRUE/FALSE QUIZ Answers are at the end of the chapter. 
1. If the total resistance of a circuit increases, current decreases. 
2. Ohm’s law for finding resistance is R = 1/V. 
3. When milliamps and kilohms are multiplied together, the result is volts. 
4. If a 10kQ resistor is connected to a 10 V source, the current in the resistor will be 1 A. 
5. The kilowatt-hour is a unit of power. 
6. One watt is equal to one joule per second. 
7. The power rating of a resistor should always be less than the required power dissipation in the 
circuit. 
8. Within limits, a regulated power supply can automatically keep the output voltage constant 
even if the load changes. 
9. A power supply that has a negative output voltage absorbs power from the load. 
10. When analyzing a circuit problem, you should consider the conditions under which it failed. 
SELF-TEST Answers are at the end of the chapter. 
1. Ohm’s law states that 
(a) current equals voltage times resistance 
(b) voltage equals current times resistance 
(c) resistance equals current divided by voltage 
(d) voltage equals current squared times resistance 
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13. 


14. 


15. 
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. When the voltage across a resistor is doubled, the current will 


(a) triple (b) halve (c) double (d) not change 


. When 10 V are applied across a 20 Q resistor, the current is 


(a) 10A (b) 0.5 A (c) 200 A (d) 2A 


. When there are 10 mA of current through a 1.0 kQ resistor, the voltage across the resistor is 


(a) 100 V (b) 0.1 V (c) 10kV (d) 10 V 


. If 20 V are applied across a resistor and there are 6.06 mA of current, the resistance is 


(a) 3.3kO (b) 33kO (ce) 3300, (d) 3.03 kO 


. A current of 250 A through a 4.7 kQ, resistor produces a voltage drop of 


(a) 53.2 V (b) 1.175 mV (c) 18.8 V (d) 1.175 V 


. A resistance of 2.2 MQ, is connected across a | kV source. The resulting current is approximately 


(a) 2.2 mA (b) 455 wA (c) 45.5 wA (d) 0.455 A 


. Power can be defined as 


(a) energy (b) heat 


(c) the rate at which energy is used (d) the time required to use energy 


. For 10 V and 50 mA, the power is 


(a) 500 mW (b) 0.5 W (c) 500,000 w4W (d) answers (a), (b), and (c) 
When the current through a 10 kQ resistor is 10 mA, the power is 

(a) 1W (b) 10 W (c) 100 mW (d) 1 mW 

A 2.2 kQ resistor dissipates 0.5 W. The current is 

(a) 15.1 mA (b) 227 pA (c) 1.1mA (d) 4.4mA 

A 330 Q resistor dissipates 2 W. The voltage is 

(a) 2.57 V (b) 660 V (c) 6.6 V (d) 25.7 V 

The power rating of a resistor that is to handle up to 1.1 W should be 

(a) 0.25 W (b) 1 W (c) 2W (d) 5W 


A 22 © half-watt resistor and a 220 Q half-watt resistor are connected across a 10 V source. 
Which one(s) will overheat? 


(a) 220 (b) 2200, (c) both (d) neither 
When the needle of an analog ohmmeter indicates infinity, the resistor being measured is 


(a) overheated (b) shorted (c) open (d) reversed 


TROUBLESHOOTING: The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
SYM PTOM AND CAUSE Answers are at the end of the chapter. 


er Determine the cause for each set of symptoms. Refer to Figure 27. 
£ > FIGURE 27 


The meters indicate the correct read- 
ings for this circuit. 


1. 


1.0kO, 


Symptom: The ammeter reading is zero, and the voltmeter reading is 10 V. 
Cause: 

(a) R is shorted. 

(b) R is open. 


(c) The voltage source is faulty. 
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2. Symptom: The ammeter reading is zero, and the voltmeter reading is 0 V. 
Cause: 
(a) R is open. 
(b) R is shorted. 
(c) The voltage source is turned off or faulty. 
3. Symptom: The ammeter reading is 10 mA, and the voltmeter reading is 0 V. 
Cause: 
(a) The voltmeter is defective. 
(b) The ammeter is faulty. 
(c) The voltage source is turned off or faulty. 
4. Symptom: The ammeter reading is 1 mA, and the voltmeter reading is 10 V. 
Cause: 
(a) The voltmeter is defective. 
(b) The resistor value is higher than it should be. 
(c) The resistor value is lower than it should be. 
5. Symptom: The ammeter reading is 100 mA, and the voltmeter reading is 10 V. 
Cause: 
(a) The voltmeter is defective. 
(b) The resistor value is higher than it should be. 


(c) The resistor value is lower than it should be. 


PROBLEMS Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 Ohm’s Law 

1. The current in a circuit is 1 A. Determine what the current will be when 
(a) the voltage is tripled 
(b) the voltage is reduced by 80% 
(c) the voltage is increased by 50% 

2. The current in a circuit is 100 mA. Determine what the current will be when 
(a) the resistance is increased by 100% 
(b) the resistance is reduced by 30% 
(c) the resistance is quadrupled 


3. The current in a circuit is 10 mA. What will the current be if the voltage is tripled and the 
resistance is doubled? 


SECTION 2 Application of Ohm’s Law 

4. Determine the current in each case. 
(a) V=5V,R = 1.00 (b) V = 15V,R = 100, 
(c) V= 50V,R = 1000 (d) V = 30V,R = 15kO, 
(e) V = 250 V,R = 4.7MQ0 

5. Determine the current in each case. 
(a) V=9V,R = 2.7kO, (b) V=5.5V,R = 10k0 
(c) V = 40 V,R = 68kO (d) V = LkV,R = 2kO, 
(e) V = 66kV,R = 10MO, 

6. A 10 2 resistor is connected across a 12 V battery. How much current is there through the resistor? 


7. A resistor is connected across the terminals of a de voltage source in each part of Figure 28. 
Determine the current in each resistor. 
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4 
PRESS 

~ RANGE Gp 
AUTORANGE GED 
TOUCH/HOLD GED 


+ 
PRESS 

~ RANGE Gp 
AUTORANGE €E> 
TOUCH/HOLD €E> 


10A Vo 10A VQ 


108 vo 
= ©) - 

1000 Vp = a 1000 Vir = 
40 mA 750V~ | om 40 mA 750V ~ | Com 


©) FUSED [ \ ° 


A 1000 Ver — 
750V ~ | eon 


40 mA 


FUSED ) FUSED [ 


DC voltage source DC voltage source DC voltage source 


(a) (b) (©) 
A FIGURE 28 


8. A 5-band resistor is connected across a 12 V source. Determine the current if the resistor color 
code is orange, violet, yellow, gold, brown. 


9. If the voltage in Problem 8 is doubled, will a 0.5 A fuse blow? Explain your answer. 
10. Calculate the voltage for each value of J and R. 
(a) J = 2A,R = 180 
(b) 1 = 5A,R = 470, 
(ec) 1= 2.5A,R = 6200 
(d) 1 = 0.6A,R = 470, 
(e) 1= 0.1 A,R = 4700 
11. Calculate the voltage for each value of J and R. 
(a) J= 1mA,R = 100 
(b) J = 50mA,R = 330 
(c) 1= 3A,R = 4.7kO 
(d) J = 1.6mA,R = 2.2k0 
(e) 1 = 250 WA, R = 1.0k0 
(f) J = 500 mA, R = 1.5 MO, 
(g) J = 850A, R = 10OMQ 
(h) J = 75 pA, R = 470, 


12. Three amperes of current are measured through a 27 () resistor connected across a voltage 
source. How much voltage does the source produce? 
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27kO 100 MO, 470 
+ 
Vs N= 
2.5A 
(b) (c) 


A FIGURE 29 


13. Assign a voltage value to each source in the circuits of Figure 29 to obtain the indicated 
amounts of current. 


14. Calculate the resistance for each value of V and I. 
(a) V=10V,J=2A 
(b) V= 90V,1 = 45A 
(c) V=S50V,I=5A 
(dq) V=55V,1 = 10A 
(e) V= 150V,1=05A 
15. Calculate R for each set of V and J values. 
(a) V=10kV,7=5A 
(b) V=7V,J = 2mA 
(c) V = 500 V,7 = 250mA 
(d) V = 50V,J = 500 pA 
(e) V= 1kV,7 = 1mA 


16. Six volts are applied across a resistor. A current of 2 mA is measured. What is the value of the 
resistor? 


17. Choose the correct value of resistance to get the current values indicated in each circuit of 
Figure 30. 


=> 
=> 


+ 
+ 
+ 


oo 
< 
| 


Ve = 


(a) (b) (c) 


A FIGURE 30 


18. A flashlight is operated from 3.2 V and has a resistance of 3.9 when the filament is hot. 
What current is supplied by the batteries? 


SECTION 3 Energy and Power 
19. The flashlight in Problem 18 uses 26 J in 10 s. What is the power in watts? 
20. What is the power when energy is used at the rate of 350 J/s? 
21. What is the power in watts when 7500 J of energy are used in 5 h? 
22. Convert the following to kilowatts: 
(a) 1000 W (b) 3750 W (c) 160 W (d) 50,000 W 
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23. Convert the following to megawatts: 
(a) 1,000,000W = (b) 3X 10°W_ (ce) 15 X 10’W_ (d) 8700 kW 
24. Convert the following to milliwatts: 
(a) 1W (b) 0.4 W (c) 0.002 W (d) 0.0125 W 
25. Convert the following to microwatts: 
(a) 2W (b) 0.0005 W (c) 0.25 mW (d) 0.00667 mW 
26. Convert the following to watts: 
(a) 1.5 kW (b) 0.5 MW (c) 350 mW (d) 9000 ~W 
27. Prove that the unit for power (the watt) is equivalent to 1 V x 1A. 
28. Show that there are 3.6 X 10° joules in a kilowatt-hour. 


SECTION 4 _ Power in an Electric Circuit 


29. If a resistor has 5.5 V across it and 3 mA through it, what is the power dissipation? 

30. An electric heater works on 115 V and draws 3 A of current. How much power does it use? 
31. What is the power when there are 500 mA of current through a 4.7 kO resistor? 

32. Calculate the power dissipated by a 10 kQ) resistor carrying 100 WA. 

33. If there are 60 V across a 620 21 resistor, what is the power dissipation? 


34. A 56 resistor is connected across the terminals of a 1.5 V battery. What is the power dissipa- 
tion in the resistor? 


35. Ifa resistor is to carry 2 A of current and handle 100 W of power, how many ohms must it be? 
Assume that the voltage can be adjusted to any required value. 


36. Convert 5 X 10° watts used for 1 minute to kWh. 
37. Convert 6700 watts used for 1 second to kWh. 
38. How many kilowatt-hours do 50 W used for 12 h equal? 


39. Assume that an alkaline D-cell battery can maintain an average voltage of 1.25 V for 90 hina 
10 Q load before becoming unusable. What average power is delivered to the load during the 
life of the battery? 


40. What is the total energy in joules that is delivered during the 90 hours for the battery in 
Problem 39? 


SECTION 5 The Power Rating of Resistors 


41. A 6.8kQO resistor has burned out in a circuit. You must replace it with another resistor with the 
same resistance value. If the resistor carries 10 mA, what should its power rating be? Assume 
that you have available resistors in all the standard power ratings. 


42. A certain type of power resistor comes in the following ratings: 3 W, 5 W, 8 W, 12 W, 20 W. 
Your particular application requires a resistor that can handle approximately 8 W. Which rating 
would you use for a minimum safety margin of 20% above the rated value? Why? 


SECTION 6 Energy Conversion and Voltage Drop in a Resistance 


43. For each circuit in Figure 31, assign the proper polarity for the voltage across the resistor. 


(a) (b) 
A FIGURE 31 
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SECTION 7 Power Supplies and Batteries 
44. A 50Q load consumes 1 W of power. What is the output voltage of the power supply? 
45. A battery can provide an average of 1.5 A of current for 24 h. What is its ampere-hour rating? 
46. How much average current can be drawn from an 80 Ah battery for 10 h? 
47. Ifa battery is rated at 650 mAh, how much average current will it provide for 48 h? 


48. If the input power is 500 mW and the output power is 400 mW, what is the power loss? What is 
the efficiency of this power supply? 


49. To operate at 85% efficiency, how much output power must a source produce if the input power 
is 5 W? 


SECTION 8 Introduction to Troubleshooting 


50. In the light circuit of Figure 32, identify the faulty bulb based on the series of ohmmeter read- 
ings shown. 


E 51. Assume you have a 32-light string and one of the bulbs is burned out. Using the half-splitting 
approach and starting in the left half of the circuit, how many resistance measurements will it 
take to find the faulty bulb if it is seventeenth from the left. 


Step 3 Infinite resistance 


reading 
Infinite resistance Step 1 


reading —@) 


v sd 
i 
The voltage is 
disconnected. 


2 i Step 2 Step 4 


Infinite resistance 
reading 


A good resistance 
reading 


A FIGURE 32 


ADVANCED PROBLEMS 


52. A certain power supply provides a continuous 2 W to a load. It is operating at 60% efficiency. 
In a 24h period, how many kilowatt-hours does the power supply use? 


53. The filament of a light bulb in the circuit of Figure 33(a) has a certain amount of resistance, 
represented by an equivalent resistance in Figure 33(b). If the bulb operates with 120 V and 
0.8 A of current, what is the resistance of its filament? 


+ + 
3 = ©) N= = R (filament) 


ile 
ile 


(a) (b) 


A FIGURE 33 
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54. A certain electrical device has an unknown resistance. You have available a 12 V battery and an 
ammeter. How would you determine the value of the unknown resistance? Draw the necessary 
circuit connections. 


55. A variable voltage source is connected to the circuit of Figure 34. Start at 0 V and increase the 
voltage in 10 V steps up to 100 V. Determine the current at each voltage value, and plot a graph 
of V versus J. Is the graph a straight line? What does the graph indicate? 


56. Ina certain circuit, Vj = 1 V and 7 = 5 mA. Determine the current for each of the following 
voltages in a circuit with the same resistance: 


(a) Vs = 1.5V 
(b) Vs = 2V 
(c) Vs =3V 
(d) Vy = 4V 
(e) Vs = 10V 
57. Figure 35 is a graph of current versus voltage for three resistance values. Determine R1, Ro, 
and R3. 
+ 
: R 
“y Vv 100.0 
A FIGURE 34 A FIGURE 35 


58. You are measuring the current in a circuit that is operated on a 10 V battery. The ammeter 
reads 50 mA. Later, you notice that the current has dropped to 30 mA. Eliminating the possibil- 
ity of a resistance change, you must conclude that the voltage has changed. How much has the 
voltage of the battery changed, and what is its new value? 


59. If you wish to increase the amount of current in a resistor from 100 mA to 150 mA by chang- 
ing the 20 V source, by how many volts should you change the source? To what new value 
should you set it? 


60. A 6 V source is connected to a 100 Q resistor by two 12 ft lengths of 18-gauge copper wire. 
Refer to Table 3 at the end of the chapter to determine the following: 


(a) current (b) resistor voltage (c) voltage across each length of wire 


61. If a 300 W bulb is allowed to burn continuously for 30 days, how many kilowatt-hours of 
energy does it use? 


62. At the end of a 31-day period, your utility bill shows that you have used 1500 kWh. What is 
the average daily power? 


63. A certain type of power resistor comes in the following ratings: 3 W, 5 W, 8 W, 12 W, 20 W. 
Your particular application requires a resistor that can handle approximately 10 W. Which 
rating would you use? Why? 


64. A 12 V source is connected across a 10 2 resistor for 2 min. 
(a) What is the power dissipation? 
(b) How much energy is used? 


(c) If the resistor remains connected for an additional minute, does the power dissipation 
increase or decrease? 
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65. The rheostat in Figure 36 is used to control the current to a heating element. When the rheostat 
is adjusted to a value of 8 Q or less, the heating element can burn out. What is the rated value 
of the fuse needed to protect the circuit if the voltage across the heating element at the point of 
maximum current is 100 V? 


>» FIGURE 36 
Fuse R, 
Resistive 
120 V heating 
element 


aa 


_ | MULTISIM TROUBLESHOOTING PROBLEMS 

eu 66. Open file P03-66; files are found at www.pearsonhighered.com/floyd/. Determine whether or 
not the circuit is operating properly. If not, find the fault. 

67. Open file P03-67. Determine whether or not the circuit is operating properly. If not, find the fault. 

68. Open file P03-68. Determine whether or not the circuit is operating properly. If not, find the fault. 

69. Open file P03-69. Determine whether or not the circuit is operating properly. If not, find the fault. 


70. Open file P03-70. Determine whether or not the circuit is operating properly. If not, find the fault. 


_ ANSWERS 
SECTION CHECKUPS 


SECTION 1 Ohm’s Law 

. Ohm’s law states that current varies directly with voltage and inversely with resistance. 
I= V/R 3. V=IR 4,.R=V/I 

The current increases; three times when V is tripled 

. Doubling R cuts / in half to 5 mA. 

. No change in / if V and R are doubled. 


ee 


SECTION 2 Application of Ohm’s Law 
1. 7 = 10 V/4.70 = 2.13A 

2. I = 20kV/4.7 MQ, = 4.26mA 

3. J = 10kV/2kQN = 5A 

4. V= (1A)C0Q) = 10V 

5. V= 3mA)3kQ) =9V 

6. V= (2A)60) = 12V 

7, R=10V/2A=50 

8. R = 25V/50mA = 0.5kO = 5000 


SECTION 3 Energy and Power 
1. Power is the rate at which energy is used. 
P= W/t 
. Watt is the unit of power. One watt is the power when 1 J of energy is used in 1 s. 
. (a) 68,000 W = 68kW (b) 0.005 W = 5mW (c) 0.000025 = 25 wW 
- (100 W)\10h) = 1 kWh 
. 2000 W = 2kW 
» (1.322 kW)(24h) = 31.73 kWh; (0.11 $/kWh)(31.73 kWh) = $3.49 


Naum BwWh 
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SECTION 4 Power in an Electric Circuit 

1. P = IV = (12 A)(13 V) = 156 W 

2. P = (5A)°(47Q) = 1175 W 

3. V= VPR = V(2W)(50Q) = 10V 

Vv (13.4Vv/ 

~ R300 
5. P = (8 V)?/2.2kO = 29.1 mW 
. R= 55W/(0.5 A) = 2200 


= 60W 


Nn 


SECTION 5 The Power Rating of Resistors 
1. Two resistor parameters are resistance and power rating. 
. A larger resistor physical size dissipates more energy. 
. Standard ratings of metal-film resistors are 0.125 W, 0.25 W, 0.5 W, and 1 W. 
. At least a 0.5 W rating to handle 0.3 W 
5.0 V 


mw eB wh 


SECTION 6 Energy Conversion and Voltage Drop in a Resistance 


1. Energy conversion in a resistor is caused by collisions of free electrons with the atoms in the 
material. 


2. Voltage drop is a decrease in voltage across a resistor due to a loss of energy. 


3. Voltage drop is negative to positive in the direction of current. 


SECTION 7 Power Supplies and Batteries 
1. An increased amount of current represents a greater load. 
- Pour = 0 V)(0.5 A) = 5W 
. 100 Ah/5 A = 20h 
- Pour = 2 V)(5 A) = 60W 
. Efficiency = (750 mW/1000 mW)100% = 75% 


nan & ww NY 


SECTION 8 Introduction to Troubleshooting 
1. Analysis, Planning, and Measuring 
2. Half-splitting identifies the fault by successively isolating half of the remaining circuit. 


3. Voltage is measured across a component. Current is measured in series with the component. 


RELATED PROBLEMS FOR EXAMPLES 
I, = 10V/50 = 2A; = 10V/200 =0.5A 
1V 

970 mQ 

Yes 

11.1mA 

5 mA 

25 wA 

200 nA 

800 V 

10 220mV 

11 165 V 

12 Voltage drops to 1.08 V. 

13 6.00, 


CSC PMrrANIA nN FW NY 


www.EngineeringBooksPdf.com 


115 


Oum’‘s Law, ENERGY, AND POWER 


14 39.5kO 
15 3000 J 
16 (a) 0.001 W 
17 2kWh 


(b) 0.0018 W (c) 3,000,000 W (d) 10,000 W 


18 $4.92 + $0.07 = $4.99 


19 (a) 40 W 
20 26W 

21 0.5 W(4W) 
22 No 

23 77 W 

24 46W 

25 60 Ah 


(b) 376 W 


(c) 625 mW 


TRUE/FALSE QUIZ 


1. T 2. F 3. T 4. F 5. F 6. T 7. ~F 8. T 
9. F 10. T 
SELF-TEST 
1. (b) 2. (c) 3. (b) 4. (d) 5. (a) 6. (d) 7. (b) 
9. (d) 10. (a) 11. (a) 12. (d) 13. (c) 14. (a) 15. (c) 
TROUBLESHOOTING: SYMPTOM AND CAUSE 
1. (b) 
2. (c) 
3. (a) 
4. (b) 
5. (c) 
PROBLEMS —- ODD-NUMBERED ANSWERS 
1. (a) 3A (b) 0.2A (c) LSA 
3. 15 mA 
5. (a) 3.33mA_ = (b) 550 uA (c) 588 uA 
(d) 500mA_— (e) 6.60 mA 
7. (a) 250mA = (b) 2.27 HA (c) 8.33 mA 
9. I = 0.642 A, so the 0.5 A fuse will blow. 
11. (a) 1OmV (b) 1.65 V (c) 14.1 kV 
(d) 3.52 V (e) 250 mV (f) 750 kV 
(g) 85kV (h) 3.53 mV 
13. (a) 81V (b) 500 V (c) 117.5 V 
15. (a) 2kO (b) 3.5k0 (ec) 2kO 
(d) 100kO, (e) 1MQ 
17. (a) 40 (b) 3kQO (c) 200 kO, 
19. 2.6W 
21. 417 mW 
23. (a) 1 MW (b) 3 MW (c) 150 MW (d) 8.7 MW 
25. (a) 2,000,000 wW (b) 500 ~W 
(c) 250 wW (d) 6.67 wW 
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8. (c) 


27. 


29. 
31. 
33. 
35. 
37. 
39. 
41. 
43. 


45. 
47. 
49. 
51. 
53. 
55. 


57. 
59. 
61. 
63. 
65. 
67. 
69. 
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P = W/t in watts; V = W/Q;1 = Q/t. P = VI 
so (1 V)(1 A) = 1 watt 


16.5 mW 

1.18 kW 

5.81 W 

250, 

0.00186 kWh 

156 mW 

1W 

(a) positive at top (b) positive at bottom 
(c) positive at right 

36 Ah 

13.5 mA 

4.25 W 

Five 

1500 

V=0V,1=0A;V= 10V,/7 = 100 mA; 

V = 20V,/ = 200mA; V = 30V,J = 300 mA; 
V = 40V,/ = 400 mA; V = 50V,/ = 500 mA; 
V = 60V,/ = 600 mA; V = 70 V,7 = 700 mA; 
V = 80V,/ = 800 mA; V = 90V,7 = 900 mA; 
V=100V,I=1A 

R, = 0.5.0; Rp = 10; R3 = 20, 

10 V; 30 V 

216 kWh 

12 W 

25A 

No fault 

Lamp 4 is shorted. 


Wit, 
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TABLE 3 


AWG (American Wire Gauge) sizes and resistances for solid round copper. 


RESISTANCE RESISTANCE 
AREA (CM) (Q/1000 FT AT 20°C) AWG # AREA (CM) (Q./1000 FT AT 20°C) 
0000 211,600 0.0490 19 1,288.1 8.051 
000 167,810 0.0618 20 1,021.5 10.15 
00 133,080 0.0780 21 810.10 12.80 
0 105,530 0.0983 22 642.40 16.14 
1 83,694 0.1240 3) 509.45 20.36 
2 66,373 0.1563 24 404.01 25.67 
3 52,634 0.1970 25 320.40 Boal 
4 41,742 0.2485 26 254.10 40.81 
5 33,102 0.3133 27 201.50 51.47 
6 26,250 0.3951 28 ISO79) 64.90 
7 20,816 0.4982 29 126.72 81.83 
8 16,509 0.6282 30 100.50 103.2 
9 13,094 0.7921 Sil 79.70 130.1 
10 10,381 0.9989 32 63.21 164.1 
11 8,234.0 1.260 33 50.13 206.9 
12 6,529.0 1.588 34 30.75) 260.9 
13 5,178.4 2.003 35 31-52 329.0 
14 4,106.8 225) 36 25.00 414.8 
15 3,256.7 3.184 Si 19.83 S2anl 
16 PES SOND) 4.016 38 15.772 659.6 
17 2,048.2 5.064 39 12.47 831.8 
18 1,624.3 6.385 40 9.89 1049.0 


PHOTO CREDITS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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SERIES CIRCUITS 


ki fp) ae ee 


Resistors in Series 

Total Series Resistance 
Current in a Series Circuit 
Application of Ohm’s Law 
Voltage Sources in Series 
Kirchhoff’s Voltage Law 
Voltage Dividers 

Power in Series Circuits 
Voltage Measurements 
Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


Cowon nw PWN = 


= 
i=) 


“© Identify a series resistive circuit 

<-¢ Determine total series resistance 

Determine the current throughout a series circuit 

Apply Ohm’s law in series circuits 

Determine the total effect of voltage sources connected in series 
Apply Kirchhoff’s voltage law 

Use a series circuit as a voltage divider 

Determine power in a series circuit 

State how to measure voltage with respect to ground 


Troubleshoot series circuits 


A NURNS i A | f 


Series @ Reference ground 

Series-aiding @ Open 

Series-opposing @ Short 

Kirchhoff’s voltage law 

Voltage divider 

> 

Streeter Photography/Alamy 7) 
5 . mm at ns Laka _ lll lls Sat SY (agi 
From Chapter 4 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 119, 


For the application assignment in this chapter, a voltage- 
divider board will be evaluated and modified if necessary. 
The voltage divider provides five different voltage levels 
from a 12 V battery. The voltage divider will be used to sup: 


analog-to-digital converter. You will check the circuit to see 
if it provides the required voltages and, if not, modify it so /& 
that it does. Also, the power ratings of the resistors must begs 
adequate for the application. After studying this chapter, 
you should be able to complete the application assignment 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Resistive circuits can be of two basic forms: series or parallel. f 
In this chapter series circuits are discussed. In this chapter 
you will see how Ohm’s law is used in series circuits; and yo 
will study another important law, Kirchhoff’s voltage law. ~ 
Also, several important applications of series circuits are 
presented. 


7 ~~ a . 


SERIES CIRCUITS 


ee 1 RESISTORS IN SERIES 


When connected in series, resistors form a “string” in which there is only one path for 
current. 


After completing this section, you should be able to 


Figure 1(a) shows two resistors connected in series between point A and point B. Part (b) 
shows three resistors in series, and part (c) shows four in series. Of course, there can be any 
number of resistors in series. 


R Ry R Ry R; Ri Ry Rs Rg 
AoW BAM MAM —0 
(a) (b) (c) 

A FIGURE 1 


Resistors in series. 


When a voltage source is connected from point A to point B, the only way for current to 
get from one point to the other in any of the connections of Figure | is to go through each 
of the resistors. A series circuit is identified as follows: 


A series circuit provides only one path for current between two points so that the 
current is the same through each series resistor. 


In an actual circuit diagram, a series circuit may not always be as easy to identify as 
those in Figure 1. For example, Figure 2 shows series resistors drawn in other ways with a 
voltage applied. Remember, if there is only one current path between two points, the 
resistors between those two points are in series, no matter how they appear in a diagram. 


One path, A to B 


= = = A B + 
A A A = + B 
One path, One path, One path, One path, 
AtoB AtoB AtoB AtoB 
B B B A 
+ + + = 
(a) (b) (c) (d) (e) 


A FIGURE 2 


Some examples of series connections of resistors. Notice that the current must be the same at all 
points because the current has only one path. 


re positioned on a protoboard as shown in Figure 3. Wire them together in 
starting from the negative (—) terminal, R, is first, Rp is second, R3 is 
1. Draw a schematic showing this connection. 


@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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» FIGURE 3 


‘Ont 
St celts eat QD) allel Batt 
c? eee ee eee oe oe 
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ee ee 
on ee ee ee | 
1? Waaiate aie ikiniaiwaratale 
ee | 

wh at fel lt 
————— 


=e 


Solution The wires are connected as shown in Figure 4(a), which is the assembly diagram. The 
schematic is shown in Figure 4(b). Note that the schematic does not necessarily show 
the actual physical arrangement of the resistors as does the assembly diagram. The 
schematic shows how components are connected electrically; the assembly diagram 
shows how components are arranged and interconnected physically. 


» FIGURE 4 


Os - 
om Qovn- 
atte ofits R Ry 


PERRO 
ee EW 
7 PPP ee R R Sk, 
OFF 5 4 

=m Bo 
ual WWW 
ede MMMas=enl | | cmmmal 


| 


(a) Assembly diagram (b) Schematic 


Related Problem* (a) Show how you would rewire the circuit board in Figure 4(a) so that all the odd- 
numbered resistors come first starting at point A followed by the even-numbered ones. 
(b) Determine the value of each resistor. 


* Answers are at the end of the chapter. 


EXAMPLE 2 Describe how the resistors on the printed circuit (PC) board in Figure 5 are related 
electrically. Determine the resistance value of each resistor. 


» FIGURE 5 


Pin | 
Pin 2 


Pin 3 
Pin 4 
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a series circuit? 
ics for the circuits in each part of Figure 6 by connecting the 


qe 2 TOTAL SERIES RESISTANCE 


The total resistance of a series circuit is equal to the sum of the resistances of each in- 
dividual resistor. 


After completing this section, you should be able to 


Series Resistor Values Add 


When resistors are connected in series, the resistor values add because each resistor offers 
opposition to the current in direct proportion to its resistance. A greater number of resis- 
tors connected in series creates more opposition to current. More opposition to current 
implies a higher value of resistance. Thus, for every resistor that is added in series, the 


total resistance increases. 
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Figure 7 illustrates how series resistances add together to increase the total resistance. 
Part (a) has a single 10 (© resistor. Part (b) shows another 10 © resistor connected in series 
with the first one, making a total resistance of 20 ©. If a third 10 O resistor is connected in 
series with the first two, as shown in part (c), the total resistance becomes 30 21. 


A FIGURE 7 


Total resistance increases with each additional series resistor. 


Series Resistance Formula 


For any number of individual resistors connected in series, the total resistance is the sum of 
each of the individual values. 


Ry = Ry + RR, + R33 +--+ + R, 


where Ry is the total resistance and R,, is the last resistor in the series string (7 can be any 
positive integer equal to the number of resistors in series). For example, if there are four re- 
sistors in series (n = 4), the total resistance formula is 


Ry = Ry + Ro + R3 + Ry 
If there are six resistors in series (n = 6), the total resistance formula is 
Ry = Ry + Rp + Rg + Ry + Rs + Ro 


To illustrate the calculation of total series resistance, let’s determine Ry of the circuit of 
Figure 8, where Vg is the source voltage. This circuit has five resistors in series. To find the 
total resistance, simply add the values. 


Ry = 560 + 1000, + 270 + 100 + 470 = 2400 


Note in Figure 8 that the order in which the resistances are added does not matter. Also, you 
can physically change the positions of the resistors in the circuit without affecting the total 
resistance or the current. 


R Ro <4 FIGURE 8 
AM AM Example of five resistors in series. Vs 
56.0 100 0 stands for source voltage. 
+ 
= 270 SR; 
Rs Ry 
470, 100 
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EXAMPLE 3 Connect the resistors on the protoboard in Figure 9 in series, and determine the total 


resistance, Ry, from the color codes. 


FIGURE 9 


SPP eee eee eee 
PPR ee PPP ee eee eee 


PPR eee eee eee eee 
ERP Pee eee eee eee 


Solution The resistors are connected as shown in Figure 10. Find the total resistance by adding 


all the values. 


PPP Pee 


Ry Ry 
A o—_AM—_Wyv 
33.0 68 0 R 
3 
R; Ry 1000 
5: Boy 
Ere if nr ees Ere (B)= 
BH oe eR 100 470 
(a) Circuit assembly (b) Schematic 


FIGURE 10 


Related Problem Determine the total resistance in Figure 10(a) if the positions of Ry and R4 are inter- 
changed. 


EXAMPLE 4 


Calculate the total resistance, Ry, for each circuit in Figure 11. 


FIGURE 11 


e 
MV 
i) 
nN 
‘au 
~ 
: 
x 
WV 
S 
ia 
) 


Vs 


1 
x 
| 


| 
a 
AW 
os 
) 
ai 
~ 
| 
1 
a 
AW 
5 
am 
~ 


(a) (b) 


Solution For circuit (a), 


Ry = 1.0kQ + 2.2kO + 4.7kO + 10kO = 17.9kO 
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For circuit (b), 


Ry = 4.7k©O + 10kQO + 1.0kQ0 + 2.2k0 = 17.9kO 


Notice that the total resistance does not depend on the position of the resistors. 


Both circuits are identical in terms of total resistance. 


Related Problem What is the total resistance for the following series resistors: 1.0 kO, 2.2 kO, 3.3 kQ, 


and 5.6kQ? 


EXAMPLE 5 Determine the value of R, in the circuit of Figure 12. 


FIGURE 12 


LiH46:.0} 


+ 


x 
I 


Solution From the ohmmeter reading, Rp = 146k. 


Ry = Ry + Rp + R3 + Ry 


Solving for R4 yields 


Ra = Ry — (R; + Ro + R3) = 146kO — (10kO + 33kO + 47kO) = 56k0 


Related Problem Determine the value of R4 in Figure 12 if the ohmmeter reading is 112 k. 


Equal-Value Series Resistors 


When a circuit has more than one resistor of the same value in series, there is a shortcut 
method to obtain the total resistance: Simply multiply the resistance value of the resistors 
having the same value by the number of equal-value resistors that are in series. This method 
is essentially the same as adding the values. For example, five 100 Q resistors in series have 
an Ry of 5(100 ) = 500 ©. In general, the formula is expressed as 


Ry = nR 


where n is the number of equal-value resistors and R is the resistance value. 
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Ry of eight 22 Q resistors in series. 
r by adding the values. 
ee e222) + 220 + 220 + 220 + 220 = 1760 
is much easier to multiply. 
Ry = 8(229) = 1760, 


r three 1.0kQ and two 680 C1 resistors in series. 


ints A and B for each circuit in Figure 13. 

e in series: one 100 (, two 47 Q, four 12 ©, and one 330 ©. 
ince? 
ve one resistor for each of the following values: 1.0 kQ, 
Q.. To get a total resistance of 10 kQ, you need one more 


FRPP errne SEP EPEPEeee 
eee | tee 
ee! = = rr 


(c) 


qe 3 CURRENT IN A SERIES CIRCUIT 


The current is the same through all points in a series circuit. The current through each 
resistor in a series circuit is the same as the current through all the other resistors that 
are in series with it. 


After completing this section, you should be able to 


Figure 14 shows three resistors connected in series to a voltage source. At any point in 
this circuit, the current into that point must equal the current out of that point, as illustrated 
by the current directional arrows. Notice also that the current out of each of the resistors 
must equal the current in because there is no place where part of the current can branch off 
and go somewhere else. Therefore, the current in each section of the circuit is the same as 
the current in all other sections. It has only one path going from the negative (—) side of the 


source to the positive (+) side. 
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R, <4 FIGURE 14 
AM, Current entering any point in a se- 
2.2 kO ties circuit is the same as the current 


leaving that point. 


Ry 
v= 2.2kO 


Fd 
£ 
ea) 
Vee R; 


= 
Pl | _ 


(a) Pictorial (b) Schematic 


In Figure 15, the battery supplies 1.82 mA of current to the series resistors. There are 
1.82 mA from the battery’s negative terminal. As shown, the same current is measured at 
several points in the series circuit. 


R; + 
+/1.82\— 
mA AW 
2.2kO 


(a) Pictorial (b) Schematic 


A FIGURE 15 


Current is the same at all points in a series circuit. 


make about the amount of current at any point in a series circuit? 
ith a 100 Q and a 47 QO resistor, there are 20 mA through the 100 
trent is there through the 47 © resistor? 

nected between points A and B in Figure 16. It measures 
the meter and connect it between points C and D, how much cur- 
Between E and F? 


R 
WW- 

2 5600 : 
6 — © 
+ — 

HT 
Vs 


A FIGURE 17 
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ee 4 APPLICATION OF OHM’s LAw 


The basic concepts of series circuits and Ohm’s law can be applied to series circuit 
analysis. 


After completing this section, you should be able to 


The following are key points to remember when you analyze series circuits: 


1. Current through any of the series resistors is the same as the total current. 


2. If you know the total applied voltage and the total resistance, you can determine the 
total current by Ohm’s law. 
V. 
Ir = — 
Ry 


3. If you know the voltage drop across one of the series resistors, R,, you can deter- 
mine the total current by Ohm’s law. 


4. If you know the total current, you can find the voltage drop across any of the series 
resistors by Ohm’s law. 


Vy aa: TRy 


5. The polarity of a voltage drop across a resistor is positive at the end of the resistor 
that is closest to the positive terminal of the voltage source. 


6. The current through a resistor is defined to be in a direction from the negative end 
of the resistor to the positive end. 


7. An open in a series circuit prevents current; and, therefore, there is zero voltage 
drop across each series resistor. The total voltage appears across the points between 
which there is an open. 


Now let’s look at several examples that use Ohm’s law for series circuit analysis. 


of Figure 18. 
R, Ry 
8202 1800 
a 
23V == R; = 150.0 
Ry 
100.0 
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Related Problem 


SERIES CIRCUITS 


The current is determined by the source voltage and the total resistance. First, calculate 
the total resistance. 


Rr = Ry + Rp + R3 + Ry = 8200 + 1800 + 1500 + 1000 = 1.25k0, 
Next, use Ohm’s law to calculate the current. 


Vea 25 
lee ORD) 


[= 20 mA 
Remember, the same current exists at all points in the circuit. Thus, each resistor has 
20 mA through it. 


What is the current in the circuit of Figure 18 if Ry is changed to 200 0? 


Open Multisim file E04-07; files are found at www.pearsonhighered.com/floyd/. 
Connect the multimeter and verify the value of current calculated in this example. 
Change the value of Ry to 200 © and verify the value of current calculated in the 
related problem. 


EXAMPLE 8 


Solution 


Related Problem 


<2 


The current in the circuit of Figure 19 is 1 mA. For this amount of current, what must 
the source voltage Vs be? 


T=1mA 
WW 
1.2kO 5.6 kO 


FIGURE 19 


In order to calculate Vs, first determine Rr. 
REO ok 12k) + 15k = 95kO 
Now use Ohm’s law to determine Vs. 
Vs = IRp = (1 mA)(9.5kQ) = 9.5 V 


If the 5.6 kO resistor is changed to 3.9 kQ, what value of Vs is necessary to keep the 
current at 1 mA? 


Open Multisim file E04-08. Verify that the calculated source voltage establishes the 
current in Figure 19. Verify the value of Vs; determined in the related problem. 
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EXAMPLE 9 Calculate the voltage drop across each resistor in Figure 20, and find the value of Vs. 
To what value can Vg be raised if the current is to be limited to 5 mA? 


» FIGURE 20 


ik 


Solution By Ohm’s law, the voltage drop across each resistor is equal to its resistance multi- 
plied by the current through it. Use the Ohm’s law formula V = JR to determine the 
voltage drop across each of the resistors. Keep in mind that there is the same current 
through each series resistor. The voltage drop across R, (designated V1) is 


VY, = IR; = (1 mA)(1.0kQ) = 1V 
The voltage drop across R> is 

V> = IRy = (1 mA)3.3kQ) = 3.3-V 
The voltage drop across R3 is 


V3 


IR3 = (1 mA)(4.7kQ) = 4.7 V 
To calculate the value of Vs, first determine the total resistance. 
Ry = 1.0kQ + 3.3kO + 4.7kO = 9kO 
The source voltage Vs is equal to the current times the total resistance. 
Vs = IRp = (1 mA)Q9kQ) = 9V 


Notice that if you add the voltage drops of the resistors, they total 9 V, which is the 
same as the source voltage. 

Vs can be increased to a maximum value where J = 5 mA. Therefore the maximum 
value of Vg is 


Vmax) = IRy = (5 mA)9 kQ) = 45V 
Related Problem Repeat the calculations for V;, V2, V3, Vs, and Vs¢max) if R3 = 2.2 kO and J is main- 
tained at 1 mA. 


Open Multisim file E04-09. Using the multimeter, verify that the voltages across the 
_ tesistors agree with the values calculated in this example. 


EXAMPLE 10 Series connections often involve using resistance to limit current to some level. For 
example, it is necessary to limit current to a light-emitting diode (LED) to prevent the 
LED from burning out. The circuit in Figure 21 shows a basic application, where a red 
LED is used as an indicator as part of a more complicated circuit. The rheostat is 
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» FIGURE 21 


+ LED 


included to dim the LED, depending on ambient conditions. We will focus on just these 
two current-limiting resistors. 

A ted LED will always have a voltage across it of about + 1.7 V when it is on and 
working within its normal operating range. The remaining voltage from the power sup- 
ply will be across the two series resistors. Together, the rheostat and the fixed resistor 
will have a total of 3.3 V across them. 

Assume you want current in the LED to range from a minimum of 2.5 mA (dim) to 
a maximum of 10 mA (bright). What values of R; and Ry would you choose to accom- 
plish this? 


Solution Start with the brightest condition when the resistance of the rheostat is adjusted for 
0 ©. In this case, there will be no voltage across R, and 3.3 V will be across R>. Be- 
cause it is a series circuit, the same current is in R as the LED. Therefore, 

YW Bay 


R=—= = 3300 
1 10mA 


Now determine the total resistance required to limit the current to 2.5 mA. The total 
resistance is Rp = R, + Ro, and the voltage drop across Ry is 3.3 V. From Ohm’s law, 
Vv 3}.3) WY 
I 2.5mA 


Rr = = 1,32k0 


To find Rj, subtract the value of R> from the total resistance. 
R, = Rr = R> = 1.32k0, ir 3300 = 9900, 
Choose a 1.0 k© rheostat as the nearest standard value. 


Related Problem What is the value of R> if the highest current is 12 mA? 


cross three 100 © resistors in series. What is the current 


0 produce 5 mA through the circuit of Figure 22? 


R 
+0 AM 
100 
Ve Ry S150 
Rs 
-° AM, 
180 
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much voltage is dropped across each resistor in Figure 22 when the current is 


current is 4.63 mA. What is the value of each resistor? 


What size should a series current-limiting resistor be to limit the current to a red LED 
10 mA from a 3.0 V source? Assume the LED drops 1.7 V. 


ee 5 VOLTAGE SOURCES IN SERIES 


Recall that a voltage source is an energy source that provides a constant voltage to a 
load. Batteries and power supplies are practical examples of dc voltage sources. When 
two or more voltage sources are in series, the total voltage is equal to the algebraic 
sum of the individual source voltages. 


After completing this section, you should be able to 
¢ Determine the total effect of voltage sources connected in series 


¢ Determi | voltage of series sources with the same pol 


ANDS DNSIP 


When you replace 
batteries in a 
flashlight or other 
device, it is best to use Vsttot) = Vsi + Vso + Vg3 = LSV + 15V 4+ 15V = 45V 
all of the same type of 
battery and not mix 
old batteries with new batteries. In 
particular, do not mix alkaline with 
nonalkaline batteries. Incorrect use 
of batteries can cause hydrogen gas 
to build inside the battery and Vs (tot) — Vs _ Vso + Vs3 =15V—-15V+15V=15V 
cause the casing to rupture. Worse, 
the mixing of hydrogen gas with 
oxygen can be an explosion 
hazard. Cases are reported of 
flashlights that have exploded in 
hazardous situations. 


When batteries are placed in a flashlight, they are connected in a series-aiding arrange- 
ment to produce a larger voltage, as illustrated in Figure 23. In this example, three 1.5 V 
batteries are placed in series to produce a total voltage (Vs io1)). 


Series voltage sources (batteries in this case) are added when their polarities are in the 
same direction, or series-aiding, and are subtracted when their polarities are in opposite di- 
rections, or Series-opposing. For example, if one of the batteries in the flashlight is turned 
around, as indicated in the schematic of Figure 24, its voltage subtracts because it has a 
negative value and reduces the total voltage. 


There is no valid reason for reversing a battery, and it can lead to high current and re- 
duced life if it happens accidentally. However, an opposing source does occur naturally in 
the case of motors. An opposing voltage to the source voltage is generated within the mo- 
tor, which reduces the current. 


-45V+ S) 
a 
15 V 15 V 15V 


(a) Flashlight with series batteries (b) Schematic of flashlight circuit 


A FIGURE 23 


Example of series-aiding voltage sources. 
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o—Fo FIGURE 24 


When batteries are connected in op- 


=15 Ve 6) posite directions, the total voltage is 
the algebraic sum of the voltages. As 
PY hey Ly noted, this is not a valid configura- 
4 = ri tL 4 z tion for batteries. 
Vs1 Vso Vs3 
EXAMPLE 11 What is the total source voltage (Vs(ot)) in Figure 25? 
fae 
OV == _ si 
a + 
= R 
6V —ai V9 = LBV Vector R 
6V = Vs3 
FIGURE 25 FIGURE 26 


Solution The polarity of each source is the same (the sources are connected in the same direction 
in the circuit). Therefore, add the three voltages to get the total. 


Vs (tot) = Vg; + Vso + Vs3 = 6V+6V+6V = 18V 


The three individual sources can be replaced by a single equivalent source of 18 V 
with its polarity as shown in Figure 26. 


Related Problem _ If the battery V3 in Figure 25 is accidentally installed backwards, what is the total 


voltage? 
™ Open Multisim file E04-11. Verify the total source voltage. Repeat for the related 
problem. 
EXAMPLE 12 Many circuits use positive and negative supply voltages. A dual-power supply will nor- 


mally have two independent outputs, such as those shown in Figure 27. Show how to 
connect the two 12 V outputs from the power supply so that there is both a positive 
and a negative output and the two sources are series-aiding. 


FIGURE 27 


Dual Output Power Supply 


0 


A Output B Output 
GND 
© 9090 99 


133 


www.EngineeringBooksPdf.com 


SERIES CIRCUITS 


Solution See Figure 28. The positive output of one supply is connected to the negative output of 
the second supply. This makes the connection series-aiding. The ground terminal is 
connected to the common point between the supplies, forcing the A output to be below 
ground and the B output to be above ground. 


Dual Output Power Supply 


FIGURE 28 


Related Problem Draw the schematic of the setup in Figure 28. 


must be connected in series to produce 60 V? Draw a 
ttery connections. 


are connected in series-aiding. What is the total voltage 


29 is used to bias a transistor amplifier. Show how to 
o 15 V power supplies in order to get 30 V across the 


voltage for the circuit in Figure 30. 


shlight one of the four 1.5 V batteries was accidentally in- 
In this case, what voltage would be across the bulb 


Bias voltage 6V= = R 


\ FIGURE 30 
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6 KIRCHHOFF’S VOLTAGE LAW 


Kirchhoff’s voltage law is a fundamental circuit law that states that the algebraic sum 
of all the voltages around a single closed path is zero or, in other words, the sum of the 
voltage drops equals the total source voltage. 


After completing this section, you should be able to 
¢ Apply Kirchhoff’s voltage law 


In an electric circuit, the voltages across the resistors (voltage drops) always have po- 
larities opposite to the source voltage polarity. For example, in Figure 31, follow a coun- 
terclockwise loop around the circuit. Note that the source polarity is plus-to-minus and 
each voltage drop is minus-to-plus. 

In Figure 31, the current is out of the negative side of the source and through the resis- 
tors as the arrows indicate. The current is into the negative side of each resistor and out the 
positive side. When electrons flow through a resistor, they lose energy and are therefore at 
a lower energy level when they emerge. The lower energy side is less negative (more 
positive) than the higher energy side. The drop in energy level across a resistor creates a 
potential difference, or voltage drop, with a minus-to-plus polarity in the direction of the 
current. 

The voltage from point A to point B in the circuit of Figure 31 is the source voltage, Vs. Also, 
the voltage from A to B is the sum of the series resistor voltage drops. Therefore, the source 
voltage is equal to the sum of the three voltage drops, as stated by Kirchhoff’s voltage law. 


The sum of all the voltage drops around a single closed path in a circuit is equal to 
the total source voltage in that closed path. 


+ 
=" 
+ 
Vy 
= + 
= Vs = = V3 
1 
| 
+ 
A FIGURE 31 A FIGURE 32 
Illustration of voltage polarities in a Sum of n voltage drops equals the 
closed-loop circuit. source voltage. 


Kirchhoff’s voltage law applied to a series circuit is illustrated in Figure 32. For this 
case, Kirchhoff’s voltage law can be expressed by the equation 


Vg = Vy + V2 + V3 +--> + Vz, 


where the subscript n represents the number of voltage drops. 
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HISTORY NOTE 


i eatead 5 standin: of 
electrical circuits, spectroscopy, 
and the emission of black-body 
radiation by heated objects. 
Concepts in both circuit theory 
and thermal emission are named 
Kirchhoff’s laws in his honor. 
Kirchhoff formulated his circuit 
laws, which are now commonly 
used in electrical engineering and 
technology. In 1845 while still a 
student. He completed this study 
as a seminar exercise; it later 
became his doctoral dissertation. 
(Photo credit: Library of Congress, 
LC-USZ62-133715.) 
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If all the voltage drops around a closed path are added and then this total is subtracted 
from the source voltage, the result is zero. This result occurs because the sum of the volt- 
age drops in a series circuit always equals the source voltage. 

Equation 3 can be applied to any circuit that has a voltage source and resistors or other 
loads. The key idea is that a single closed path is followed from an arbitrary starting point 
and back to this point. In a series circuit, the closed path will always include a volt- 
age source and one or more resistors or other loads. In this case, the source represents 
a voltage rise, and each load represents a voltage drop. Another way of stating Kirchhoff’s 
voltage law for a series circuit is that the sum of all voltage rises is equal to the sum of all 
voltage drops. 

You can verify Kirchhoff’s voltage law in a series circuit by connecting the circuit and 
measuring each resistor voltage and the source voltage, as illustrated in Figure 33. When 
the resistor voltages are added together, their sum will equal the source voltage. Any num- 
ber of resistors can be used. 


> FIGURE 33 


Illustration of a verification of Kirch- 
hoff’s voltage law. 


Kirchhoff’s voltage law was developed here for a series circuit, but the concept can be 
applied to any circuit. In complex circuits, you can still write Kirchhoff’s voltage law, but 
there are cases where there is no source voltage in a given closed loop. Even so, Kirchhoff’s 
voltage law still applies. This leads to a more general statement of Kirchhoff’s voltage law: 


The algebraic sum of the voltages around any closed path in a circuit is equal to zero. 


If a voltage source is present, it is just treated as one of the terms in the summation. It is 
important to assign the correct algebraic sign to the terms, noting if the voltage is rising or 
dropping as one traverses the loop. In equation form, 


V, + V2 + V3 +--++ V, = 0 


Any of the variables in Equation 4 can represent a voltage rise or a voltage drop. This more- 
general form of Kirchhoff’s voltage law can be expressed more concisely as 


n 
XV; = 0 
i=1 


This equation is a shorthand way of writing Equation 4. The capital sigma (2) means to add 
the voltages from the first ( = 1) to the last (@ = n). 

This form of Kirchhoff’s voltage law can be applied to circuits other than the series cir- 
cuits, provided you follow a single closed path. In applying Equation 4, you need to assign an 
algebraic sign to each voltage in the path. In circuits other than series circuits, a voltage across 
a resistor can appear as either a rise or a drop, depending on the path chosen. As you 
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traverse the path, you will need to write voltage rises and voltage drops in a consistent 
manner. For series circuits such as given in Figure 32, the main idea is that the source voltage 
(rise) is equal to the sum of the voltages (drops) across the loads (resistors). 


EXAMPLE 13 Determine the source voltage, Vs, in Figure 34 where the two voltage drops are given. 


FIGURE 34 


av 


[ 


Vs 10V 


7 


Solution By Kirchhoff’s voltage law (Eq. 3), the source voltage (applied voltage) must equal 
the sum of the voltage drops. Adding the voltage drops gives the value of the source 
voltage. 


Vs =5V+10V=15V 


Related Problem _ If Vs is increased to 30 V in Figure 35, what are the two voltage drops? 


=? Open Multisim file E04-13. Verify that the voltage drops equal to Vs. Repeat for the 
eS) related problem. 


EXAMPLE 14 Determine the unknown voltage drop, V3, in Figure 35. 


FIGURE 35 


25V 


V3 


Solution By Kirchhoff’s voltage law (Equation 4), the algebraic sum of the voltages around the 


circuit is zero. 

V, + Vo + V3 + V4 = 0 
Substitute —Vs for V4. Then, 

V, + Vo + V3 — Vg = 0 
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Solve for V3. 
V3 a Vs = Vv, a Vo = S0W = 12 2 SS 
The voltage drop, V3, across R3 is 13 V, and its polarity is as shown in Figure 35. 


Related Problem Determine V3 in Figure 35 if the source is changed to 25 V. 


™ Open Multisim file E04-14. Verify that V3 agrees with the calculated value. Repeat for 
eS) the related problem. 


EXAMPLE 15 Find the value of R, in Figure 36. 
FIGURE 36 
Ry R, 
470 OQ, Peay kQ 
WWW 


Solution In this problem you will use both Ohm’s law and Kirchhoff’s voltage law. First, use 
Ohm’s law to find the voltage drop across each of the known resistors. 
V, = IR; = (0mA)(100Q) = 1.0 V 
Vy = IRp = (10 mA)(470 Q) = 4.7 V 
V3 = IR3 = (10 mA)(1.0kQ) = 10 V 
Next, use Kirchhoff’s voltage law to find V4, the voltage drop across the unknown 
resistor. 
Vleet emo Vaio Va — OV 
DONE OWES + 7 Vo — 10V — V,=0V 
343V —V4=0V 
V4 = 34.3.V 
Now that you know V4, you can use Ohm’s law to calculate Ry. 


Vee 34.3V 
I 10mA 


Ry = = 3.43k0 


R, is most likely a 3.3 kO standard-value resistor because 3.43 kO, is within a standard 
tolerance range (5%) of 3.3 kQ. 


Related Problem Determine the value of R4 in Figure 36 if Vj = 20 V and/J = 10 mA. 


™ Open Multisim file E04-15. Verify that the calculated value of Ry produces the 
eS) current in Figure 36. Repeat for the related problem. 
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tage law in two ways. 


2 resistors are connected in series across a 10 V battery. What is the 
ss each resistor? 


qe 7 VOLTAGE DIVIDERS 


A series circuit acts as a voltage divider. The voltage divider is an important 
application of series circuits. 


After completing this section, you should be able to 


¢ Use a series circuit as a voltage divider 
¢ Apply the voltage-divider formula 


A circuit consisting of a series string of resistors connected to a voltage source acts as a volt- 
age divider. Figure 37(a) shows a circuit with two resistors in series, although there can be any 
number. As you already know, there are two voltage drops: one across R; and one across Rp. 
These voltage drops are labeled V, and V, respectively, as indicated in the schematic. Since 
each resistor has the same current through it, the voltage drops are proportional to the resistance 
values. For example, if the value of R> is twice that of R,, then the value of V> is twice that of V). 

The total voltage drop around a single closed path divides among the series resistors in 
amounts directly proportional to the resistance values. The smallest resistance has the least 
voltage, and the largest resistance has the most voltage (V = JR). For example, in 
Figure 37(b), if Vs is 10 V, R, is 100 ©, and R> is 200 ©, then V| is one-third the total voltage, 
or 3.33 V, because Rj is one-third the total resistance. Likewise, V2 is two-thirds Vs, or 6.67 V, 
because R> is two-thirds the total resistance. 


TT 
Fj + 
R, V, = 100 1 
i 100 Vv, on Vs 3 10 V=3.33 V 
This Vg notationis + © +0 
equivalent to a Vg 10V Rp =3000 
battery symbol. ? 4 9 
200 2 
R, a V> 200 oF V5 (z00)¥s (F)ov 6.67 V 
X wy, 
(a) (b) 


A FIGURE 37 


Example of a two-resistor voltage divider. 
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Voltage-Divider Formula 


With a few calculations, you can develop a formula for determining how the voltages divide 


among series resistors. Assume a circuit with n resistors in series as shown in Figure 38, 
where 7 can be any number. 


> FIGURE 38 % 


Generalized voltage divider with n re- 5 = R, vy, 
sistors. e 


+ 


w 


Let V, represent the voltage drop across any one of the resistors and R, represent the 
number of a particular resistor or combination of resistors. By Ohm’s law, you can express 
the voltage drop across R, as follows: 


V, = IR, 


The current through the circuit is equal to the source voltage divided by the total resist- 
ance (I = Vs/Rr). In the circuit of Figure 38, the total resistance is 


Rp = Ri + Ro + Rg +--+ + R, 


By substitution of Vs/Ry for J in the expression for V,, 


Vs 
V.. — Rr R, 
Ry 
— ]V. 
(#) : 


Equation 5 is the general voltage-divider formula, which can be stated as follows: 


Rearranging the terms you get 


Equation 5 Vi. 


The voltage drop across any resistor or combination of resistors in a series circuit 


is equal to the ratio of that resistance value to the total resistance, multiplied by the 
source voltage. 


EXAMPLE 16 Determine V, (the voltage across R;) and V> (the voltage across R>) in the circuit in 


Figure 39. 


» FIGURE 39 
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To determine Vj, use the voltage-divider formula, V, = (R,/Ry)Vs, where x = 1. The 
total resistance is 


R, is 82 © and Vs is 10 V. Substitute these values into the voltage-divider formula. 
R, 820, 

v= Vs = 10 V = 5.47V 

; ie) : e 7 


There are two ways to find the value of V2: Kirchhoff’s voltage law or the voltage- 
divider formula. If you use Kirchhoff’s voltage law (Vs = V, + V2), substitute the 
values for Vs and V, and solve for V. 


Vo = Vs — Vi = 10V — 5.47 V = 4.53 V 


To determine V>, use the voltage-divider formula where x = 2. 


( Ry ) 68 0, 
Vs 
iy 


7 (a ) 
Find the voltage drops across R, and R> if R> is changed to 180 2 in Figure 39. 


)iov = 4.53V 


Open Multisim file E04-16. Use the multimeter to verify the calculated values of V, 
and V>. Repeat for the related problem. 


EXAMPLE 17 


Solution 


Calculate the voltage drop across each resistor in the circuit of Figure 40. 


FIGURE 40 


Look at the circuit for a moment and consider the following: The total resistance is 
1000 ©. Ten percent of the total voltage is across R; because it is 10% of the total re- 
sistance (100 Q is 10% of 1000 2). Likewise, 22% of the total voltage is dropped 
across R> because it is 22% of the total resistance (220 OQ is 22% of 1000 Q). Finally, 
R; drops 68% of the total voltage (680 2 is 68% of 1000 ©). 

Because of the convenient values in this problem, it is easy to mentally calculate 
the voltage drops (V; = 0.10 X 10V = 1V,V> = 0.22 X 10 V = 2.2 V, and 
V3 = 0.68 X 10 V = 6.8 V). Such is usually not the case, but sometimes a little 
thinking will produce a result more efficiently. 
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Although you have already reasoned through this problem, the calculations are 
R, 1000, 
VY, = Vs = 10V=1V 
: a ° ( 1000 a) 
Ro 220 0, 
Vo = Vs = 10V = 2.2V 
; (2) : ( 1000 a) 


V ar ( aS Jiov 6.8V 
Seve) > \ 10000 ; 
Notice that the sum of the voltage drops is equal to the source voltage, in accordance 
with Kirchhoff’s voltage law. This check is a good way to verify your results. 


Related Problem 


If R, and R> are both changed to 680 Q in Figure 40, what are all the voltage drops? 


eS) Open Multisim file E04-17. Verify the values of V;, V>, and V3. Repeat for the related 
problem. 


EXAMPLE 18 Determine the voltages between the following points in the circuit of Figure 41: 


(a) AtoB (b) AtoC (c) BtoC (d) BtoD (e) CtoD 


FIGURE 41 


Solution First determine Rr. 


Rp = 1.0k0 + 8.2kO + 3.3kO = 12.5kO 
Then apply the voltage-divider formula to obtain each required voltage. 


(a) The voltage A to B is also the voltage drop across R}. 


V, (Fv ( pk) )asv 2V 
emer) >) \12.5k0 
(b) The voltage from A to C is the combined voltage drop across both R; and R>. In 
this case, R, in the general formula given in Equation 5 is Ry + Ro. 


R, + sy ( 9.2kO ) 
= = Dory — 18.4 
ce ( Re Smeuperm)-. 84v 
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(c) The voltage from B to C is the voltage drop across R). 


Ry 8.2kO 
= = 05 = 16A 
Vac (2)v, (2) oe al 


(d) The voltage from B to D is the combined voltage drop across both R, and R3. In 


this case, R, in the general formula is R, + R3. 


Ra © R; 11.5k0 
Vap = Vs = 25V =23V 


ima 12.5kO 


(e) Finally, the voltage from C to D is the voltage drop across R3. 


R; 3.3kO 
= = 25V =6. 
Yep (F)¥s (3) 2 poy 


If you connect this voltage divider, you can verify each of the calculated voltages 


by connecting a voltmeter between the appropriate points in each case. 


Related Problem Determine each of the previously calculated voltages if Vs is doubled. 


- Open Multisim file E04-18. Verify the values of V4z, Vac, Vac, Vap, and Vcp. Repeat 
. == for the related problem. 


The Potentiometer as an Adjustable Voltage Divider 


A potentiometer is a variable resistor with three terminals. A linear potentiometer connected 
to a voltage source is shown in Figure 42. Notice that the two end terminals are labeled 1 and 
2. The adjustable terminal or wiper is labeled 3. The potentiometer acts as a voltage divider, 
which can be illustrated by separating the total resistance into two parts as shown in 
Figure 42(c). The resistance between terminal 1 and terminal 3 (R13) is one part, and the 
resistance between terminal 3 and terminal 2 (R39) is the other part. The potentiometer acts 
like a two-resistor voltage divider that can be manually adjusted. 


x 
II 
| + 
we 
x 
II 
| + 


(a) Pictorial (b) Schematic (c) Equivalent schematic 


A FIGURE 42 


The potentiometer used as a voltage divider. 


Figure 43 shows what happens when the wiper contact (3) is moved. In part (a), the 
wiper is exactly centered, making the two resistances equal. If you measure the voltage 
across terminals 3 to 2 as indicated, you have one-half of the total source voltage. When the 
wiper is moved up from the center position, as in part (b), the resistance between terminals 
3 and 2 increases, and the voltage across it increases proportionally. When the wiper is 
moved down from the center position, as in part (c), the resistance between terminals 3 and 
2 decreases, and the voltage decreases proportionally. 
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(a) 


> FIGURE 44 


A variable voltage divider used for 
volume control in a radio receiver. 


Processing 
circuit 


(a) Storage tank 
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Level sensor 
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ol 
+ 3 | + 
Vs -s ee i Ve — 
10V _ \ 10V 7 
02 
(b) (c) 


A FIGURE 43 
Adjusting the voltage divider. 


Applications 


The volume control of a radio receiver is a common application of a potentiometer used as a 
voltage divider. Since the loudness of the sound is dependent on the amount of voltage asso- 
ciated with the audio signal, you can increase or decrease the volume by adjusting the poten- 
tiometer, that is, by turning the knob of the volume control on the set. The block diagram in 
Figure 44 shows how a potentiometer can be used for volume control in a typical receiver. 


Intermediate 
frequency ____,» Audio 
> tH Detector amplifier 
amplifier 
Volume 
control 


Figure 45 illustrates how a potentiometer voltage divider can be used as a level sensor in a 
storage tank. As shown in part (a), the float moves up as the tank is filled and moves down as 
the tank empties. The float is mechanically linked to the wiper arm of a potentiometer, as 
shown in part (b). The output voltage varies proportionally with the position of the wiper 


Resistive 
element 
(potentiometer) 


Ground 


Empty 


\ 


Moving contact 


(wiper arm) —_~ 


Float 


o 


y | 


Volume 
display 
Full 
Empty Output 
voltage 
Output voltage is 
proportional to float 
position. = Ground 
(b) Detail of level sensor (c) Schematic of level 
sensor 
A FIGURE 45 


A potentiometer voltage divider used as a level sensor. 
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arm. As the liquid in the tank decreases, the sensor output voltage also decreases. The out- 
put voltage goes to the indicator circuitry, which controls a digital readout to show the 
amount of liquid in the tank. The schematic of this system is shown in part (c). 

Another application for voltage dividers is in setting the gain of operational amplifiers and 
setting up reference voltages in power supplies. In certain precision applications, voltage di- 
viders are available in IC form. In addition, voltage dividers are used for setting the dc operating 
voltage (bias) in transistor amplifiers. Figure 46 shows a voltage divider used for this purpose. 


<q FIGURE 46 


The voltage divider used as a bias cir- 


= R, cuit for a transistor amplifier. 
Transistor 


e el Voltage Base 4 symbol 
S } <i ) 


a divider 
| a CU 


A voltage divider is useful for converting a resistance sensor output to a voltage. Resist- 
ance sensors include thermistors, CdS cells, and strain gauges. To convert a change in 
resistance to an output voltage, the resistance sensor can be used in place of one of the 
resistors of a voltage divider. 


Il configured as shown in Figure 47 that uses three AA bat- 
5 V). At dusk, the resistance of the cell rises from a low 


ater than approximately 1.5 V. What value of R will produce an 
5 V when the cell resistance is 90 kQ? 


Vour 
4/ 


CdS cell 
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8 POWER IN SERIES CIRCUITS 


Equation 6 
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The power dissipated by each individual resistor in a series circuit contributes to the 
total power in the circuit. The individual powers are additive. 


After completing this section, you should be able to 


¢ Determine power in a series circuit 


The total amount of power in a series resistive circuit is equal to the sum of the 
powers in each resistor in series. 


Py = Py + Pp2 + P3 +--+ +P, 


where Pr is the total power and P,, is the power in the last resistor in series (n can be any 
positive integer equal to the number of resistors in series). 

Power formulas are applicable to series circuits. Since each resistor in series has the 
same current through it, the following formulas are used to calculate the total power: 


Py = Vel 

Pepe PR 
V3 

P. = 2 
Ry 


where / is the current through the circuit, Vs is the source voltage across the series circuit, 
and Ry is the total resistance. 
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EXAMPLE 20 Determine the total amount of power in the series circuit in Figure 49. 
Ry Ry 
“WAM 
100 120 i 
Fi 560 = R3 
A - 
IV 


FIGURE 49 


Solution The source voltage is 15 V. The total resistance is 
Rr = 100 + 120 + 560 + 220 = 1000 
The easiest formula to use is Pp = Va/ Ry since you know both Vg and Rr. 


Bees Vv) (225 Vv" 


P 
Re 1000 1000 


= DN 


If you determine the power of each resistor separately and add all these powers, you 
obtain the same result. Another calculation will illustrate. First, find the current. 
Vs 15 V 
Rr 1000 


150 mA 


Next, calculate the power for each resistor using P = PR. 
P; = (150mA)*(10 Q) = 225 mw 
eo isu mA) (120) = 270 mw 
P3 = (150 mA)*(56.Q) = 1.26 W 
P, = (150 mA)*(22.0) = 495 mW 

Now, add these powers to get the total power. 

Py = 225mW + 270mW + 1.260 W + 495 mW = 2.25 W 
This result shows that the sum of the individual powers is equal to the total power as 


determined by the formula Py = V&/Rrp. 


Related Problem What is the total power in the circuit of Figure 49 if Vs is increased to 30 V? 


power in each resistor in a series circuit, how can you find the total 


eries circuit have the following powers: 1 W, 2 W, 5 W, and 8 W. 
power in the circuit? 

(00 ©, a 3300, and a 680 © resistor in series. There is a current of 
circuit. What is the total power? 


147 


www.EngineeringBooksPdf.com 


SERIES CIRCUITS 


9 VOLTAGE MEASUREMENTS 


When removing a battery from an 
automobile, remove the ground 
wire first. If a tool should then 
accidentally come in contact with 
the chassis and the positive 
terminal, a spark will be avoided; 
there is no current because there 
is no return path. When installing 
a battery, always install the 
ground connection last to avoid a 
spark if a tool accidentally touches 
the chassis. 
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Designate reference ground as the 0 V reference point for a circuit. Voltage is always 
measured with respect to another point in the circuit. Ground is discussed in more 
detail in this section. 


After completing this section, you should be able to 
¢ State how to measure voltage with respect to ground 


¢ Define the term reference ground 


The term ground has its origin in telephone systems in which one of the conductors was 
the earth itself. The term was also used in early radio receiving antennas (called aerials) 
where one part of the system was connected to a metal pipe driven into the earth. Today, 
ground can mean different things and is not necessarily at the same potential as the earth. 
In electronic systems, reference ground (or common) refers to a conductor that is the 
comparison point for voltage measurements in a circuit. Frequently, it is the conductor that 
carries the power supply return current. Most electronic circuit boards have a larger con- 
ducting surface area for ground. For many multilayer boards the surface area is a separate 
internal layer, which is referred to as a ground plane. 

In electrical wiring, the reference ground is usually the same as the earth potential be- 
cause neutral and earth ground are connected at the entrance point to a building. In this 
case, reference ground and earth ground are at the same potential. (Section 517 of the 
National Electric Code (NEC) specifies certain exceptions to this grounding method for 
hospital operating rooms and health care facilities.) 

The concept of reference ground is also used in automotive electrical systems. In most 
automotive systems, the chassis of the automobile is the ground reference (even though the 
tires insulate it from the earth, which can be a different potential). In nearly all modern au- 
tomobiles, the negative post of the battery is connected to the chassis with a solid low- 
resistance connection. This makes the chassis of the vehicle serve as the return path for all of 
the electrical circuits in the vehicle, as illustrated in the simplified drawing in Figure 50. In 
some vintage cars, the positive terminal was connected to the chassis in an arrangement 
called positive ground. In both cases, the chassis represents the reference ground point. 


Electrical and electronic 
loads (lights, radio, etc.) 


Chassis 


A FIGURE 50 


The chassis serves as a return path for the electrical circuits in a vehicle. 


Measuring Voltages with Respect to Ground 


When voltages are measured with respect to ground, they are indicated with a single- 
letter subscript. For example, V, is voltage at point A with respect to ground. Each circuit 
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Ly a 
10k0 
+ 
=" +12V 
R, 
D 
a 1.0k0 1.0k0 1.0k0 
(a) Positive voltages with respect to ground (b) Negative voltages with respect to ground (c) Positive and negative voltages with respect 
to ground 
A FIGURE 51 


The ground point does not affect the current in the circuit or the voltage drops across the resistors. 


in Figure 51 consists of three 1.0kQ series resistors and four lettered reference points. 
Reference ground represents a potential of 0 V with respect to all other points in each cir- 
cuit as illustrated. In part (a), the reference point is D, and all voltages are positive with 
respect to D. In part (b), the reference point is A in the circuit, and all other points have 
a negative voltage. 

Many circuits use both positive and negative voltages and as mentioned, the return path 
for these supplies is designated as reference ground. Figure 51(c) shows the same circuit 
but with two 6 V series-aiding sources replacing the 12 V source. In this case, the reference 
point is arbitrarily designated between the two voltage sources. There is exactly the same 
current in all three circuits, but now voltages are referenced to the new ground point. As 
you can see from these examples, the reference ground point is arbitrary and does not 
change the current. 

Not all voltages are measured with respect to ground. If you wish to specify the voltage 
drop across an ungrounded resistor, you can name the resistor in the subscript or use two- 
lettered subscripts. When two different subscripts are used, the voltage represents the dif- 
ference between the points. For example, Vgc means Vg — Vc. In Figure 51, Vgc is the 
same in all three circuits (+4.0 V) as you can confirm by performing the subtraction in 
each case. Another way of designating Vgc is to write simply Vpo. 

There is one more convention commonly used to express voltages using subscripts. 
Power supply voltages are usually given with a double-letter subscript. The reference point 
is ground or common. For example, a voltage written as Vcc is a positive power supply 
voltage with respect to ground. Other common power supply voltages are Vpp (positive), 
Ver (negative), and Vgg (negative). 

To measure voltages with a digital meter, the meter leads can be connected across any 
two points and the meter will indicate the voltage, either positive or negative. The meter 
reference jack is labeled “COM” (normally black). This is common only to the meter, not 
to the circuit. Figure 52 shows a DMM used to measure the voltage across the ungrounded 
(floating) resistor R>. The circuit is the same one given in Figure 51(b), which has a nega- 
tive power supply. It is shown as it might be constructed in a lab. Notice that the meter 
indicates a negative voltage, which means that the meter’s COM lead is the more positive 
lead. If you wanted to measure voltages with respect to the circuit’s reference ground, you 
would connect the COM on the meter to the circuit’s reference ground. The voltage with 
respect to the reference ground will be indicated. 

If you are using an analog meter to make circuit measurements, you must connect the 
meter so that its common lead is connected to the most negative point in the circuit, or else 
the meter movement will try to move backward. Figure 53 shows an analog meter con- 
nected to the same circuit as before; notice that the meter leads are reversed. To measure 
voltage across R>, the leads must be connected so that the meter will deflect in the positive 
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+ 
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RANGE Gp 
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vo 


4.1000 Viz, 
750V ~ 7 Gea 
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Reference 
round 
g w& [Ef 
A FIGURE 52 
A DMM has a “floating” common, so the leads can be connected to any points in the circuit and it 
will indicate the correct voltage between the two leads. 
D A 
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A FIGURE 53 


An analog meter needs to be connected so that the positive lead goes to the more positive point in 
the circuit. 
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direction. The positive lead on the meter is connected to the more positive point in the cir- 
cuit, which in this case is the circuit’s ground. The user appends a minus sign to the read- 


ing when recording the reading. 


EXAMPLE 21 


Determine the voltages at each of the indicated points in each circuit of Figure 54 with 
respect to ground. Since each of the four resistors has the same value, 25 V are 
dropped across each one. 


Solution 


Related Problem 


10ka 10kQ 1.0kQ 
A —W- ma A —W- mala A —W- ma 
= 10K0 = 10K0 = 10K0 
+ = + = el sé 
lov “|e lov = ze 100v = ol 
10ka = ni 10ka es Bore Loko Sr0Ko = 
$M —I lL—=yt—t cL =I p 
(a) (b) (c) 
A FIGURE 54 


For the circuit in Figure 54(a), the voltage polarities are as shown. Point E is ground. 
Single-letter subscripts denote voltage at a point with respect to ground. The voltages 
with respect to ground are as follows: 


Ve = OV, Vp — +25 V, Vco= +50 V, Ve = 75 V, Va = +100V 


For the circuit in Figure 54(b), the voltage polarities are as shown. Point D is 
ground. The voltages with respect to ground are as follows: 


Ve = 25) Vi, Vp = OV, Veo= 25) Vi. Vz = +50 V, Va = +75 V 


For the circuit in Figure 54(c), the voltage polarities are as shown. Point C is 
ground. The voltages with respect to ground are as follows: 


Ve = —50V, Vp = —25 V, Vc = OV, Vz = +25 V, Va = +50V 


If the ground is moved to point A in Figure 54(a), what are the voltages at each of the 
other points with respect to ground? 


Open Multisim file E04-21. For each circuit, verify the values of the voltages at each 
point with respect to ground. Repeat for the related problem. 


the reference point in a circuit called? 

, ina circuit is +5.0 V, what is Vgq? 

es in a circuit are generally referenced to ground. 
housing or chassis can be used as reference ground. 


(True or False) 
(True or False) 
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Open components or contacts and shorts between conductors are common problems in 
all circuits. An open produces an infinite resistance. A short produces a zero resistance. 


After completing this section, you should be able to 
« Troubleshoot series circuits 


* Check for an open circuit 


Open Circuit 


The most common failure in a series circuit is an open. For example, when a resistor or a 
lamp burns out, it creates an open, causing a break in the current path, as illustrated in 
Figure 55. 


An open in a series circuit prevents current. 


OA Open filament 


(a) A complete series circuit has current. 


(b) An open series circuit has no current. 


+ 


+ 


A FIGURE 55 


Current ceases when an open occurs. 


Troubleshooting an Open Keep in mind the analysis, planning, and measurement 
(APM) approach to troubleshooting and the half-splitting method using an ohmmeter. 
Now, the same principles will be applied using voltage measurements instead of resistance 
measurements. As you know, voltage measurements are generally the easiest to make 
because you do not have to disconnect anything. 

As a beginning step, prior to analysis, it is a good idea to make a visual check of the 
faulty circuit. Occasionally, you can find a charred resistor, a broken lamp filament, a loose 
wire, or a loose connection this way. However, it is possible (and probably more common) 
for a resistor or other component to open without showing visible signs of damage. When 
a visual check reveals nothing, then proceed with the APM approach. 

When an open occurs in a series circuit, all of the source voltage appears across the 
open. The reason for this is that the open condition prevents current through the series cir- 
cuit. With no current, there can be no voltage drop across any of the other resistors (or 
other component). Since JR = (0 A)R = OV, the voltage on each end of a good resistor 
is the same. Therefore, the voltage applied across a series string also appears across the 
open component because there are no other voltage drops in the circuit, as illustrated in 
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R, Ry R; igy aed Rs Rg 
R 
AWW AMA 4 “AMA 
OV OV OV A OV OV 
Vs == 10V OPEN 


I 


Figure 56. The source voltage will appear across the open resistor in accordance with 
Kirchhoff’s voltage law as follows: 
Vs = Vi + Vz + V3 + V4 + V5 + Vo 
V4 = Vs — Vi — V2 — V3 — V5 — Vo 
=10V-0V-0V-0V-0V-OV 
V4, = Vs = 10V 


Example of Half-Splitting Using Voltage Measurements Suppose a circuit has four 
resistors in series. You have determined by analyzing the symptoms (there is voltage but no 
current) that one of the resistors is open, and you are planning to find the open resistor us- 
ing a voltmeter for measuring by the half-splitting method. A sequence of measurements 
for this particular case is illustrated in Figure 57. 


Step 1: Measure across R, and R> (the left half of the circuit). A 0 V reading indicates 
that neither of these resistors is open. 


Step 2: Move the meter to measure across R3 and Ry; the reading is 10 V. This indicates 
there is an open in the right half of the circuit, so either R3 or Ry is the faulty re- 
sistor (assume no bad connections). 


Step 3: Move the meter to measure across R3. A measurement of 10 V across R3 iden- 
tifies it as the open resistor. If you had measured across Rg, it would have indi- 
cated 0 V. This would have also identified R3 as the faulty component because 
it would have been the only one left that could have 10 V across it. 


fe OY = 


A FIGURE 57 


Troubleshooting a series circuit for an open using half-splitting. 


<4 FIGURE 56 


The source voltage appears across 
the open series resistor. 


When measuring a 


hold both ends of a high-value 


the meter probes, the 
measurement will be inaccurate 


with a high-value resistor, the 
measured value will be less than 
the actual value of the resistor. 
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resistance, make sure 
that you do not touch 
the meter leads or the 
resistor leads. If you 


resistor in your fingers along with 
because your body resistance can 


affect the measured value. When 
body resistance is placed in parallel 
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Short Circuit 


Sometimes an unwanted short circuit occurs when two conductors touch or a foreign object 
such as solder or a wire clipping accidentally connects two sections of a circuit together. 
This situation is particularly common in circuits with a high component density. Three po- 
tential causes of short circuits are illustrated on the PC board in Figure 58. 


> FIGURE 58 Wire 
Examples of shorts on a PC board. slipping 


Solder splash 


When there is a short, a portion of the series resistance is bypassed (all of the current 
goes through the short), thus reducing the total resistance as illustrated in Figure 59. Notice 
that the current increases as a result of the short. 


A short in a series circuit causes more current. 


> FIGURE 59 


The effect of a short in a series 
circuit. 


(a) Before short (b) After short 


Troubleshooting a Short A short is generally very difficult to troubleshoot. As in any 
troubleshooting situation, it is a good idea to make a visual check of the faulty circuit. In 
the case of a short in the circuit, a wire clipping, solder splash, or touching leads is often 
found to be the culprit. In terms of component failure, shorts are less common than opens 
in many types of components. Furthermore, a short in one part of a circuit can cause over- 
heating in another part due to the higher current caused by the short. As a result two fail- 
ures, an open and a short, may occur together. 

When a short occurs in a series circuit, there is essentially no voltage across the shorted 
part. A short has zero or near zero resistance, although shorts with significant resistance 
values can occur from time to time. These are called resistive shorts. For purposes of illus- 
tration, zero resistance is assumed for all shorts. 

In order to troubleshoot a short, measure the voltage across each resistor until you get a 
reading of 0 V. This is the straightforward approach and does not use half-splitting. In order 
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to apply the half-splitting method, you must know the correct voltage at each point in the 
circuit and compare it to measured voltages. Example 22 illustrates using half-splitting to 
find a short. 


EXAMPLE 22 Assume you have determined that there is a short in a circuit with four series resistors be- 
cause the current is higher than it should be. You know that the voltage at each point in the 
circuit should be as shown in Figure 60 if the circuit is working properly. The voltages are 
shown relative to the negative terminal of the source. Find the location of the short. 


FIGURE 60 


T.5V SV 25 V 
Series circuit (without a short) Lil wT Lhd Aid 
R Ry R; Ry 


with correct voltages marked. 


Solution Use the half-splitting method to troubleshoot the short. 


Step 1: Measure across R; and Ry. The meter shows a reading of 6.67 V, which is 
higher than the normal voltage (it should be 5 V). Look elsewhere for a 
voltage that is lower than normal because a short will make the voltage less 
across that part of the circuit. 

Step 2: Move the meter and measure across R3 and Ry; the reading of 3.33 V is incor- 
rect and lower than normal (it should be 5 V). This shows that the short is in 
the right half of the circuit and that either R3 or Ry is shorted. 


Step 3: Again move the meter and measure across R3. A reading of 3.3 V across R3 
tells you that Ry is shorted because it must have 0 V across it. Figure 61 
illustrates this troubleshooting technique. 


FIGURE 61 


Troubleshooting a series circuit 
for a short using half-splitting. 


Related Problem Assume that R, is shorted in Figure 61. What would the Step 1 measurement be? 
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Name two general ways in which an open circuit can occur in practice. How can a short 
circuit occur? 
hen a resistor fails, it will normally open. (True or False) 


The total voltage across a string of series resistors is 24 V. If one of the resistors is 
how much voltage is there across it? How much is there across each of the good 
Tesistors? 

Explain why the voltage measured in Step 1 of Figure 61 is higher than normal. 


n Assignment PUTTING YOUR KNOWLEDGE 


To WoRK 


For this assignment, suppose your : Step 2: Determining the Voltages 
supervisor has given you a voltage- 
divider board to evaluate and modify if 
necessary. You will use it to obtain five 
different voltage levels from a 12 V battery that has a 6.5 Ah rat- 

ing. The voltage divider provides positive reference voltages to an 


Determine each output voltage on the existing circuit 

board when the positive side of the 12 V battery is con- 
nected to pin 3 and the negative side is connected to 

pin 1. Compare the existing output voltages to the following 


: specifications: 
electronic circuit in an analog-to-digital converter. Your job will be ; 
to check the circuit to see if it provides the following voltages Pin 1: negative terminal of 12 V battery 
within a tolerance of +5% with respect to the negative side of the Rink =25 70 
battery: 10.4 V, 8.0 V, U3) V, 6.0 V, and 2.7 V. If the existing circuit Pin 3: positive terminal of 12 V battery 


does not provide the specified voltages, you will modify it so that , 
; : Pin 4: 10.4V + 5% 
it does. Also, you must make sure that the power ratings of the re- 


sistors are adequate for the application and determine how long Pin 5: 8.0 V + 5% 
the battery will last with the voltage divider connected to it. Prin 6B Wa) W SE SV 
Step 1: Drawing the Schematic of the Circuit : Pin 7: 6.0 V + 5% 


Use Figure 62 to determine the resistor values and draw the 


schematic of the voltage-divider circuit. All the resistors on the | Step 3: Modifying the Existing Circuit (if necessary) 
board are 0.25 W. 


If the output voltages of the existing circuit are not the same as 
those stated in the specifications of Step 2, make the necessary 
changes in the circuit to meet the specifications. Draw a 
schematic of the modified circuit showing resistor values and 
adequate power ratings. 


: Step 4: Determining the Life of the Battery 


Find the total current drawn from the 12 V battery when the 
: voltage-divider circuit is connected and determine how many 
days the 6.5 Ah battery will last. 


Step 5: Developing a Test Procedure 


Determine how you would test the voltage-divider board and 
| what instruments you would use. Then detail your test procedure 
A FIGURE 62 : in a step-by-step format. 
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Step 6: Troubleshooting the Circuit 


Determine the most likely fault for each of the following cases 
(voltages are with respect to the negative battery terminal (pin 1 
on the circuit board): 


1. No voltage at any of the pins on the circuit board 
2. 12 V at pins 3 and 4. All other pins have 0 V. 

3. 12 V at all pins except 0 V at pin 1 

4. 12 V at pin 6 and OV at pin7 

5. 3.3 V at pin 2 


Multisim Analysis 


ee Yy 


1. Using Multisim, connect the circuit based on the 
schematic from Step | and verify the output volt- 


2. Insert faults determined in Step 6 and verify the resulting 


voltage measurements. 


Review 


1. What is the total power dissipated by the voltage-divider cir- 


cuit with a 12 V battery? 


. What are the output voltages from the voltage divider if the 


positive terminal of a 6 V battery is connected to pin 3 and 
the negative terminal to pin 1? 


. When the voltage-divider board is connected to the electronic 


circuit to which it is providing positive reference voltages, 
which pin on the board should be connected to the ground of 
the electronic circuit? 


ages specified in Step 2. 


® The total series resistance is the sum of all resistors in the series circuit. 


® The total resistance between any two points in a series circuit is equal to the sum of all resistors 
connected in series between those two points. 


Sd 


If all of the resistors in a series circuit are of equal value, the total resistance is the number of re- 
sistors multiplied by the resistance value of one resistor. 


The current is the same at all points in a series circuit. 

Voltage sources in series add algebraically. 

Kirchhoff’s voltage law: The sum of the voltage drops in a series circuit equals the total source voltage. 
Kirchhoff’s voltage law: the algebraic sum of all the voltages around a closed single path is zero. 
The voltage drops in a circuit are always opposite in polarity to the total source voltage. 

Current is defined to be out of the negative side of a source and into the positive side. 

Current is defined to be into the negative side of each resistor and out of the positive side. 


A voltage divider is a series arrangement of resistors connected to a voltage source. 


S i A 2 2 2 A 


A voltage divider is so named because the voltage drop across any resistor in the series circuit is 
divided down from the total voltage by an amount proportional to that resistance value in relation 
to the total resistance. 


Sd 


A potentiometer can be used as an adjustable voltage divider. 


® The total power in a resistive circuit is the sum of all the individual powers of the resistors mak- 
ing up the series circuit. 


® Voltages given with a single-lettered subscript are referenced to ground. When two different let- 
ters are used in the subscript, the voltage is the difference in the two points. 


Ground (common) is zero volts with respect to all points referenced to it in the circuit. 
Negative ground is the term used when the negative side of the source is grounded. 
Positive ground is the term used when the positive side of the source is grounded. 


The voltage across an open component always equals the source voltage. 


¢¢ ¢ ¢ ¢ 


The voltage across a shorted component is always 0 V. 


Kirchhoff’s voltage law A law stating that (1) the sum of the voltage drops around a single closed 
path equals the source voltage in that loop or (2) the algebraic sum of all the voltages around a single 
closed path in a circuit is zero. 
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Open A circuit condition in which the current path is interrupted. 

Reference ground The metal chassis that houses the assembly or a large conductive area on a 
printed circuit board used as the common or reference point; also called common (com). 

Series In an electric circuit, a relationship of components in which the components are connected 
such that they provide a single current path between two points. 

Series-aiding An arrangement of two or more series voltage sources with polarities in the same di- 
rection. 

Series-opposing An arrangement of two series voltage sources with polarities in the opposite di- 
rection; not a normal configuration. 

Short A circuit condition in which there is a zero or abnormally low resistance path between two 
points: usually an inadvertent condition. 


Voltage divider A circuit consisting of series resistors across which one or more output voltages 
are taken. 


Ry = Ry + Ro + RZ +++ +R, Total resistance of n resistors in series 
2 Ry = nR Total resistance of n equal-value resistors in 
series 

3 Vg = Vy + V2 + V3 +-°-4+ 'V;, Kirchhoff’s voltage law in a series circuit 
4 V, + V2 + V3 +-+-+ V, = 0 Kirchhoff’s voltage law 

R 
5 V, = (F)¥s Voltage-divider formula 

T 

6 Py = Py + Pp + P3 +++: t+ Py Total power 


Answers are at the end of the chapter. 


1. A series circuit can have more than one path for current. 
. The total resistance of a series circuit can be less than the largest resistor in that circuit. 


2. 

3. If two series resistors are different sizes, the larger resistor will have the larger current. 
4. If two series resistors are different sizes, the larger resistor will have the larger voltage. 
5 


. If three equal resistors are used in a voltage divider, the voltage across each one will be one- 
third of the source voltage. 


6. There is no valid electrical reason for installing flashlight batteries so that they are series- 
opposing. 
7. Kirchhoff’s voltage law is valid only if a loop contains a voltage source. 


8. The voltage-divider equation can be written as V, = (R,/Ry)Vs. 


9. The power dissipated by the resistors in a series circuit is the same as the power supplied by 
the source. 
10. If point A in a circuit has a voltage of +10 V and point B has a voltage of —2 V, then V,z is 


+8V. 


“SELF-TEST Answers are at the end of the chapter. 


1. Five equal-value resistors are connected in series and there is a current of 2 mA into the first 
resistor. The amount of current out of the second resistor is 


(a) 2mA (b) 1 mA (c) 4mA (d) 0.4mA 


2. To measure the current out of the third resistor in a circuit consisting of four series resistors, an 
ammeter can be placed 


(a) between the third and fourth resistors (b) between the second and third resistors 


(c) at the positive terminal of the source (d) at any point in the circuit 
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3. When a third resistor is connected in series with two series resistors, the total resistance 
(a) remains the same (b) increases (c) decreases (d) increases by one-third 

4. When one of four series resistors is removed from a circuit and the circuit reconnected, the current 
(a) decreases by the amount of current through the removed resistor 
(b) decreases by one-fourth (c) quadruples (d) increases 


5. A series circuit consists of three resistors with values of 100 , 220 Q, and 330. The total re- 
sistance is 


(a) less than 100 0 (b) the average of the values (c) 5500 (d) 6500, 


6. A9V battery is connected across a series combination of 68 0, 33 Q, 100 , and 47 O resistors. 
The amount of current is 


(a) 36.3 mA (b) 27.6A (c) 22.3 mA (d) 363 mA 


7. While putting four 1.5 V batteries in a flashlight, you accidentally put one of them in back- 
ward. The light will be 


(a) brighter than normal (b) dimmer than normal (c) off (d) the same 


8. If you measure all the voltage drops and the source voltage in a series circuit and add them 
together, taking into consideration the polarities, you will get a result equal to 


(a) the source voltage (b) the total of the voltage drops 
(c) zero (d) the total of the source voltage and the voltage drops 


9. There are six resistors in a given series circuit and each resistor has 5 V dropped across it. The 
source voltage is 


(a) 5V (b) 30 V 
(c) dependent on the resistor values (d) dependent on the current 


10. A series circuit consists of a 4.7 kQ, a 5.6 kQ, and a 10 kO resistor. The resistor that has the 
most voltage across it is 


(a) the 4.7kO, (b) the 5.6kO, 
(c) the 10kO, (d) impossible to determine from the given information 


11. Which of the following series combinations dissipates the most power when connected across a 
100 V source? 


(a) one 100 Q resistor (b) two 100 Q resistors 
(c) three 100 Q resistors (d) four 100 Q resistors 


12. The total power in a certain circuit is 1 W. Each of the five equal-value series resistors making 
up the circuit dissipates 


(a) 1W (b) 5 W (c) 0.5 W (d) 0.2 W 


13. When you connect an ammeter in a series resistive circuit and turn on the source voltage, the 
meter reads zero. You should check for 


(a) a broken wire (b) a shorted resistor (c) an open resistor (d) both (a) and (c) 


14. While checking out a series resistive circuit, you find that the current is higher than it should 
be. You should look for 


(a) an open circuit (b) a short (c) a low resistor value (d) both (b) and (c) 


IOOTIN G : The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
AND CAUSE Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 63. 


1. Symptom: The ammeter reading is zero, the voltmeter 1 and voltmeter 3 readings are zero, and 
b the voltmeter 2 reading is 10 V. 


Cause: 

(a) R, is open. 
(b) Ro is open. 
(c) R3 is open. 
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> FIGURE 63 


The meters indicate the correct read- 
ings for this circuit. 


2. Symptom: The ammeter reading is zero, and all the voltmeter readings are zero. 
Cause: 
(a) A resistor is open. 
(b) The voltage source is turned off or faulty. 
(c) One of the resistor values is too high. 

3. Symptom: The ammeter reading is 2.33 mA, and the voltmeter 2 reading is zero. 
Cause: 
(a) R, is shorted. (b) The voltage source is set too high. (c) Ro is shorted. 


4. Symptom: The ammeter reading is zero, voltmeter 1 reads 0 V, voltmeter 2 reads 5 V, and volt- 
meter 3 reads 5 V. 


Cause: 
(a) R, is shorted. (b) R, and Ro are open. (c) Ro and R3 are open. 


5. Symptom: The ammeter reading is 0.645 mA, the voltmeter | reading is too high, and the other 
two voltmeter readings are too low. 


Cause: 
(a) R, has an incorrect value of 10kQ. 
(b) R> has an incorrect value of 10kQ. 


(c) R3 has an incorrect value of 10kQ. 


Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 _ Resistors in Series 


1. Connect each set of resistors in Figure 64 in series between points A and B. 


(a) (b) (c) 


A FIGURE 64 
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2. Determine which resistors in Figure 65 are in series. Show how to interconnect the pins to put 
all the resistors in series. 


3. Determine the resistance between pins | and 8 in the circuit board in Figure 65. 


4. Determine the resistance between pins 2 and 3 in the circuit board in Figure 65. 


BWNR 


nn 


A FIGURE 65 


SECTION 2 Total Series Resistance 
5. An 82 ( resistor and a 56 () resistor are connected in series. What is the total resistance? 


6. Find the total resistance of each group of series resistors shown in Figure 66. 


rrre Trrrne 7 La ZEEE EERE ET rrne TET Ls 
rrr errr OPP PPP ee Pee 2 ae 
= PErenrnerne EERE EEE EE = of 
= PFRrrrereree ZEEE EER EOE . rrr PEP rnrnne a 
= EP m Le Ce ee, | 


(b) (c) (d) 
A FIGURE 66 


7. Determine Ry for each circuit in Figure 67. Show how to measure Ry with an ohmmeter. 


+ + o ANA —AM, 


, 1L0kO 100 100 1.0MQ 560kQ 1.0 MO, 
4.7kO 
_ 120 680 kO 
2.2kO, 100 10 MQ, 
(a) (b) (c) 
A FIGURE 67 
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8. What is the total resistance of twelve 5.6 kQ. resistors in series? 


9. Six 47 QO resistors, eight 100 2 resistors, and two 22 Q resistors are in series. What is the total 
resistance? 


10. The total resistance in Figure 68 is 20 kO. What is the value of R5? 


> FIGURE 68 R, Ry 
ov 
4.7kQ 1.0kO 
R; > 2.2kO0 
Rs R, 
ov 
3.9 kO 


11. Determine the resistance between each of the following sets of pins on the PC board in 
Figure 65. 


(a) pin | and pin 8 (b) pin 2 and pin 3 
(c) pin 4 and pin 7 (d) pin 5 and pin 6 


12. If all the resistors in Figure 65 are connected in series, what is the total resistance? 


SECTION 3. Current in a Series Circuit 


13. What is the current through each of four resistors in a series circuit if the source voltage is 12 V 
and the total resistance is 120 0? 


14. The current from the source in Figure 69 is 5 mA. How much current does each milliammeter 
in the circuit indicate? 


> FIGURE 69 AM, 


@ “ @ 
i ii 
7 

— =e 


SECTION 4 Application of Ohm’s Law 


15. What is the current in each circuit of Figure 70? Show how to connect an ammeter in each case. 


>» FIGURE 70 


+ 


n= 2.2 kO, 1oMaS Ry 
+ R, 


n= 5.6 kO 16Vv= : 


RS 10kO 560 kA Sk 


(a) (b) 


5.5.V 


2.2 MO, 


16. Determine the voltage across each resistor in Figure 70. 
17. Three 470 Q resistors are in series with a 48 V source. 
(a) How much current is there? 
(b) What is the voltage across each resistor? 
(c) What is the minimum power rating of the resistors? 


18. Four equal-value resistors are in series with a 5 V source, and a current of 1 mA is measured. 
What is the value of each resistor? 
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SECTION 5 _ Voltage Sources in Series 
19. Show how to connect four 6 V batteries to achieve a voltage of 24 V. 


20. What happens if one of the batteries in Problem 19 is accidentally connected in reverse? 


SECTION 6 _ Kirchhoff’s Voltage Law 


21. The following voltage drops are measured across each of three resistors in series: 5.5 V, 8.2 V, 
and 12.3 V. What is the value of the source voltage to which these resistors are connected? 


22. Five resistors are in series with a 20 V source. The voltage drops across four of the resistors are 
1.5 V, 5.5 V, 3 V, and 6 V. How much voltage is across the fifth resistor? 


23. Determine the unspecified voltage drop(s) in each circuit of Figure 71. Show how to connect a 
voltmeter to measure each unknown voltage drop. 


> FIGURE 71 .2v_, Vo BV ie 
WWW AW, WW, 
R R 
ra + + 
bv= iv= —— SK 
0.5 a 7 15, 4R 3R 
MW WW WW, AW, 


(a) (b) 


SECTION 7 Voltage Dividers 


24. The total resistance of a series circuit is 500 . What percentage of the total voltage appears 
across a 22 Q resistor in the series circuit? 


25. Find the voltage between A and B in each voltage divider of Figure 72. 


> FIGURE 72 
10Ka= 
1009S 
+4 + @oA 
Lov= tod a 
- - 22k S 
02 33K0S 


(a) (b) 


26. Determine the voltage with respect to ground for output A, B, and C in Figure 73(a). 


27. Determine the minimum and maximum output voltage from the voltage divider in Figure 73(b). 


> FIGURE 73 ° OA 
R, R, 
5.6k0 470 0 
@——_oB 
Vs us Vs hs S40 
15°V = 10kQ 12V 1.0kQ + 
oc 
ses BS Vout 
3.3kO 680 0, 
e O GND ® O 


(a) (b) 
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28. What is the voltage across each resistor in Figure 74? R is the lowest value and all others are 
multiples of that value as indicated. 


> FIGURE 74 R 


2S 


v= Re 
se RS 


hte em 
ee ee 


ew 


Ce ee | 
PPP 
PPP =f of 


Ane (b) Protoboard with meter leads (yellow and green) 
RANGE @> and power supply leads (red and black) 
AUTORANGE GED 
TOUCH/HOLD E> connected 


A 100V=) = 
750V~ 1 com 


FUSED 


(a) Meter with leads 
going to protoboard 


A FIGURE 75 


SECTION 8 _ Power in Series Circuits 
30. Five series resistors each dissipate 50 mW of power. What is the total power? 


31. Find the total power in Figure 75. 


SECTION 9 Voltage Measurements 


32. Determine the voltage at each point with respect to ground in Figure 76. 


> FIGURE 76 st Wy B 
5.6kO 
= 5.6kO 
7 
10v= Cc 
= 1.0kO 
’ WW D 
= 1.0k0 
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33. In Figure 77, how would you determine the voltage across R2 by measurement, without con- 
necting a meter directly across the resistor? 

34. Determine the voltage at each point with respect to ground in Figure 77. 

35. In Figure 77, what is Vac? 

36. In Figure 77, what is Vc4? 


A & pp B® 6 & p 
Wy 


560 kO. 100 kQ 1.0 MO, 


560 kO. 100 kO. 


> FIGURE 77 


SECTION 10 Troubleshooting 


37. By observing the meters in Figure 78, determine the types of failures in the circuits and which 


components have failed. 


(b) 


A FIGURE 78 
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38. Is the multimeter reading in Figure 79 correct? If not, what is wrong? 


Ene e 


Seren rere rree 


OOO, ee 


+t 

PRESS 

RANGE Gp 
AUTORANGE E> 
TOUCH/HOLD 


(b) Protoboard with meter leads connected 


IN ioe = 
70V~ 1 cow 


FUSED 


(a) Meter with leads 
going to protoboard 


A FIGURE 79 


ADVANCED PROBLEMS 


39. Determine the unknown resistance (R3) in the circuit of Figure 80. 


> FIGURE 80 R, Ry 
10 mA 680 0, 1.0kQ 
+ 
20V= R; = 
Rs R, 
t+—W AW 
= 2700 2700 


40. You have the following resistor values available to you in the lab in unlimited quantities: 
10 Q, 100 Q, 470 Q, 560 ©, 680 O, 1.0 kQ, 2.2 kO, and 5.6 kQ. All of the other standard values 
are out of stock. A project that you are working on requires an 18 kO, resistance. What combi- 


nation of available values can you use to obtain the needed value? 


41. Determine the voltage at each point in Figure 81 with respect to ground. 


> FIGURE 81 
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42. Find all the unknown quantities (shown in red) in Figure 82. 
> FIGURE 82 R, 
7 ° 
vi R 
SL 
+ 1002S v, ae + 20 mA | 
30V = S 4 § 20 V 
x R; 
NW Rs S6.6V | 
+ - = 
Re V3 Ad 
¢— WW . O 
= 6 R3=R, 


43. 


44. 


45. 


46. 


47. 


48. 


49. 


: ie 


There are 250 mA in a series circuit with a total resistance of 1.5 kQ. The current must be 
reduced by 25%. Determine how much resistance must be added in order to accomplish this 
reduction in current. 


Four 2 W resistors are in series: 47 0, 68 ©, 100 Q, and 120 Q. To what maximum value can 
the current be raised before the power rating of one of the resistors is exceeded? Which resistor 
will burn out first if the current is increased above the maximum? 


A certain series circuit is made up of a ¥ W resistor, a 4 W resistor, and a 2 W resistor. The 
total resistance is 2400 (). If each of the resistors is operating at its maximum power level, de- 
termine the following: 


(a) I (b) Vs (c) the value of each resistor 


Using 1.5 V batteries, a switch, and three lamps, devise a circuit to apply 4.5 V across one lamp, 
two lamps in series, or three lamps in series with a single control switch. Draw the schematic. 


Develop a variable voltage divider to provide output voltages ranging from a minimum of 10 V 
to a maximum of 100 V using a 120 V source. The maximum voltage must be at the maximum 
resistance setting of the potentiometer. The minimum voltage must be at the minimum resist- 
ance (zero ohms) setting. The current is to be 10 mA. 


Using the standard resistor values given in the Table of Standard Resistor Values (found at the 
end of this chapter), design a voltage divider to provide the following approximate voltages 
with respect to the negative terminal of a 30 V source: 8.18 V, 14.7 V, and 24.6 V. The current 
drain on the source must be limited to no more than 1 mA. The number of resistors, their resist- 
ance values, and their power ratings must be specified. Draw a schematic showing the circuit 
with all resistor values indicated. 


On the double-sided PC board in Figure 83, identify each group of series resistors and deter- 
mine its total resistance. Note that many of the interconnections feed through the board from 
the top side to the bottom side. 


L 2 3.4 5 6 654 3 2 1 
Top Bottom 
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50. What is the total resistance from A to B for each switch position in Figure 84? 


> FIGURE 84 


Rs 


680 0 


51. Determine the current measured by the meter in Figure 85 for each switch position. 


> FIGURE 85 R, Ry Ry 
200 | 4700 | 5109 

ao 2 

(eo; . J 
A iD 
Ry 
a 1.0kO 
wv= 
’ ©) 
= + 


52. Determine the current measured by the meter in Figure 86 for each position of the ganged 


switch. 
> FIGURE 86 R, Ry R; 
9-9 
1.0kO0, 33 kO 68 kO 


53. Determine the voltage across each resistor in Figure 87 for each switch position if the current 
through Rs is 6 mA when the switch is in the D position. 


> FIGURE 87 
ale) 
R R, R3 ——— D 
WW —#$W—$ Wy Wyo 9 
18kQ  10kQ = 8200 560.0 
+ 
BV = SR; 
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54. Table 1 shows the results of resistance measurements on the PC circuit board in Figure 83. Are 
these results correct? If not, identify the possible problems. 


> TABLE 1 
BETWEEN PINS RESISTANCE 


1 and 2 co 
1 and 3 (oe) 
land 4 4.23 kO, 
1 and 5 oe) 
1 and 6 oe) 
2 and 3 23.6kO, 
2 and 4 co 
2 and 5 co 
2 and 6 ee) 
3 and 4 oo 
3 and 5 co 
3 and 6 co 
4 and 5 oe) 
4 and 6 ee) 
5 and 6 19.9kO, 


55. You measure 15 kQ between pins 5 and 6 on the PC board in Figure 83. Does this indicate a 
problem? If so, identify it. 


56. In checking out the PC board in Figure 83, you measure 17.83 kQ, between pins | and 2. Also, 
you measure 13.6 kO, between pins 2 and 4. Does this indicate a problem on the PC board? If 
so, identify the fault. 


57. The three groups of series resistors on the PC board in Figure 83 are connected in series with 
each other to form a single series circuit by connecting pin 2 to pin 4 and pin 3 to pin 5. A volt- 
age source is connected across pins | and 6 and an ammeter is placed in series. As you increase 
the source voltage, you observe the corresponding increase in current. Suddenly, the current 
drops to zero and you smell smoke. All resistors are 2 W. 


(a) What has happened? 
(b) Specifically, what must you do to fix the problem? 
(c) At what voltage did the failure occur? 


58. Open file P04-58: Files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault and, if so, identify the fault. 


59. Open file P04-59. Determine if there is a fault and, if so, identify the fault. 
60. Open file P04-60. Determine if there is a fault and, if so, identify the fault. 
61. Open file P04-61. Determine if there is a fault and, if so, identify the fault. 
62. Open file P04-62. Determine if there is a fault and, if so, identify the fault. 
63. Open file P04-63. Determine if there is a fault and, if so, identify the fault. 


ES) MULTISIM TROUBLESHOOTING PROBLEMS 


SECTION CHECKUPS 


SECTION 1_ Resistors in Series 


1. Series resistors are connected end-to-end in a “string.” 


2. There is a single current path in a series circuit. 
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3. See Figure 88. 


> FIGURE 88 Ry 
Ao—MA—o— A A 
R, Rs Rg 
n= R, Ry 
R Re 
Bo—A\\,—o— B B 


> FIGURE 89 Ry 


SECTION 2. Total Series Resistance 
1. (a) Rp = 3304+ 1000 + 100 = 1230 
(b) Rp = 390 + 5692+ 100 = 1050 
(c) Rr = 8200, + 22000 + 10000 = 40200 
2. Rr = 1000 + 2(47Q) + 4120) + 3300 = 5720 
3. 10kQ — 8.8kO = 1.2kO0, 
4. Ry = 12(47Q) = 5640, 


SECTION 3 Current in a Series Circuit 
1. The current is the same at all points in a series circuit. 
2. There are 20 mA through the 47 O resistor. 
3. 50 mA between C and D, 50 mA between E and F 
4. Ammeter | indicates 17.9 mA. Ammeter 2 indicates 17.9 mA. 


SECTION 4 Ohm)’s Law in Series Circuits 


1. 7 = 6V/300Q0 = 0.020A = 20mA 

2. V = (5mA)(43.Q) = 125mV 

3. V; = (SmA)(10Q) = 50mV, V> = (5mA)(15Q) = 75 mV, V3 = (5mA)(18Q) = 90mV 
4, R = 1.25V/4.63 mA = 2700 

5. R= 1300 


SECTION 5 Voltage Sources in Series 
1. 60 V/12 V = 5; see Figure 90. 


12V 12V 12V 12V 12V 
o—|IH—I HI H+ ~ 
- + = t+oo- t+ = too- + 


= 60 V >+ 


A FIGURE 90 
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2. Vr = (4)0.5 V) = 6.0V 
3. See Figure 91. 


> FIGURE 91 


4. Vso = 6V + 15V = 21V 
5. 3.0V 


SECTION 6 _ Kirchhoff’s Voltage Law 
1. Kirchhoff’s voltage law states: 
(a) The algebraic sum of the voltages around a closed path is zero. 
(b) The sum of the voltage drops equals the total source voltage. 
~ Vercot) = Vs = 50V 
Vai = Veo = 10V/2 =5V 
Vr3 = 25V -—SV - 10V = 10V 
Vg =1V+3V4+5V4+7V4+8V=24V 
SECTION 7 Voltage Dividers 


1. A voltage divider is a series circuit with two or more resistors in which the voltage taken across 
any resistor or combination of resistors is proportional to the value of that resistance. 


eS) 


. Two or more resistors form a voltage divider. 

. V. = (R,/Ry)Vsg is the general voltage-divider formula. 

~ Vr = 20V/2 = 10V 

. See Figure 92. Ve; = (56k0/138k0)10 V = 4.06 V, 
Varo = (82k0/138kO)10 V = 5.94 V. 


6. Set the potentiometer at the midpoint. 


an & Ww NY 


>» FIGURE 92 


a 


SECTION 8 _ Power in Series Circuits 
1. Add the powers in each resistor to get total power. 
2. Pp = 1W+2W=5W+ 8W= 16W 
3. Py = (I[mA)’? (1000 + 3300 + 680Q) = 1.11mW 


SECTION 9 Voltage Measurements 
1. Ground 
2. -5.0V 
3. True 
4. True 
SECTION 10 Troubleshooting 
1. An open is a break in the current path. 


2. A short is a zero resistance path that bypasses a portion of a circuit. 
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. Current ceases when a series circuit opens. 


. An open can be created by a component failure or a faulty contact. A short can be created by 


wire clippings, solder splashes, etc. 


5. True 


. 24 V across the open R; 0 V across the other resistors. 


. Because Ry is shorted, more voltage is dropped across the other resistors than normal. The total 


voltage is divided across three equal-value resistors. 


RELATED PROBLEMS FOR EXAMPLES 


1 


CSC PmrPnrntana un & Ww NY 


10 
11 
12 


a. Left end of R; to terminal A, right end of Ry to top end of R3, bottom end of R3 to right end 
of Rs, left end of Rs to left end of Ro, right end of R> to right end of Ry, left end of Ry, to ter- 
minal B 


b. Ry = 1.0k0, Ro = 33kO, R3 = 39kO, Ry = 470.0, Rs = 22k0, 
The two series circuits are connected in series, so all the resistors on the board are in series. 
258 Q (No change) 

12.1kO, 

22 kO, 

4.36kO, 

18.5 mA 

7.8V 

V, = 1V, V2 = 3.3 V, V3 = 2.2 V, Vs = 6.5 V, Vsomax) = 32.5 V 
2750, 

6V 

See Figure 93. 


> FIGURE 93 ee 


13 
14 
15 
16 
17 
18 


19 


172 


=12'V 


10 V, 20V 

6.5V 

430.0 

V = 3.13 V; Vo = 6.87V 

Y= GVH 37 

Van = 4V3 Vac = 36.8 V; Vac = 32.8 V; Vap = 46. V; Vep = 13.2V 


45V R+90kO 

1.5 V(R + 90kQ) = (4.5 V)(90kQ) 
1.5R = 2700, 

R= 1800 


www.EngineeringBooksPdf.com 


SERIES CIRCUITS 


20 9W 
21 V4 = OV: Vg = —25 V3 Ve = —50 V; Vp = —75. V3 Ve = —100V 
22 3.33V 


TRUE/FALSE QUIZ 
1. F 2. F 3. F 4. T 5. T 6. T 7. F 8. T 
9. T 10. F 


SELF-TEST 
1. (a) 2. (d) 3. (b) 4. (d) 5. (d) 6. (a) 7. (b) 
8. (c) 9. (b) 10. (c) 11. (a) 12. (d) 13. (d) 14. (d) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
1. (b) 


PROBLEMS —- ODD-NUMBERED ANSWERS 
1. See Figure P-2. 


> FIGURE P-2 Ry 


Ry => Rs Re 


3. 170kO, 
5. 1380 
7. (a) 7.9kO (b) 33.0, (c) 13.24MQ 


The series circuit is disconnected from the source, and the ohmmeter is connected across the 
circuit terminals. 


9. 11260, 
11. (a) 170kO (b) 500 (c) 12.4k0 (d) 1.97kO, 
13. O.1A 
15. (a) 625 pA (b) 4.26 wA. The ammeter is connected in series. 
17. (a) 34.0mA_ (b) 16V (c) 0.543 W 
19. See Figure P-3. 


> FIGURE P-3 6V 6V 6V 6V 


<—— 24 Vv ——> 


21. 26V 

23. (a) V2 = 6.8V 
(b) Ve = 8V, Vor = 16 V, V3p = 24V, Vag = 32 V 
The voltmeter is connected across (in parallel with) each resistor for which the voltage is 
unknown. 
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25. 
27. 
29. 
31. 
33. 
35. 
37. 
39. 
41. 


43. 
45. 


47. 


> FIGURE P-4 


SERIES CIRCUITS 


(a) 3.84 V (b) 6.77 V 
3.80 V; 9.38 V 
V5 6KO =10 V; Vy kQ — 1.79 V; V560.0 =] V; Vioka =17.9V 


55 mW 

Measure V4 and Vz individually with respect to ground; then Vay = V4 — Vp. 
4.27V 

(a) R4 open (b) R4 and Rs shorted 

780 0, 

V, = 10 V; Vg = 7.72 V; Vc = 6.68 V; 

Vp = 1.81 V; Ve = 0.57 V; Vr = OV 

500 0 

(a) 19.1 mA (b) 45.8 V 


(c) RCAW) = 343 0, RCAW) = 686 O, 
RCAW) = 1371 0 


See Figure P-4. 


49. 


51. 
53. 


55. 
57. 


59. 
61. 
63. 
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R, + R7 + Rg + Rig = 4.23 kO; 
Ry + Ry + Ro + Ry = 23.6k0; 
R3 + Rs + Ro + Ryo = 19.9kO 
A: 5.45 mA; B: 6.06 mA; C: 7.95 mA; D: 12 mA 


A: V; = 6.03 V, V> = 3.35 V, V3 = 2.75 V, 
Vi = 1.88 V,V; = 4.0V; 


B: V, = 6.71 V, V2 = 3.73 V, V3 = 3.06 V, V5 = 4.5 V; 
C:V, = 8.1V, V2 = 4.5 V,V5 = 5.4 V; 

D: V, = 10.8V,V5 = 7.2 V 

Yes, R3 and Rs are shorted. 


(a) Rj; has burned open due to excessive power. 
(b) Replace R,; (10kQ). 

(c) 338 V 

Rg is shorted. 

Lamp 4 is open. 

The 82 Q resistor is shorted. 
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TABLE OF STANDARD RESISTOR VALUES 


Resistance Tolerance (+%) 


0.1% 0.1% 0.1% 

0.25% 0 10% 0.25% 1% 0.25% 1% k 2% 10% 

0.5% 0.5% 0.5% 5% 
10.0 100 10 10 147 #147 — — 215 215 — — 316 316 — — 464 464 — — 68.1 68.1 68 68 
10.1 — — — 49 — — — 218 — — — 320 — > — — 470 — 47 47 690 — |) — — 
10.2 102 — — 15.0 15.0 15 15 22.) 22.1, 22 22 324 32.4, — — 475 475 — — 69.8 69.8; — — 
1004. — — — 52 — — — 223 — = — 328 —\|— — 41 — — — 76 —|— — 
105 105 — — 154 15.4 — — 226 22.6 — — 33.2 33.2, 33 33 48.7 48.7 — — 715 71.5; = — 
106 — — — 56 — — — 229 — — — 336 —\| — — 493 — — — | 723 —\| = — 
10.7 107 — — 15.8 15.8 — — 23.2 23.2 — — 340 340 — — 499 499 — — | 73.2 73.2; — — 
10.9 — — — 160 — 16 — 234 — — — 344 — |) — — 505 — — — AI —|— — 
17.0 11.0 12 — 162 16.2 — — 23.7 23.7 — — 348 34.8) — — S11 51.1 S51 — 75.0 75.0; 75 — 
11 — — — 1464 — — — 240 — 24 — 352 — | — — SlI — = — 59 —| = — 
123° 113 — — 165 165) — — 243 24.35 — — 35.7 35.7) — — | 523 523 — — 768 76.8; — — 
14 — — — 16467 — — — 246 — — — 361 — | 36 — 530 — = — FIFI —| = — 
15 115 — — 169 16.9 — — 249 249 — — 365 36.5, — — 53.6 53.6 — — 78.7 78.7; — — 
WF — — — FW2,— — — 62 — — — 37.0 — | — — 3542 — — — 796 —|— — 
11.8 118 — — 174 174 — — 25.5 25.5 — — 374 374 — — 549 549 — — 806 806 — — 
1220 — 12 12 76 — — — 28 — = — 379 —\| — — 562 — — — 816 —|— — 
121 12.1 — — 17.8 17.8 — — 26.1 26.1) — — 383 38.3; — — | 566 566 56 56 825 82.5; 82 82 
1223 — — — 180 — 18 18 264 — — — 388 — | — — 569 — — — 835 —|— — 
124 124 — — 182 18.2 — — 267 26.7 — — 39.2 39.2, 39 39 57.6 576 — — | 845 845; — — 
126 — — — 184 — — — 271 — 27 27 397 — | — — 3583 — — — | 8.6 —|— — 
12.7 12.7 — — 187 18.7 — — 274 274 — — 40.2 40.2, — — 59.0 590 — — 866 866 — — 
129 — — — 1289 — = — 277 — = — 407 — — — 597 — = — 876 — | = — 
13.0 13.0 13 — 191 19.1 — — 28.0 28.0 — — 412 41.2 — — 604 604 — — 887 88.7, — — 
132 — — — 193 — — — 284 — — — 417 — | — — 612 — = — 898 —|' = — 
13.3. 13.3 — — 196 19.6 — — 28.7 28.7 — — 422 42.2; — — 619 619 62 — 909 90.9 91 — 
135 — — — 198 — — — 291 — — — 427 — | — — 626 — — — | 920 —|— — 
13.7 13.7 — — 20.0 20.0 20 — 294 294 — — 43.2 43.2, 43 — 634 634 — — | 931 93.1; — — 
138 — — — 203 — — — 298 — = — 437 —\|— — 642 — — — 42 —|— — 
140 140 — — 205 20.5 — — 30.1 30.1 30 — 442 442 — — 649 649 — — 95.3 95.35 — — 
42 — — — 208 — — — 305 — — — 48 — — — 67 — — — | %5 —|— — 
143 143 — — 21.0 21.0 — — 30.9 30.9 — — 453 45.3, — — 665 665 — — | 97.6 97.6 — — 
145 — — — 213 — — — 312 — — — 45.9 — | — — 673 — — — 988 —|— — 


NOTE: These values are generally available in multiples of 0.1, 1, 10, 100, 1k, and 1 M. 


TO CREDITS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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Resistors in Parallel 

Total Parallel Resistance 
Voltage in a Parallel Circuit 
Application of Ohm’s Law 
Kirchhoff’s Current Law 
Current Dividers 

Power in Parallel Circuits 
Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


Identify a parallel resistive circuit 

Determine total parallel resistance 

Determine the voltage across each parallel branch 
Apply Ohm’s law in a parallel circuit 

Apply Kirchhoff’s current law 

Use a parallel circuit as a current divider 
Determine power in a parallel circuit 


Troubleshoot parallel circuits 


Parallel 
Branch 
Kirchhoff’s current law 
Node 

Current divider 


estes dati baad as 
In this application, a panel-mounted power supply will be 

modified by adding a milliammeter to indicate current to a 
load. Expansion of the meter for multiple current ranges 

using parallel (shunt) resistors will be demonstrated. The 

problem with very low-value resistors when a switch is used 
to select the current ranges will be introduced and the effect 
of switch contact resistance will be demonstrated. A way of 
eliminating the contact resistance problem will be presented 
Finally, the ammeter circuit will be installed in the power ~~ 
supply. The knowledge of parallel circuits and of basic am- 7G, 
meters that you will acquire in this chapter plus your under- ~ Ys 
standing of Ohm’s law and current dividers will be put to 
good use. After studying this chapter, you should be able to) 
complete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


In this chapter, you will see how Ohm’s law is used in paral- 
lel circuits; and you will learn Kirchhoff’s current law. Also, 
several applications of parallel circuits, including automotive 
lighting, residential wiring, control circuits, and the internal 
wiring of analog ammeters are presented. You will learn hows 
to determine total parallel resistance and how to troubleshoot \ 
for open resistors. 

When resistors are connected in parallel and a voltage is _ 
applied across the parallel circuit, each resistor provides a 
separate path for current. The total resistance of a parallel 


The voltage across each of the parallel resistors is equal to Hef 
¢g 


the voltage applied across the entire parallel circuit. 
Se 


PARALLEL CIRCUITS 


Gs 1 RESISTORS IN PARALLEL 


When two or more resistors are individually connected between the same two points, they 
are in parallel with each other. A parallel circuit provides more than one path for current. 


After completing this section, you should be able to 


¢ Identify a parallel resistive circuit 


Each parallel path in a circuit is called a branch. Two resistors connected in parallel are 
shown in Figure 1(a). As shown in part (b), the current out of the source (/7) divides when 
it gets to point B. J; goes through R, and Jy goes through R>. The two currents come back 
together at point A. If additional resistors are connected in parallel with the first two, more 
current paths are provided, as shown in Figure 1(c). All points along the top shown in blue 
are electrically the same as point A, and all the points along the bottom shown in green are 


electrically the same as point B. 


A A 
Ty 
4+ 
Vs Vy = q, Ri lL Ry I; Rs ly Sh 
“eee 
B 


(a) (b) (c) 
A FIGURE 1 


Resistors in parallel. 


In Figure 1, it is obvious that the resistors are connected in parallel. However, in actual 
circuit diagrams, the parallel relationship often is not as clear. It is important that you learn 
to recognize parallel circuits regardless of how they may be drawn. 

A rule for identifying parallel circuits is as follows: 

If there is more than one current path (branch) between two points, and if the volt- 

age between those two points also appears across each of the branches, then there 

is a parallel circuit between those two points. 

Figure 2 shows parallel resistors drawn in different ways between two points labeled A 
and B. Notice that in each case, the current has two paths going from A to B, and the 


A A A oO A ° 
o az : 
+ + + + + 
B B B B B 
(a) (b) (c) ) 


(d (e) 


A FIGURE 2 


Examples of circuits with two parallel paths. 


®@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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voltage across each branch is the same. Although these figures show only two parallel 
paths, there can be any number of resistors in parallel. 


EXAMPLE 1 


Solution 


Five resistors are positioned on a protoboard as shown in Figure 3. Show the wiring 
required to connect all the resistors in parallel between A and B. Draw a schematic and 
label each of the resistors with its value. 


FIGURE 3 


Prt rire 
Zz 


a 
a a 
alll tadlalladl LGD) 
ti le Qa all allt lato r 
ss 
¥ 


cot olen (Menlo 


is 
: = ! 
=e = = FFF ane 
oo. © Cie 
tat lB) et 
Oe ee ee eee | 


Wires are connected as shown in the assembly wiring diagram of Figure 4(a). The 
schematic is shown in Figure 4(b) with resistance values from the color bands. Again, 
note that the schematic does not necessarily have to show the actual physical 
arrangement of the resistors. The schematic shows how components are connected 
electrically. 


Ao 
R Ry R; Ry Rs 
1.0kO 2.2kO 8200 2.7kO, 1.0kO, 
Bo 
itt # 
(a) Assembly wiring diagram (b) Schematic 
FIGURE 4 
Related Problem’ Would the circuit have to be rewired if Ry is removed? 
“Answers are at the end of the chapter. 
EXAMPLE 2 Determine the parallel groupings in Figure 5 and the value of each resistor. 
Solution Resistors R; through Ry and R,, and Rp are all in parallel. This parallel combination is 


connected to pins 1 and 4. Each resistor in this group is 56 kQ.. 
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» FIGURE 5 


Pin | 


Pin 2 


Pin 3 


Pin 4 


Resistors Rs through Rj are all in parallel. This combination is connected to pins 2 
and 3. Each resistor in this group is 100 kQ.. 


Related Problem How would you connect all the resistors on the PC board in parallel? 


nected in a parallel circuit? 

llel circuit? 

for the circuits in each part of Figure 6 by connecting the 
joints A and B. 

illel resistors in Figure 6 in parallel with each other. 


Ao—\WW\—o pear aer 
as 

Bo—_\W— a ae B 
R 

(b) (c) 
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ee 2 TOTAL PARALLEL RESISTANCE 


When resistors are connected in parallel, the total resistance of the circuit decreases. 
The total resistance of a parallel circuit is always less than the value of the smallest 
resistor. For example, if a 10 © resistor and a 100 Q. resistor are connected in parallel, 
the total resistance is less than 10 0. 


After completing this section, you should be able to 


¢ Determine total parallel resistance 


>» FIGURE 7 


Connecting resistors in parallel re- 
duces total resistance and increases 
total current. 


> FIGURE 8 


Circuit with n resistors in parallel. 


182 


When resistors are connected in parallel, the current has more than one path. The num- 
ber of current paths is equal to the number of parallel branches. 

In Figure 7(a), there is only one current path because it is a series circuit. There is a cer- 
tain amount of current, /;, through Rj. If resistor Rz is connected in parallel with Rj, as 
shown in Figure 7(b), there is an additional amount of current, /5, through R>. The total cur- 
rent coming from the source has increased with the addition of the parallel branch. As- 
suming that the source voltage is constant, an increase in the total current from the source 
means that the total resistance has decreased, in accordance with Ohm’s law. Additional re- 
sistors connected in parallel will further reduce the resistance and increase the total current. 


as 
J, includes 
I, and 1. 


‘= q, Ry Lh SR, 


(a) (b) 


Formula for Total Parallel Resistance, Ry 


The circuit in Figure 8 shows a general case of n resistors in parallel (n can be any integer 
greater than 1). As resistors are added, there are more paths for current; hence, there is 
increased conductance. Recall that conductance (G) is the reciprocal of resistance, (1/R). It 
has the unit of siemens (S). 

With parallel resistors, it is simple to think in terms of the conductive paths; each resis- 
tor adds to the total conductance as given by the following equation: 


Gr = G, + Go + G3 +--+ +G, 


+0 o © ----—{ 
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Substituting 1/R for G, 


1 1 1 il 1 
— + + + ies + pains, 
Ry Ri Ry R R, 


Solve for Ry by taking the reciprocal of (that is, by inverting) both sides of the equation. 


1 
Ry = SOO i 
T 1 1 1 1 Equation 1 
R, Ro R3 R, 


Equation | shows that to find the total parallel resistance, add all the 1/R (or conductance, 
G) terms and then take the reciprocal of the sum. 


Ry = 


_ 
Gy 


tance between points A and B of the circuit in Figure 9. 


Ao 


R, Ry R; 
1009 > 470> 220 


Bo 


i , 10 mS 
== —=—s itm 
R, 1000 

1 1 

=— = —— = 21.3mS 
Ry 470 a 
1 1 

=—=——~ = 455 
i, | 2) ne 

G», and G3 and taking the reciprocal of the sum. 

iz 1 

uD G, a Gy a G3 

R3 
1 1 


ae = = 13.00 
21.3mS + 45.5mS 76.8mS a 


notice that the value of Ry (13.0 Q) is smaller than the 
R3 (22 Q), as it should be. 


arallel in Figure 9, what is Ry? 


Calculator Tip The parallel-resistance formula is easily solved on a calculator using 
Equation 1. The general procedure is to enter the value of R; and then take its reciprocal by 
pressing the x! key (x! is a secondary function on some calculators). The notation x7! 
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means 1/x. Some calculators use 1/x instead of x '. Next press the + key; then enter the 
value of R> and take its reciprocal. Repeat this procedure until all of the resistor values have 
been entered and the reciprocal of each has been added. The final step is to press the x"! 
key to convert 1/Ry to Ry. The total parallel resistance is now on the display. The display 
format may vary, depending on the particular calculator. 


ra typical calculator solution of Example 3. 


the 2nd then x! keys). 


isplay shows 76.7311411992E 7°, 
TER keys. Display shows 13.0325182758E0. 
p 10 is the total resistance, which is rounded to 13.00. 


or steps for Ry when a 33 Q resistor is placed in parallel 


The Case of Two Resistors in Parallel] Equation | is a general formula for finding the 
total resistance of any number of resistors in parallel. It is often useful to consider only two 
resistors in parallel because this situation occurs commonly in practice. 

Derived from Equation 1, the formula for two resistors in parallel is 


: RR, 
Equation 2 Ry = =>——_ 
R, + R, 


Equation 2 states 


The total resistance for two resistors in parallel is equal to the product of the two 
resistors divided by the sum of the two resistors. 


This equation is sometimes referred to as the “product over the sum” formula. 
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— (680.9)(330Q) _ 224,000 0? 


= = = 2220, 
6800 + 3300 1,0100 
‘replaces Ry in Figure IO), 
The Case of Equal-Value Resistors in Parallel Another special case of parallel circuits 
is the parallel connection of several resistors having the same value. The following is a 
shortcut method of calculating R; when this case occurs: 
Ry = R Equation 3 
n 


Equation 3 says that when any number of resistors (1), all having the same resistance (R), 
are connected in parallel, Ry; is equal to the resistance divided by the number of resistors in 
parallel. 


between points A and B in Figure 11. 


1000 100 100 0 100 S100 


sistors in parallel. 


Notation for Parallel Resistors Sometimes, for convenience, parallel resistors are des- 
ignated by two parallel vertical marks. For example, R, in parallel with Rj can be written 
as Rj || Rp. Also, when several resistors are in parallel with each other, this notation can be 
used. For example, 


Ry || Ro || Rs || Ra || Rs 


indicates that R, through Rs are all in parallel. 
This notation is also used with resistance values. For example, 


10kO || 5kO 


means that a 10 kO. resistor is in parallel with a 5 kQ resistor. 


Applications of Parallel Circuits 


Automotive One advantage of a parallel circuit over a series circuit is that when one 
branch opens, the other branches are not affected. For example, Figure 12 shows a 
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Lights 


@ ae 


OFF 


© OON 


fo) {igi x if 
ul 


Tm NN 
if) 


Reverse i 


(a A you, ) 
iy ih 
sill! ail y 


Back-up 
lights 


Parking 
lights 


> FIGURE 13 


Example of a parallel 
residential wiring. 
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circuit in 


A FIGURE 12 


Simplified diagram of the exterior light system of an automobile. 


simplified diagram of an automobile lighting system. When one headlight on your car goes 
out, it does not cause the other lights to go out because they are all in parallel. 

Notice that the brake lights are switched on independently of the headlights and taillights. 
They come on only when the driver closes the brake light switch by depressing the brake 
pedal. When the lights switch is closed, both headlights and both taillights are on. When 
the headlights are on, the parking lights are off and vice versa, as indicated by the dashed line 
connecting the switches. If any one of the lights burns out (opens), there is still current in each 
of the other lights. The back-up lights are switched on when the reverse gear is engaged. 

Another automotive application of parallel resistances is the rear window defroster. As 
you know, power is dissipated in resistance in the form of heat. The defroster consists of a 
group of parallel resistance wires that warm the glass when power is applied. A typical de- 
froster can dissipate over 100 W across the window. Although resistance heating is not as 
efficient as other forms of heat, in applications like this it is simple and cost effective. 


Residential Another common use of parallel circuits is in residential electrical systems. 
All the lights and appliances in a home are wired in parallel. Figure 13 shows a typical room 
wiring arrangement with two switch-controlled lights and three wall outlets in parallel. 


Control Circuits Many control systems use parallel circuits or equivalent circuits for 
control and monitoring an industrial process such as a production line. Most complex con- 
trol applications are implemented on a dedicated computer called a programmable logic 
controller (PLC). A PLC shows an equivalent parallel circuit, which is displayed on a 
computer screen. Internally, the circuit may exist only as a computer code, written in a 
computer programming language. However, the displayed circuit is one that could in prin- 
ciple be constructed with hardware. These circuits can be drawn to resemble a ladder— 
with rungs representing the load (and a source) and the rails representing the two 
conductors that are connected to the voltage source. (For example, notice that Figure 13 
resembles a ladder on its side, with the lights and wall outlets as loads.) Parallel control cir- 
cuits use ladder diagrams but add additional control elements (switches, relays, timers, 
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and more). The result of adding the control elements creates a logical diagram, which 1s re- 
ferred to as ladder logic. Ladder logic is easy to understand, so it is popular for showing 
control logic in industrial environments, such as factories or food processors. Entire books 
are written about ladder logic, but a ladder diagram (parallel circuit) is at the core of all lad- 
der logic. The most important aspect is that ladder logic shows the basic functionality of the 
circuit in an easy-to-read format. 

In addition to ladder diagrams used in industrial control problems, many auto repair 
manuals use these diagrams for showing circuits for troubleshooting purposes. Ladder di- 
agrams are logical, so a technician can organize a test procedure by reading the diagram. 


SECTION 2 1. Does the total resistance increase or decrease as more resistors are connected in parallel? 


eeKUP 2. The total parallel resistance is always less than what value? 


3. Determine R; (between pin 1 and pin 4) for the circuit in Figure 14. Note that pins 1 
and 2 are connected and pins 3 and 4 are connected. 


_ FIGURE 14 


Pin 1 


pin 2U 


3___ VOLTAGE IN A PARALLEL CIRCUIT 


The voltage across any given branch of a parallel circuit is equal to the voltage across 
each of the other branches in parallel. As you know, each current path in a parallel 
circuit is called a branch. 


After completing this section, you should be able to 
Determine the voltage across each branch in a parallel circuit 


Explain why the voltage is the same across all parallel resistors 
To illustrate voltage in a parallel circuit, let’s examine Figure 15(a). Points A, B, C, and 


D along the left side of the parallel circuit are electrically the same point because the volt- 
age is the same along this line. You can think of all of these points as being connected 
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> FIGURE 15 


Voltage across parallel branches is 
the same. 


(a) (b) 


by a single wire to the negative terminal of the battery. The points E, F, G, and H along the 
right side of the circuit are all at a voltage equal to that of the positive terminal of the source. 
Thus, voltage across each parallel resistor is the same, and each is equal to the source volt- 
age. Notice that the parallel circuit in Figure 15 resembles a ladder as described earlier. 

Figure 15(b) is the same circuit as in part (a), drawn in a slightly different way. Here the 
left side of each resistor is connected to a single point, which is the negative battery termi- 
nal. The right side of each resistor is connected to a single point, which is the positive bat- 
tery terminal. The resistors are still all in parallel across the source. 

In Figure 16, a 12 V battery is connected across three parallel resistors. When the volt- 
age is measured across the battery and then across each of the resistors, the readings are the 
same. As you can see, the same voltage appears across each branch in a parallel circuit. 


(a) Pictorial (b) Schematic 


A FIGURE 16 


The same voltage appears across each resistor in parallel. 
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EXAMPLE 7 Determine the voltage across each resistor in Figure 17. 


» FIGURE 17 


1.8kO + 1.0kQO 3.3 kO 


Solution The five resistors are in parallel; so the voltage across each one is equal to the source 
voltage, Vs. There is no voltage across the fuse. 


V, = Vo = V3 = V4 = V5 = Vs = 25V 


Related Problem If R4 is removed from the circuit, what is the voltage across R3? 


| Open Multisim file EO5-07; files are found at www.pearsonhighered.com/floyd/. Ver- 
» © ify that each resistor voltage equals the source voltage. Repeat for the related problem. 


connected in parallel with a 5 V source. What is the 


in Figure 18 measures 118 V. If you move the 
ow much voltage will it indicate? What is the source 
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4 _ APPLICATION OF OuHM’s LAW 
Ohm’s law can be applied to parallel circuit analysis. 
After completing this section, you should be able to 
¢ Apply Ohm’s law in a parallel circuit 
¢ Find the total current in a parallel circuit 


¢ Find the branch currents, voltage, and resistance in a parallel circuit 


The following examples illustrate how to apply Ohm’s law in parallel circuits. 


EXAMPLE 8 Find the total current from the battery in Figure 20. 
FIGURE 20 
Ty Ro 
560 
+ 
a R, 
V 


Solution The battery “sees” a total parallel resistance that determines the amount of current. 
First, calculate Rr. 


RiRy _ (1000)(56Q) — 5600.9? 
Ri, +R, 1000 + 560, 1560, 
The battery voltage is 10 V. Use Ohm’s law to find />. 


Ry = 


= 35.90 


Vern 10 V 


eS = 279mA 
me ) 3590 a 


Related Problem Find the currents through R, and R in Figure 20. Show that the sum of the currents 
through R,; and R» equals the total current. 


- = Open Multisim file E05-08. Using the multimeter, verify the calculated values of total 
3 current and the branch currents. 


EXAMPLE 9 Determine the current through each resistor in the parallel circuit of Figure 21. 


at] oat] af 
Ve = R R R3 


S= 2 
20 V a 1.0k0, 2.2kO, 560 0 


FIGURE 21 
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Solution The voltage across each resistor (branch) is equal to the source voltage. That is, the 
voltage across Rj is 20 V, the voltage across R> is 20 V, and the voltage across R3 is 
20 V. Determine the current through each resistor as follows: 


Vs  20V 
h=—= = 20.0mA 
Peek © 10kO Oe 
Van 20 V 
b=—= = 9.09 mA 
2-3, 7 000) meee 
20 V 
L 5.7mA 
77 R, 5600 3 


determine all the branch circuits. 


“ Open Multisim file EO5-09. Measure the current through each resistor. Connect a 
> 910 Q resistor in parallel with the other resistors and measure the branch currents. How 


much does the total current from the source change when the new resistor is added? 


EXAMPLE 10 Find the voltage across the parallel circuit shown in Figure 22. 
FIGURE 22 
37 mA 
+ 
% R, Ry R 


Related Problem Find the total current if R3 opens in Figure 22. Assume Vg remains the same. 


— 2 3 
| 2200 5600 1.0kQ 


Solution The total current into the parallel circuit is 37 mA. If you know the total resistance, 
then you can apply Ohm’s law to get the voltage. The total resistance is 


" 1 1 
ae 4 1 1 1 i 1 
+—+ + + 
eh 2200 5600 1.0k0 
1 


= = = 1360 
4.55mS + 1.79mS + 1mS  7.34mS 


Therefore, the source voltage and the voltage across each branch is 


EXAMPLE 11 


Sometimes a direct measurement of resistance is not practical. For example, tungsten 
filament bulbs get hot after turning them on, causing the resistance to increase. An 
ohmmeter can only measure the cold resistance. Assume you want to know the equivalent 
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hot resistance of the two headlight bulbs and the two taillight bulbs in a car. The two 
headlights normally operate on 12.6 V and draw 2.8 A each when they are on. 


(a) What is the total equivalent hot resistance when the two headlights are on? 


(b) Assume the total current for headlights and taillights is 8.0 A when all four bulbs 
are on. What is the equivalent resistance of each taillight? 


Solution (a) Use Ohm’s law to calculate the equivalent resistance of one headlight. 


Va ZONV) 
R =—= = 450) 
omar) 28A 
Because the two bulbs are in parallel and have equal resistances, 
R 450, 
eareny a tae 225 0 
(b) Use Ohm’s law to find the total resistance with two taillights and two headlights on. 
AON) 
R = = 1 
T(HEAD+TAIL) ~ “3 9 w 
Apply the formula for parallel resistors to find the resistance of the two taillights 
together. 
1 1 1 
= 7 
Ryeap+TaiL) Rraeap) Rrra) 
1 1 1 1 1 


Rrcran) Rrqaeap+tany Rraeav) 1580 2.250 


The two taillights are in parallel, so each light has a resistance of 
Rea = nRqTAIL) = 2625 Q)) = 1050 


Related Problem What is the total equivalent resistance of two headlights that each draw 3.15 A? 


cross three 680 ©) resistors that are in parallel. What is 


> th rough each resistor of Figure 23? 
istors in parallel with a 12 V source and 6 mA of current 
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5  KIRCHHOFF’S CURRENT LAW 


Kirchhoff’s voltage law deals with voltages in a single closed path. Kirchhoff’s current 
law applies to currents in multiple paths. 


After completing this section, you should be able to 


« Apply Kirchhoff’s current law 


State Kirchhoff’s current law 


Kirchhoff’s current law, often abbreviated KCL, can be stated as follows: 


The sum of the currents into a node (total current in) is equal to the sum of the cur- 
rents out of that node (total current out). 


A node is any point or junction in a circuit where two or more components are connected. 
In a parallel circuit, a node is a point where the parallel branches come together. For ex- 
ample, in the circuit of Figure 24, there are two nodes as indicated, node A and node B. 
Let’s start at the negative terminal of the source and follow the current. The total current J; 
from the source is into node A. At this point, the current splits up among the three 
branches as indicated. Each of the three branch currents (1), J) and J;) is out of node A. 
Kirchhoff’s current law says that the total current into node A is equal to the total current 
out of node A; that is, 


It =T[ 1 + By + L, 
Now, following the currents in Figure 24 through the three branches, you see that they 


come back together at node B. Currents J), Jy, and J; are into node B, and /+ is out of node B. 
Kirchhoff’s current law formula at node B is therefore the same as at node A. 


ANDS DNSIP 


+ht+h=t! 
1 2 3 T Kirchhoff’s current 


law can be applied 
to anything that 

acts as a load for an 
electrical system. For 
example, the power 
connections to a circuit board 
will have the same current 
supplied to the board as leaving 
the board. Likewise, a building 
has the same current on the 
incoming “hot” line as the 
neutral. The supply and return 
currents are always the same, but 
a fault in a system can cause 
return current to follow a 
different path other than the 
neutral line (a condition known 
as a “ground fault”). 


A FIGURE 24 


Kirchhoff’s current law: The current into a node equals the current out of that node. 
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> FIGURE 25 


Generalized circuit node illustrates 
Kirchhoff’s current law. 
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By Kirchhoff’s current law, the sum of the currents into a node must equal the sum of 
the currents out of that node. Figure 25 illustrates the general case of Kirchhoff’s current 
law and can be written as a mathematical relationship. 


Tina) + Ltn) + Sane) ++ + + + Lina) = Louray + Loure) + Loure) ++ + + + Loura) 


Moving the terms on the right side to the left side and changing the sign results in the fol- 
lowing equivalent equation: 


Tnay + fine) + fineay + °° + Atm — outa) — Loute2) — Loute) — *** ~ Loutan) = 9 


This equation shows that all current into and out of the junction sums to zero. It is equiva- 
lent to “balancing the books” by accounting for all current into and out of a node. 


Touta) 


Tout) 


Tout@) 


Tourin) 


Tinay + fing) + fing + * + Ltn = Loutay + Zour) + Zour) +* * + Louron) 


An equivalent way of writing Kirchhoff’s current law can be expressed using the math- 
ematical summation shorthand as in Kirchhoff’s voltage law. To express Kirchhoff’s cur- 
rent law with this method, we will assign all currents with a sequential subscript (1, 2, 
3, and so on) no matter if the current is into or out of the node. Currents into the node 
are assigned a positive sign and currents leaving the node are assigned a negative sign. 
Using this notation, Kirchhoff’s current law can be stated this way: 


This equation uses the mathematical symbol for summation, =, which means to add the 
terms from i = | toi = n, taking into account their signs, and set them equal to zero. It can 
be expressed as a statement as 


The algebraic sum of all of the currents entering and leaving a node is equal to 
zero. 


You can verify Kirchhoff’s current law by connecting a circuit and measuring each 
branch current and the total current from the source, as illustrated in Figure 26. When the 
branch currents are added together, their sum will equal the total current. This rule applies 
for any number of branches. 


www.EngineeringBooksPdf.com 


PARALLEL CIRCUITS 


FIGURE 26 


An illustration of Kirchhoff’s current 
law. 


EXAMPLE 12 In Example 11, you found the equivalent resistance of the headlights and taillights of a 
car. Using Kirchhoff’s current law, find the current in each of the two taillights, given 
that the total current is 8.0 A and together the headlights draw 5.6 A. Assume the 
lights are the only load on the battery. 


Solution The current from the battery equals the current to the lights. 


Tgat = /tqeap) + trait) 


The total current from the battery is +8.0 A and the currents to the bulbs are negative. 
Rearranging, 


Iy(TAIL) = liga = IT(HEAD) =80A-56A=24A 
Because the taillights are identical, each draws 2.4 A/2 = 1.2 A. 


Related Problem Using the resistance of the taillights from Example 11, show that Ohm’s law gives the 
same result. 


EXAMPLE 13 You know the branch currents in the circuit of Figure 27. Determine the total current 
entering node A and the total current leaving node B. 


FIGURE 27 


+ 


WS Ella Bl 
‘= 5mA 12 mA 


Solution The total current out of node A is the sum of the two branch currents. Therefore, the 
total current into node A is 
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The total current entering node B is the sum of the two branch currents. Thus, the 
total current out of node B is 


y=] +h=5mA + 12mA = 17mA 


Related Problem If a third resistor is connected in parallel to the circuit of Figure 27 and its current is 
3 mA, what is the total current into node A and out of node B? 


- Open Multisim file EO5-13. Verify that the total current is the sum of the branch cur- 
> rents. Repeat for the related problem. 


EXAMPLE 14 Determine the current through R> in Figure 28. 
FIGURE 28 It 4 
100 mA 


=~ 
+ 
iI 
Zz 
AM 
—<$<$_—_ 
ws 
= 
> 
e 
—_ 
= 
& 
AW 
— 
Nu 
So 
3 
> 


Solution The total current out of node A is Jy = 1, + I, + Jj. From Figure 28, you know the 
total current and the branch currents through R; and R3. Solve for J. 


b = I; — I, — lh = 100mA — 30mA — 20mA = 50mA 


Related Problem Determine /y and /, if a fourth branch is added to the circuit in Figure 28 and it has 
12 mA through it. 


Open Multisim file EO5-14. Verify the calculated value for /;. Repeat for the related 
- 9 problem. 


EXAMPLE 15 Use Kirchhoff’s current law to find the current measured by ammeters A3 and A5 in 
Figure 29. 


FIGURE 29 
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irrent out of node X is 5 mA. Two currents are into node X: 1.5 mA through 
_and the current through A3. Kirchhoff’s current law at node X is 


3 yields 
Iyn3 = 5mA — 1.5 mA = 3.5mA 


rrent out of node Y is [43 = 3.5 mA. Two currents are into node Y: 
istor Ry and the current through AS and R3. Kirchhoff’s current law 


3.5mA = lmA + T a5 
“Ins yields 
Iy5 = 3.5mA — 1mA = 2.5mA 


rent will an ammeter measure when it is placed in the circuit in 
below R3? Below the negative battery terminal? 


is into a node and the current out of the node divides into 
Nhat is the sum of all three branch currents? 


300 mA are into the node. What is the amount of current 


1a trailer draws 1 A and the two brake lights each draw an- 
it in the ground lead to the trailer when all lights are on? 


10 A of current on the hot line. What should be the current 


4 6 CURRENT DIVIDERS 


A parallel circuit acts as a current divider because the current entering the junction 
of parallel branches “divides” up into several individual branch currents. 


After completing this section, you should be able to 


« Use a parallel circuit as a current divider 


In a parallel circuit, the total current into the junction of the parallel branches (node) 
divides among the branches. Thus, a parallel circuit acts as a current divider. This current- 
divider principle is illustrated in Figure 31 for a two-branch parallel circuit in which part of 
the total current [7 goes through R, and part through R>. 
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> FIGURE 31 R, 


Total current divides between the AM, 
two branches. I, 


Since the same voltage is across each of the resistors in parallel, the branch currents are 
inversely proportional to the values of the resistors. For example, if the value of R is twice 
that of R,, then the value of J is one-half that of 7,. In other words, 


The total current divides among parallel resistors into currents with values in- 
versely proportional to the resistance values. 


The branches with higher resistance have less current, and the branches with lower resist- 
ance have more current, in accordance with Ohm’s law. If all the branches have the same 
resistance, the branch currents are all equal. 

Figure 32 shows specific values to demonstrate how the currents divide according to the 
branch resistances. Notice that in this case the resistance of the upper branch is one-tenth 
the resistance of the lower branch, but the upper branch current is ten times the lower 
branch current. 


> FIGURE 32 


The branch with the lowest resist- 
ance has the most current, and the 
branch with the highest resistance 
has the least current. 


Current-Divider Formula 


You can develop a formula for determining how currents divide among any number of par- 
allel resistors, as shown in Figure 33, where n is the total number of resistors. 


> FIGURE 33 e @ o 
I 
A parallel circuit with n branches. | q 
Vs I Shi L Sh re SR---- BS qh 
—— 
e e e 
The current through any one of the parallel resistors is /,, where x represents the num- 
ber of a particular resistor (1, 2, 3, and so on). By Ohm’s law, you can express the current 
through any one of the resistors in Figure 33 as follows: 
V. 
IL=— 
Ry 
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The source voltage, Vs, appears across each of the parallel resistors, and R, represents any 
one of the parallel resistors. The total source voltage, Vs, is equal to the total current times 
the total parallel resistance. 


Vs = IpRr 
Substituting /~Ry for Vs in the expression for /, results in 
IR 
I,= 2T!T 
R, 
Rearranging terms yields 
Ry 3 
= |= ]Iy Equation 5 
Ry 


where x = 1, 2, 3, etc. Equation 5 is the general current-divider formula and applies to a 
parallel circuit with any number of branches. 


The current (/,.) through any branch equals the total parallel resistance (Ry) di- 
vided by the resistance (R,) of that branch, and then multiplied by the total current 
(I) into the junction of parallel branches. 


ach resistor in the circuit of Figure 34. 


R, 
680 0 

R3 
220 0, 
AW 

| 10 mA 

- + 

iI 

sistance 
1 
— = hho 
i 1 il 


+ 
680 0 . 330Q 2200 


> Equation 5 to calculate each branch current. 


= (8 )i0ma = 1.63mA 


680 0, 
110 
— = eo: 
(Ee toma 3.36 mA 
RIED; 
= (te toma = 5.05 mA 


2, and R> in Figure 34 if R3 is removed. Assume the 
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Current-Divider Formulas for Two Branches You already know how to use Ohm’s 
law (J = V/R) to determine the current in any branch in a parallel circuit when you know 
the voltage and resistance. When you do not know the voltage but you know total current, 
you can find both of the branch currents (J; and />) by using the following formulas: 


; R 
Equation 6 = | —_ |r 
R, + R, 
Equation 7 I ( Ri ) 
uation = | —— 
q 2 Ry 4+ ® T 


These formulas show that the current in either branch is equal to the opposite branch re- 
sistance divided by the sum of the two resistances and then multiplied by the total current. 


o__—_—_——or+ 
Re 470, 
———— }], = | —— }100mA = 32.0mA 
\r (=) - ea 
fae; \ 1000 
——— }]; = | —— ]100mA = 68.0mA 
, =)h (m8) 00 mA = 68.0 


Q, in Figure 35 and I> stays the same, what will each branch 


g resistors in parallel with a voltage source: 220 ©, 100 Q, 
ich resistor has the most current through it? The least current? 


ugh R3 in Figure 36. 
gh | each resistor in the circuit of Figure 37. 


+0 
a 
10 mA | 
R, Ry 
R; q = L 
es 3300 | 6800 
— J 
-o 
A FIGURE 37 
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7 POWER IN PARALLEL CIRCUITS 


Total power in a parallel circuit is found by adding up the powers of all the individual 
resistors, the same as for series circuits. 


Equation 8 states the formula for total power for any number of resistors in parallel. 
Py = Pi + Pp + P3 +++ + Py Equation 8 


where Py is the total power and P,, is the power in the last resistor in parallel. As you can 
see, the powers are additive, just as in a series circuit. 

Power formulas are directly applicable to parallel circuits. The following formulas are 
used to calculate the total power Pr: 


Pr = Vsly 

Py = Ry 
Vg 

Pr — 
Rr 


where Vg is the voltage across the parallel circuit, /7 is the total current into the parallel cir- 
cuit, and Ry is the total resistance of the parallel circuit. Examples 18 and 19 show how 
total power can be calculated in a parallel circuit. 


' power in the parallel circuit in Figure 38. 


+0 
200 mA 
R, Ry Ry 
68 O 33.0 220 
-oO 
e total resistance is 
il 
= 1 
il 1 


=e! + 
0, "330° 20 
= (eae since you know both /y and Ry. Thus, 
- = (200 mA)7(11.1.0) = 444mW 


1 determine the power in each resistor and if you add all 
1e same result. First, find the voltage across each 


ll 


(200 mA)(11.1.9) = 2.22V 
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Remember that the voltage across all branches is the same. 
Next, use P = Va/R to calculate the power for each resistor. 


(227 
ilo Seg = 72.5 mW 
333) 
P3 = oa we = 224mW 
D2Y) 


Now, add these powers to get the total power. 
Pr = 72.5mW + 149mW + 224mW = 446mW 


This calculation shows that the sum of the individual powers is equal (approximately) 
to the total power as determined by one of the power formulas. Rounding to three sig- 
nificant figures accounts for the difference. 


Related Problem Find the total power in Figure 38 if the total voltage is doubled. 

EXAMPLE 19 The amplifier in one channel of a stereo system as shown in Figure 39 drives two 
parallel speakers. If the maximum voltage* to the speakers is 15 V, how much power 
must the amplifier be able to deliver to the speakers? 

Channel 1 == 

stereo 
amplifier i 
FIGURE 39 
Solution The speakers are connected in parallel to the amplifier output, so the voltage across 
each is the same. The maximum power to each speaker is 
Vi (sv) 
Pie 7 28.1 W 
The total power that the amplifier must be capable of delivering to the speaker system 
is twice the power in an individual speaker because the total power is the sum of the 
individual powers. 
aT hm amine amici omax = 2(25.11W) — 56.2 W 
Related Problem If the amplifier can produce a maximum of 18 V, what is the maximum total power to 


the speakers? 


*Voltage is ac in this case; but power is determined the same for ac voltage as for dc voltage. 
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ie power in each resistor in a parallel circuit, how can you find the total 


a parallel circuit dissipate the following powers: 1 W, 2 W, 5 W, and 
he total power in the circuit? 

0k, a 2.7 kQ, and a 3.9 kQ resistor in parallel. There is a total cur- 
nto the parallel circuit. What is the total power? 


is are protected with a fuse that is at least 120% of the maximum cur- 
What size of fuse should be installed for an automotive rear window 
rated for 100 W? Assume the battery voltage is 12.6 V. 


se 8 TROUBLESHOOTING 


Recall that an open circuit is one in which the current path is interrupted and there is 
no current. In this section, you will see how an open in a parallel branch affects the 
parallel circuit. 


After completing this section, you should be able to 
¢ Troubleshoot parallel circuits 


Open Branches 


If a switch is connected in a branch of a parallel circuit, as shown in Figure 40, an open or 
a closed path can be made by the switch. When the switch is closed, as in Figure 40(a), Ry 
and R> are in parallel. The total resistance is 50 0 (two 100 Q resistors in parallel). Current 
is through both resistors. If the switch is opened, as in Figure 40(b), R, is effectively 
removed from the circuit, and the total resistance is 100 ©. There is still the same voltage 
across R» and the same current through it although the total current from the source is 
reduced by the amount of the R; current. 


df <4 FIGURE 40 
Switch Switch When the switch opens, total current 
= closed R; = open R; decreases and current through R> 
fae 100 0 oo 1009 remains unchanged. 
R, R, 
100 0 100 0 


In general, 


When an open occurs in a parallel branch, the total resistance increases, the total 
current decreases, and the same current continues through each of the remaining 
parallel paths. 


Consider the lamp circuit in Figure 41. There are four bulbs in parallel with a 12 V 
source. In part (a), there is current through each bulb. Now suppose that one of the bulbs 
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+0 - 
+ ag + 
10V 10V 10V ove 
° 1 


A FIGURE 42 


All parallel branches (open or not) 
have the same voltage. 


ANDS DNSIP 


An alternate way to 
measure current 
without having to 
break a circuit to 
connect an ammeter 
is to place, as part of 
the original circuit, a 1 O series 
resistor in each line through which 
current is to be measured. This 
small “sense” resistor will generally 
not affect the total resistance. By 
measuring the voltage across the 
sense resistor, you automatically 
have the current reading since 


a en er 
R 10 
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12V= 


(a) (b) 
A FIGURE 41 


When a lamp filament opens, total current decreases by the amount of current in the lamp that 
opened. The other branch currents remain unchanged. 


burns out, creating an open path as shown in Figure 41(b). This light will go out because 
there is no current through the open path. Notice, however, that current continues through 
all the other parallel bulbs, and they continue to glow. The open branch does not change the 
voltage across the remaining parallel branches; it remains at 12 V, and the current through 
each branch remains the same. 

You can see that a parallel circuit has an advantage over a series connection in lighting 
systems because if one or more of the parallel bulbs burn out, the others will stay on. In a 
series circuit, when one bulb goes out, all of the others go out also because the current path 
is completely interrupted. 

When a resistor in a parallel circuit opens, the open resistor cannot be located by 
measurement of the voltage across the branches because the same voltage exists across 
all the branches. Thus, there is no way to tell which resistor is open by simply measuring 
voltage (the half-splitting method is not applicable). The good resistors will always have 
the same voltage as the open one, as illustrated in Figure 42 (note that the middle resis- 
tor is open). 

If a visual inspection does not reveal the open resistor, it can be located by resistance or 
current measurements. In practice, measuring resistance or current is more difficult than 
measuring voltage because you must disconnect a component to measure the resistance and 
you must insert an ammeter in series to measure the current. Thus, a wire or a printed cir- 
cuit connection must usually be cut or disconnected, or one end of a component must be 
lifted off the circuit board, in order to connect a DMM to measure resistance and current. 
This procedure, of course, is not required when voltage measurements are made because 
the meter leads are simply connected across a component. 


Finding an Open Branch by Current Measurement 


In a parallel circuit with a suspected open branch, the total current can be measured to find 
the open. When a parallel resistor opens, I is always less than its normal value. Once you 
know /r and the voltage across the branches, a few calculations will determine the open re- 
sistor when all the resistors are of different values. 

Consider the two-branch circuit in Figure 43(a). If one of the resistors opens, the total 
current will equal the current in the good resistor. Ohm’s law quickly tells you what the cur- 
rent in each resistor should be. 


50 V 
= zp = 89.3 mA 
1 = 3600 89.3 m. 
50 V 
o-s660 


It = I; + bh = 589.3 mA 


If Ro is open, the total current is 89.3 mA, as indicated in Figure 43(b). If R; is open, the 
total current is 500 mA, as indicated in Figure 43(c). 
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Ry 
1000 


Ry 
1000 


=O 


(a) Current with no open branch (b) Current with R, open (c) Current with R, open 


A FIGURE 43 


Finding an open path by current measurement. 


This procedure can be extended to any number of branches having unequal resistances. 
If the parallel resistances are all equal, the current in each branch must be checked until a 
branch is found with no current. 


current of 31.09 mA, and the voltage across the parallel 
open resistor, and if so, which one is it? 


R Ry R, R, 
10k 4.7kO 2.2kO 1.0kO 


anch. 
_V_ wv _, 
R, 10kO 
V 20 V 
= 4.26mA 
8 47kO 
20 V 
: / 20 V 
eS 10kQ = 20mA 


0. Measure the total current and the current in each resistor. 
cuit. 
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Finding an Open Branch by Resistance Measurement 


If the parallel circuit to be checked can be disconnected from its voltage source and from 
any other circuit to which it may be connected, a measurement of the total resistance can 
be used to locate an open branch. 

Recall that conductance, G, is the reciprocal of resistance (1/R) and its unit is the 
siemens (S). The total conductance of a parallel circuit is the sum of the conductances of 
all the resistors. 


Gr = G, + Got+ Gut Sree + G, 
To locate an open branch, do the following steps: 
1. Calculate what the total conductance should be using the individual resistor values. 


1 1 1 1 
Greate) ~ Rt Rt RL * tee as 
n 


2. Measure the total resistance and calculate the total measured conductance. 
G _ 1 
” Se 
ae Rr meas) 


3. Subtract the measured total conductance (Step 2) from the calculated total conduc- 
tance (Step 1). The result is the conductance of the open branch, and the resistance 
is obtained by taking its reciprocal (R = 1/G). 
1 
Gtvcalc) — Grcmeas) 


Ropen _ 


EXAMPLE 21 Your ohmmeter measures 402 (© between pin 1 and pin 4 in Figure 45. Check the 
printed circuit board between these two pins for open branches. 


Pin 1 
Pin 2 


Pin 3 
Pin 4 


A FIGURE 45 
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Solution The circuit between pin | and pin 4 is checked as follows: 
1. Calculate what the total conductance should be using the individual resistor values. 


1 1 1 1 1 1 


SNe) Ry i Ry M R3 i Rg % Ry ‘ Rio 
s 1 i 1 ‘i 1 ® 1 " 1 Be il 
1.0k0, ESkOR 2 2kO 27k 3.3kQ 3.9k0 
= 2.94mS 


2. Calculate the total measured conductance. 


1 
GT (meas) — 402.0 = 2.49 ms 


3. Subtract the measured total conductance (Step 2) from the calculated total conduc- 
tance (Step 1). The result is the conductance of the open branch and the resistance 
is obtained by taking its reciprocal. 

Gopen = Gt calc) = Gyceas) = 2.94mS — 2.49mS = 0.45 mS 
R 1 1 
eG, 045mS 


= 2.2k0 


Resistor R3 is open and must be replaced. 


Related Problem Your ohmmeter indicates 9.6 kO between pin 2 and pin 3 on the PC board in 
Figure 45. Determine if this is correct and, if not, which resistor is open. 


Shorted Branches 


When a branch in a parallel circuit shorts, the current increases to an excessive value, usu- 
ally causing the resistor to burn open or a fuse or circuit breaker to blow. This results in a 
difficult troubleshooting problem because it is hard to isolate the shorted branch. 

A pulser and a current tracer are tools often used to find shorts in a circuit. They are 
not restricted to use in digital circuits but can be effective in any type of circuit. The 
pulser is a pen-shaped tool that applies pulses to a selected point in a circuit, causing 
pulses of current through the shorted path. The current tracer is also a pen-shaped tool 
that senses pulses of current. By following the current with the tracer, the current path 
can be identified. 


branch opens, what changes can be detected in the circuit’s voltage and 
, assuming that the parallel circuit is across a constant voltage source? 


the total resistance if one branch opens? 

bulbs are connected in parallel and one of the bulbs opens (burns out), 
continue to glow? 

pere of current in each branch of a parallel circuit. If one branch 
the current in each of the remaining branches? 

ws a hot current of 1.00 A, and the neutral return current is 0.90 A. 
tage is 120 V, what is the apparent faulty resistance in the ground path? 
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Application Assignment 


In this application, a dc power supply 
is modified by adding a 3-range am- 
meter to indicate current to the load. 
Parallel resistances can be used to 
extend the range of an ammeter. These parallel resistors, called 
shunts, bypass current around the meter movement, allowing 
for the meter to effectively measure higher currents than the 
maximum current for which the meter movement is designed. 
A multiple-range analog meter circuit is based on resistance i 
placed in parallel with the meter movement to achieve the : 
specified full-scale deflection of the needle. ; 


General Theory of Operation 


Parallel circuits are an important part of the operation of this 
type of ammeter because they allow the user to select various 


ranges in order to measure many different current values. 


' pointer to move in proportion to the current is called the meter 


Puttinc YouR KNOWLEDGE 
To WorK 


The mechanism in an analog ammeter that causes the 


movement, which is based on a magnetic principle. Right now, 
all you need to know is that a meter movement has a certain 
resistance and a maximum current. This maximum current, 
called the full-scale deflection current, causes the pointer to 
go all the way to the end of the scale. For example, a certain 
meter movement has a 50 () resistance and a full-scale deflec- 
tion current of 1 mA. A meter with this particular movement 
can measure currents of 1 mA or less. Currents greater than 

1 mA will cause the pointer to “peg” (or stop) at full scale. 
Figure 46 illustrates a 1 mA meter. 

Figure 47 shows a simple ammeter with a resistor in parallel 
with the meter movement; this resistor is called a shunt resistor. Its 
purpose is to bypass any current in excess of 1 mA around the 
meter movement to extend the range of currents that can be 


0.5 0.5 0.5 
0 1 0 1 0 1 
Greater 
ee than 
0.5 mA 1mA 1mA 
1 mA, 500 1 mA, 500, ee 1 mA, 500 - 
+o — meter ——O — +05 meter O +0 meter ——o — 
movement movement movement 
(a) Half-scale deflection (b) Full-scale deflection (c) “Pegged” 
A FIGURE 46 
A 1mA meter. 
= 
0.5 
0 1 ——— 10x1mA =10mA 
10 mA 
m 1mA, 500 1mA 10 mA 
+O meter O- 
movement 
Rs 9mA 


A FIGURE 47 
A 10 mA meter. 
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measured. The figure specifically shows 9 mA through the shunt; 
For example, in Figure 48, if 50 mA of current are being meas- 


resistor and | mA through the meter movement. Thus, up to 


10 mA can be measured. To find the actual current value, simply | 
: multiply 0.5 by 100 to find the current value. In this situation, 


multiply the reading on the scale by 10. 

A practical ammeter has a range switch that permits the se- 
lection of several full-scale current settings. In each switch posi- 
tion, a certain amount of current is bypassed through a parallel 
resistor as determined by the resistance value. In our example, 
the current through the movement is never greater than 1 mA. 

Figure 48 illustrates a meter with three ranges: 1 mA, 

10 mA, and 100 mA. When the range switch is in the 1 mA posi- 
tion, all of the current coming into the meter goes through the 


meter movement. In the 10 mA setting, up to 9 mA goes through | 
! fier circuit that converts ac voltage from the wall outlet to de 


Rgy, and up to 1 mA through the movement. In the 100 mA set- 
ting, up to 99 mA goes through Rgy> and the movement can still 
have only | mA for full-scale. 


The scale reading is interpreted based on the range setting. 


ured, the needle points to the 0.5 mark on the scale; you must 


0.5 mA is through the movement (half-scale deflection), and 
49.5 mA are through Rsyp. 


The Power Supply 


A rack-mounted power supply is shown in Figure 49. The 
voltmeter indicates the output voltage, which can be adjusted 
from 0 V to 10 V using the voltage control. The power supply is 
: capable of providing up to 2 A to a load. A basic block diagram 


of the power supply is shown in Figure 50. It consists of a recti- 


: voltage and a regulator circuit that keeps the output voltage at a 
: constant value. 


0.5 
0) 1 —&—— 100x 1 mA =100mA 
100 mA 1mA 100 mA 
1 mA, 500 ae an 
+O meter e O- 
movement 
Switch \W 
A FIGURE 48 


A milliammeter with three ranges. 


A FIGURE 49 


4 6 


VOLTAGE 


Front panel view of a rack-mounted power supply. 
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DC power supply 


Rectifier 


120 V ac 
Oo 


A FIGURE 50 


Regulator 


o COM 


Voltage 
control 


Basic block diagram of the dc power supply. 


It is required that the power supply be modified by adding an 
ammeter with three switch-selected current ranges of 25 mA, 
250 mA, and 2.5 A. To accomplish this, two shunt resistances 
are used that can each be switched into a parallel connection 
with the meter movement. This approach works fine as long as 
the required values of the shunt resistors are not too small. How- 
ever, there are problems at very low values of shunt resistance 
and you will see why next. 


The Shunt Circuit 


An ammeter is selected that has a full-scale deflection of 

25 mA and a resistance of 6 . Two shunt resistors must be 
added—one for 250 mA and one for 2.5 A full-scale deflec- 
tions. The internal meter movement provides the 25 mA 
range. This is shown in Figure 51. The range selection is pro- 
vided by a 1-pole, 3-position rotary switch with a contact 
resistance of 50 mQ. Contact resistance of switches can be 
from less than 20 mQ. to about 100 mQ. The contact 


: resistance of a given switch can vary with temperature, 


current, and usage and, therefore, cannot be relied upon to 
remain within a reasonable tolerance of the specified value. 
Also, the switch is a make-before-break type, which means 


; that contact with the previous position is not broken until con- 


tact with the new position is made. 
The shunt resistance value for the 2.5 A range is determined 


: as follows where the voltage across the meter movement is 


Vm = IMRm = (25 mA)(6Q) = 150mV 
The current through the shunt resistor for full-scale deflection is 


25mA = 2.475A 


Tspp = FpuLL SCALE — Im = 2.5A 


: The total shunt resistance is 


Vm  150mV 
ion BON 


Rsx2(tot) = = 60.6 mQ 


Low-ohm precision resistors are generally available in values 


: from 1 m©. to 10 © or greater from various manufacturers. 


Meter movement 


25 mA, 6.0. 
Rsx 025 mA 
o— ) oO 
WW 250 mA 
Each contact has a 
Rs ess 50 mQ resistance (Rcont)- 


A FIGURE 51 
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Ammeter modified to provide three current ranges. 
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Notice in Figure 51 that the contact resistance, Rconr. of the 
switch appears in series with Rsy>. Since the total shunt resist- 
ance must be 60.6 mQ, the value of the shunt resistor Rspp is 


Rspo = Rsx2 (tot) oe Rcont = 60.6mQ, — 50mQ = 10.6m0, 


Although this value, or one close to it, may be available, the 
problem in this case is that the switch contact resistance is much 
larger than the resistance of Rsy and any variation in it would 
create a significant inaccuracy in the meter. As you can see, this 
approach is not acceptable for these particular requirements. 


Another Approach 


A variation of the standard shunt resistance circuit is shown in 
Figure 52. The shunt resistor, Ry, is connected in parallel 

for the two higher current range settings and disconnected for 
the 25 mA setting using a 2-pole, 3-position switch. This circuit 
avoids dependency on the switch contact resistance by using 
resistor values that are large enough to make it insignificant. 


The disadvantages of this meter circuit are that it requires a more 


complex switch and the voltage drops from input to output are 
greater than in the previous shunt circuit. 

For the 250 mA range, the current through the meter move- 
ment for full-scale deflection is 25 mA. The voltage across the 
meter movement is 150 mV 


Isq = 250mA — 25mA = 225mA 


150 mV 
225 mA 


SH = 0.670 = 670mQ 
This value of Rsy is more than thirteen times the expected switch 
contact resistance of 50 mQ, thus minimizing the effect of the 
contact resistance. 

For the 2.5 A range, the current through the meter movement 
for full-scale deflection is still 25 mA. This is also the current 
through Rj. 


| The voltage across the meter circuit from A to B is 


VaB = TsuRsu = (2.475 A)(670 mQ) = 1.66V 


Applying Kirchhoff’s voltage law and Ohm’s law to find R,, 


Vri + Vu = Vas 


Vri = Vap Vu 1.66 V 150mV = 1.51 V 
V 1.51 

a ES 
Iq 25mA 


This value is much greater than the contact resistance of the 
| switch, thus making the effect of Rconr negligible. 


¢ Determine the maximum power dissipated by Rgy in 


Figure 52 for each range setting. 


¢ How much voltage is there from A to B in Figure 52 when the 


switch is set to the 2.5 A range and the current is 1 A? 


¢ The meter indicates 250 mA. How much does the voltage 


across the meter circuit from A to B change when the switch 
is moved from the 250 mA position to the 2.5 A position? 


: Assume the meter movement has a resistance of 4 Q instead 


of 6 ©. Specify any changes necessary in the circuit of 
Figure 52. 


: Implementing the Power Supply Modification 


Once the proper values are obtained, the resistors are placed 
on a board which is then mounted in the power supply. The 

! resistors and the range switch are connected to the power sup- 
ply as shown in Figure 53. The ammeter circuit is connected 
between the rectifier circuit in the power supply and the regu- 
lator circuit in order to reduce the impact of the voltage drop 
across the meter circuit on the output voltage. The regulator 

: maintains, within certain limits, a constant de output voltage 
even though its input voltage coming from the meter circuit 


may change. 


Ig = 2.5A — 25mA = 2475A 
Ao 
+—W 
Ry 
Rsu 
A FIGURE 52 


Meter circuit redesigned to eliminate or minimize the effect of switch contact resistance. The switch is 
a 2-pole, 3-position make-before-break rotary type. 
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Ammeter circuit 


Rectifier 


120 V ac 
Oo 


Voltage 
control 


A FIGURE 53 


Block diagram of dc power supply with 3-range milliammeter. 


4 6 


DC VOLTS 


A FIGURE 54 


The power supply with the addition of the milliammeter and the current range selection switch. 


Figure 54 shows the modified power supply front panel with | 5. How much current is indicated by the ammeter in Figure 55 
the rotary range switch and milliammeter installed. The red por- for each of the three range switch settings in Figure 52? 
tion of the scale indicates excess current for the 2.5 A range 
since the power supply has a maximum current of 2 A for safe 


operation. 


Review 


1. When the meter in Figure 52 is set to the 250 mA range, 
which resistance has the most current through it? 


2. Determine the total resistance from A to B of the meter cir- 
cuit in Figure 52 for each of the three current ranges. 


3. Explain why the circuit in Figure 52 was used instead of the 


one in Figure 51. 


4. If the ammeter pointer is at 15 and the range switch is set to; 
250 mA, what is the current? A FIGURE 55 
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za 


Resistors in parallel are connected between two nodes in a circuit. 
A parallel circuit provides more than one path for current. 
The total parallel resistance is less than the lowest-value parallel resistor. 


The voltages across all branches of a parallel circuit are the same. 


¢-¢¢ OO 


Kirchhoff’s current law: The sum of the currents into a node (total current in) equals the sum of 
the currents out of the node (total current out). 


The algebraic sum of all the currents entering and leaving a node is zero. 

® A parallel circuit is a current divider, so called because the total current entering a node divides up 
into each of the branches connected to the node. 

® If all of the branches of a parallel circuit have equal resistance, the currents through all of the 
branches are equal. 


® The total power in a parallel-resistive circuit is the sum of all of the individual powers of the re- 
sistors making up the parallel circuit. 


® The total power for a parallel circuit can be calculated with the power formulas using values of to- 
tal current, total resistance, or total voltage. 


® If one of the branches of a parallel circuit opens, the total resistance increases, and therefore the 
total current decreases. 


® Ifabranch of a parallel circuit opens, there is still the same current through the remaining branches. 


Branch One current path in a parallel circuit. 


Current divider A parallel circuit in which the currents divide inversely proportional to the paral- 
lel branch resistances. 

Kirchhoff’s current law A law stating that the total current into a node equals the total current out 
of the node. Equivalently, it can be stated that the algebraic sum of all the currents entering and leav- 
ing a node is zero. 

Node_ A point or junction in a circuit at which two or more components are connected. 

Parallel The relationship between two circuit components that exists when they are connected be- 
tween the same pair of nodes. 


1 
1 Ry = ca a, as f Total parallel resistance 
—+—+— 4 + — 
RR, R, R3 Ry, 
RiR 
2 Ry = a8 Special case for two resistors in 
i ea parallel 
R 
3 Ry =— Special case for n equal-value 
” resistors in parallel 
4 Twa) + xo) + Tin3) teee t+ Tin) Kirchhoff’s current law 
= Ioutay + Joura) + Joura) + +++ + Zour 
R 
5 i= (Sn General current-divider formula 
x 
R 
6 = (geen Two-branch current-divider 
. . formula 
R 
q Ih= Gea Two-branch current-divider 
. 2 formula 
8 Py = Py + P72 + P3 +--+ + Py Total power 
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Answers are at the end of the chapter. 


1. To find the total conductance of parallel resistors, you can add the conductance of each of the 
resistors. 


. The total resistance of parallel resistors is always smaller than the smallest resistor. 

. The product-over-sum rule works for any number of parallel resistors. 

. Ina parallel circuit, the voltage is larger on a larger resistor and smaller on a smaller resistor. 
When a new path is added to a parallel circuit, the total resistance goes up. 

When a new path is added to a parallel circuit, the total current goes up. 


. The total current entering a node is always equal to the total current leaving the node. 


2rrdtavnan awn 


. In the current-divider formula, 1, = (R7/R,)/y, the quantity in parentheses is a fraction that is 
never greater than 1. 


9. When two resistors are in parallel, the smaller resistor will have the smaller power dissipation. 


10. The total power dissipated by parallel resistors can be larger than the power supplied by the 
source. 


Answers are at the end of the chapter. 


1. Ina parallel circuit, each resistor has 


(a) the same current (b) the same voltage 
(c) the same power (d) all of the above 

2. When a 1.2 kQ resistor and a 100 Q resistor are connected in parallel, the total resistance is 
(a) greater than 1.2 kO, (b) greater than 100 Q but less than 1.2 kQ 
(c) less than 100 © but greater than 90 0 (d) less than 90 0, 


3. A 330 Q resistor, a 270 Q resistor, and a 68 () resistor are all in parallel. The total resistance is 
approximately 


(a) 668 0 (b) 470, (c) 68 O (d) 220 


4. Eight resistors are in parallel. The two lowest-value resistors are both 1.0 kQ. The total resistance 


(a) cannot be determined (b) is greater than 1.0 kO, 
(c) is less than 1.0kO, (d) is less than 500 
5. When an additional resistor is connected across an existing parallel circuit, the total resistance 
(a) decreases (b) increases 
(c) remains the same (d) increases by the value of the added resistor 


6. If one of the resistors in a parallel circuit is removed, the total resistance 
(a) decreases by the value of the removed resistor (b) remains the same 
(c) increases (d) doubles 


7. The currents into a node are along two paths. One current is 5 A and the other is 3 A. The total 
current out of the node is 


(a) 2A (b) unknown (c) 8A (d) the larger of the two 


8. The following resistors are in parallel across a voltage source: 390 Q, 560 Q, and 820 ©. The 
resistor with the least current is 


(a) 390.0, (b) 560 0 

(ce) 8200 (d) impossible to determine without knowing the voltage 
9. A sudden decrease in the total current into a parallel circuit may indicate 

(a) a short (b) an open resistor 

(c) a drop in source voltage (d) either (b) or (c) 


10. In a four-branch parallel circuit, there are 10 mA of current in each branch. If one of the 
branches opens, the current in each of the other three branches is 


(a) 13.33 mA (b) 10mA (c) OA (d) 30mA 
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11. Ina certain three-branch parallel circuit, R; has 10 mA through it, Ry has 15 mA through it, 
and R3 has 20 mA through it. After measuring a total current of 35 mA, you can say that 


(a) Ry is open (b) Ro is open 
(c) R is open (d) the circuit is operating properly 


12. If there are a total of 100 mA into a parallel circuit consisting of three branches and two of the 
branch currents are 40 mA and 20 mA, the third branch current is 


(a) 60 mA (b) 20 mA (c) 160 mA (d) 40 mA 


13. A complete short develops across one of five parallel resistors on a PC board. The most likely 
result is 


(a) the smallest-value resistor will burn out 
(b) one or more of the other resistors will burn out 
(c) the fuse in the power supply will blow 
(d) the resistance values will be altered 
14. The power dissipation in each of four parallel branches is 1 mW. The total power dissipation is 
(a) 1 mW (b) 4mW (c) 0.25 mW (d) 16 mW 


ITING: 


CAUSE 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 56. 


> FIGURE 56 


The meters indicate the correct 
readings for this circuit. 


R Ry Ry 
= 10k > 5600 > 3300 


1. Symptom: The ammeter and voltmeter readings are zero. 
Cause: 
(a) Rj is open. 
(b) The voltage source is turned off or faulty. 
(c) R3 is open. 
2. Symptom: The ammeter reading is 16.7 mA, and the voltmeter reading is 6 V. 
Cause: 
(a) Ry is open. 
(b) Rp» is open. 
(c) R3 is open. 
3. Symptom: The ammeter reading is 28.9 mA, and the voltmeter reading is 6 V. 
Cause: 
(a) Ry is open. 
(b) Ro is open. 
(c) R3 is open. 
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4. Symptom: The ammeter reading is 24.2 mA, and the voltmeter reading is 6 V. 
Cause: 
(a) Rj is open. 
(b) Ro is open. 
(c) R3 is open. 

5. Symptom: The ammeter reading is 34.9 mA, and the voltmeter reading is 0 V. 
Cause: 
(a) A resistor is shorted. 


(b) The voltmeter is faulty. 


(c) The voltage source is turned off or faulty. 


Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1_ Resistors in Parallel 
1. Connect the resistors in Figure 57 in parallel across the battery. 


2. Determine whether or not all the resistors in Figure 58 are connected in parallel on the printed 
circuit board. Draw the schematic including resistor values. 


A FIGURE 57 A FIGURE 58 


SECTION 2. Total Parallel Resistance 


3. Determine the total resistance between pins | and 2 in Figure 58. 


4. The following resistors are connected in parallel: 1.0 MQ, 2.2 MQ, 4.7 MQ, 12 MQ, and 
22 MQ. Determine the total resistance. 


5. Find the total resistance between nodes A and B for each group of parallel resistors in Figure 59. 


>» FIGURE 59 Lo Oe PRP Free 


salen 
——| nn en 
Prt == = © 


= 
= 
= 
= 


(a) (b) (c) (d) 
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6. Calculate Ry for each circuit in Figure 60. 


> FIGURE 60 ° ° 
R R 
R 1 2 
R R, 1 2 | 
47k S22k0 are 2 \W—*\W 
56 0 15kQ 22k0 
oO 


(a) (b) (c) 


7. What is the total resistance of eleven 22 k() resistors in parallel? 


8. Five 15 Q, ten 100 Q, and two 10 Q resistors are all connected in parallel. What is the total 
resistance? 


SECTION 3 Voltage in a Parallel Circuit 


9. Determine the voltage across and the current through each parallel resistor if the total voltage is 
12 V and the total resistance is 600 (. There are four resistors, all of equal value. 


10. The source voltage in Figure 61 is 100 V. How much voltage does each of the three meters 
read? 


> FIGURE 61 


SECTION 4 Application of Ohm’s Law 


11. What is the total current, /7, in each circuit of Figure 62? 


> FIGURE 62 R; 
-0 AM 
560 0 
: R R R 
— 1 2 3 R 
mS 33kQ S33kQ S 33K OV 1 OKO R, 
3.9 KO 
= = = = ° 
(a) (b) 


12. The resistance of a 60 W bulb is approximately 240 0. What is the current from the source 
when three bulbs are on in a 120 V parallel circuit? 


13. What is the current in each resistor for the circuits shown in Figure 63? 


>» FIGURE 63 
7 R, Ry —L R, Ry 


Ty 56 kO 22k . 18k 100k 


(a) (b) 


14. Four equal-value resistors are connected in parallel. Five volts are applied across the parallel 
circuit, and 2.5 mA are measured from the source. What is the value of each resistor? 
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SECTION 5 


SECTION 6 
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Kirchhoff’s Current Law 


15. The following currents are measured in the same direction in a three-branch parallel circuit: 
250 mA, 300 mA, and 800 mA. What is the value of the current into the node to which these 
three branches are connected? 


16. There is a total of 500 mA of current into five parallel resistors. The currents through four of the 
resistors are 50 mA, 150 mA, 25 mA, and 100 mA. What is the current through the fifth resistor? 


17. How much current is through R> and R3 in Figure 64 if Ry and R3 have the same resistance? 
Show how to connect ammeters to measure these currents. 


» FIGURE 64 +0 


a 
50 mA 


el R, | “| Ry iz« 


25 mA 


—_—_—_—_ 
° 


18. A trailer has four running lights that draw 0.5 A each and two taillights that draw 1.2 A each. 
What is the current supplied to the trailer when the taillights and running lights are on? 


19. Assume the trailer in Problem 18 has two brake lights that draw | A each. 
(a) When all lights are on, what current is supplied to the trailer? 


(b) For this condition, what is the ground return current from the trailer? 


Current Dividers 


20. A 10 kQ resistor and a 15 kQ resistor are in parallel with a voltage source. Which resistor has 
the highest current? 


21. How much branch current should each meter in Figure 65 indicate? 


» FIGURE 65 1 
—o 
1.0k0, 
4 . = 
Ry 
—o 


o- Vs +0 


22. Using the current-divider formula, determine the current in each branch of the circuits of 
Figure 66. 
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SECTION 7_ Power in Parallel Circuits 
23. Five parallel resistors each handle 40 mW. What is the total power? 
24. Determine the total power in each circuit of Figure 66. 


25. Six light bulbs are connected in parallel across 120 V. Each bulb is rated at 75 W. How much 
current is through each bulb, and what is the total current? 


SECTION 8 _ Troubleshooting 


26. If one of the bulbs burns out in Problem 25, how much current will be through each of the 
remaining bulbs? What will be the total current? 


£ 27. In Figure 67, the current and voltage measurements are indicated. Has a resistor opened, and, if 
so, which one? 


+O 
R, Ry R; R, Rs 
220 0 100 O 1.0kQ 560 0 270 0 
° 
A FIGURE 67 


28. What is wrong with the circuit in Figure 68? 


» FIGURE 68 


R, Ry R3 = 
aM 4.7kO 10kKOS 82K0 


29. Find the open resistor in Figure 69. 


> FIGURE 69 


Ry Ry Ry 
560 0 2700 330 0 


O- 
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30. From the ohmmeter reading in Figure 70, can you tell if a resistor is open? If so, can you 


> FIGURE 70 


identify it? 


ADVANCED PROBLEMS 


31. 
32. 


33. 


In the circuit of Figure 71, determine resistances R>, R3, and R4. 


The total resistance of a parallel circuit is 25 Q. If the total current is 100 mA, how much cur- 
rent is through a 220 Q resistor that makes up part of the parallel circuit? 


What is the current through each resistor in Figure 72? R is the lowest-value resistor, and all 
others are multiples of that value as indicated. 


aS +o—— 
7.5 mA 2mA | 0.5 mA 10mA 
V. 1mA as R R R R 2R 3R 4R 
S m 500 2 3 4 
~~ ° 
A FIGURE 71 A FIGURE 72 
34. A certain parallel circuit consists of only 2 W resistors each having the same resistance. The 
total resistance is 1 k, and the total current is 50 mA. If each resistor is operating at one-half 
its maximum power level, determine the following: 
(a) the number of resistors (b) the value of each resistor 
(c) the current in each branch (d) the applied voltage 
35. Find the values of the unspecified quantities (shown in color) in each circuit of Figure 73. 
R 
AW : 
ry Ry ; 1.0kO 
150 mal e \W + AW 
- ie P,=0.75Ww 2 oe “ 
= 10V a + 
- si ee 100V = R, Ro 
R R 7 680 © 
1 2 Prp=2W 
@ I I I 
AW AM f 1 t 2 f 3 
100mA => L 200 mA _ = = = 
(a) (b) (c) 
A FIGURE 73 
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36. What is the total resistance between terminal A and ground in Figure 74 for the following 


conditions? 
(a) SW1 and SW2 open (b) SW1 closed, SW2 open 
(c) SW1 open, SW2 closed (d) SW1 and SW2 closed 
>» FIGURE 74 Re rae eae 
sSwl SWw2 
R Ry R; 
510kO 470 kO 910kO 


37. What value of R> in Figure 75 will cause excessive current? 


OND 
0.5A 
Va R 


> FIGURE 75 


15V i: 


38. Determine the total current from the source and the current through each resistor for each 
switch position in Figure 76. 


8 
x 
—) 

| — 


i 
°° 
iS) 
i>) 
am 
jo) 


|| — 


A FIGURE 76 


39. The electrical circuit in a room is protected with a 15 A circuit breaker. A space heater that 
draws 8.0 A is plugged into one wall outlet, and two table lamps that draw 0.833 A each are 
plugged into another outlet. Can a vacuum cleaner that uses 5.0 A be plugged into this same 
circuit without exceeding the breaker current? Explain your answer. 


40. The total resistance of a parallel circuit is 25 ©. What is the current through a 220 Q resistor 
that makes up part of the parallel circuit if the total current is 100 mA? 
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41. Identify which groups of resistors are in parallel on the double-sided PC board in Figure 77. 
Determine the total resistance of each group. 


123 4 5 


6 6 5 4 3 2 1 
Side 1 


Side 2 
A FIGURE 77 


42. If the total resistance in Figure 78 is 200 ©, what is the value of R2? 


>» FIGURE 78 


43. Determine the unknown resistances in Figure 79. 


Ry 
————— < ? ~ AW 
1.5 mA 1.2mA 0.8 mA 
+0 
Vs fi = R, R; 
ae 1.0kO 3.3kO 
oe 


A FIGURE 79 


44, There is a total of 250 mA into a parallel circuit with a total resistance of 1.5 kQ. The current 


must be increased by 25%. Determine how much resistance to add in parallel to accomplish 
this increase in current. 
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45. Draw the schematic for the setup in Figure 80 and determine what is wrong with the circuit if 
25 V are applied across the red and black leads. 


ca orem "7. am 
a PPP 
© Bt == se 
Lees Ine 


=e me Ce ee eee 
TEECTEEreer q 


de 

PRESS 

~ RANGE ap 
AUTORANGE €ED 
TOUCH/HOLD €ED> 


10A vo 


sh 


rr eran =e nanee =e 


(b) Protoboard with leads connected. 
Yellow lead is from meter and gray 
lead is from 25 V power supply ground. 
The red meter lead goes to +25 V. 


() 
‘a 1000 veh 


750 V ~ 


40 mA 


FUSED 


(a) Meter with yellow lead going 
to protoboard and red lead 
going to the positive terminal 
of the 25 V power supply. 

A FIGURE 80 


46. Develop a test procedure to check the circuit in Figure 81 to make sure that there are no open 
components. You must do this test without removing any component from the board. List the 
procedure in a detailed step-by-step format. 


> FIGURE 81 123456 


47. A certain parallel circuit consists of five 2 W resistors with the following values: 1.8 kQ, 2.2 kQ, 
3.3 kQ, 3.9 kO, and 4.7 kQ. As you slowly increase the voltage across the parallel circuit, the 
total current slowly increases. Suddenly, the total current drops to a lower value. 


(a) Excluding a power supply failure, what happened? 
(b) What is the maximum voltage you should have applied? 
(c) Specifically, what must be done to repair the fault? 


48. For the circuit board shown in Figure 82, determine the resistance between the following pins 
if there is a short between pins 2 and 4. 


(a) pins | and 2 (b) pins 2 and 3 (c) pins 3 and 4 (d) pins 1 and 4 
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> FIGURE 82 


Pin 1 


Pin 2 


Pin 3 


Pin 4 


49. For the circuit board shown in Figure 82, determine the resistance between the following pins 
if there is a short between pins 3 and 4. 


(a) pins | and 2 (b) pins 2 and 3 (c) pins 2 and 4 (d) pins 1 and 4 


_- MULTISIM TROUBLESHOOTING PROBLEMS 


—— 50. Open file P0O5-50; files are found at www.pearsonhighered.com/floyd/. Using current measure- 
ments, determine if there is a fault in the circuit. If so, identify the fault. 


51. Open file POS-51. Using current measurements, determine if there is a fault in the circuit. If so, 
identify the fault. 


52. Open file PO5-52. Using resistance measurements, determine if there is a fault in the circuit. If 
so, identify the fault. 


53. Open file PO5-53. Measure the total resistance of each circuit and compare to the calculated values. 


SECTION CHECKUPS 
SECTION 1 _ Resistors in Parallel 


1. Parallel resistors are connected between the same two points. 
2. A parallel circuit has more than one current path between two given points. 
3. See Figure 83. 


>» FIGURE 83 
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4. See Figure 84. 


>» FIGURE 84 
al A 
A +My W—% 
Rg 
Ri > Ry R; Rs 
Ro 
+4 B 
Re 


SECTION 2 Total Parallel Resistance 
1. As more resistors are connected in parallel, the total resistance decreases. 
2. Rr is always less than the smallest resistance value. 
3. Rp = 2.2k0/12 = 183 0, 


SECTION 3 Voltage in a Parallel Circuit 
15V 
2. Veg = 118-Vi Ve = 118-'V 
3. Vey = 50 V; Var = 50 V 


4. Voltage is the same across all parallel branches. 


SECTION 4 Application Ohm’s Law 

. Ip = 12 V/(680 0/3) = 53 mA 

. Vs = 20 mA(680 0 || 330.9) = 4.44.V 

. 1 = 4.44 V/680 © = 6.53 mA; lb = 4.44 V/330 © = 13.5 mA 
. Rp = 4(12 V/6 mA) = 8kO 

. V = (L.0k0 || 2.2k0)100 mA = 68.8 V 


a & Ww NY = 


SECTION 5 _ Kirchhoff’s Current Law 


1. Kirchhoff’s current law: The algebraic sum of all currents at a node is zero; The sum of the 
currents entering a node equals the sum of all the currents leaving that node. 


2hth+h=25A 
3. 100 mA + 300 mA = 400 mA 
4.44 
5. 10A 


SECTION 6 Current Dividers 
1. The 22 Q has most current; the 220 , has least current. 
2. I; = (Ry/R3)4 mA = (113.6 2/470 0)4 mA = 967 pA 
3. Ib = (R7/680 O)10 mA = 3.27 mA; J; = (Rz_/330 O.)10 mA = 6.73 mA 


SECTION 7 _ Power in Parallel Circuits 
1. Add the powers in each resistor to get Pr. 
2. Pp=1W+2W+5W+8W=16W 
3. Pr = (1 mA)’Ry = 615 WW 
4. The normal current is / = P/V = 100 W/12.6 V = 7.9 A. Choose a 10 A fuse. 


SECTION 8 _ Troubleshooting 
1. When a parallel branch opens, there is no change in voltage and the total current decreases. 


2. When the total resistance is greater than it should be, a branch is open. 
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3. Yes, all other bulbs continue to glow. 
4. The current in each nonopen branch remains | A. 


5. By Kirchhoff’s current law, the ground return current is 0.10 A and represents a parallel return 
path. From Ohm’s law, R = 120 V/0.1 A = 1200 2. 


RELATED PROBLEMS FOR EXAMPLES 
1 No rewiring is necessary. 
2 Connect pin | to pin 2 and pin 3 to pin 4. 
3 9.340 
4 Replace Step 9 with “Press the + key.” 
Display shows 1007! + 477! + 227! 
Replace Step 10 with “Enter 33.” 
Display shows 1007! + 477! + 227! + 33. 
Step 11: Press the x! key. 
Display shows 1007! + 477! + 227! + 3371. 
Step 12: Press the ENTER key. Display shows 107.034171502E?. 
Step 13: Press the x! and ENTER keys. Display shows 9.342810674060. 
5 1320 
6 33.3kO 
1.) 23N 
8 
9 


I, = 100 mA; Jy = 179 mA; 100 mA + 179 mA = 279 mA 
I, = 20.0 mA; Jy = 9.09 mA; J; = 35.7 mA; Jy = 22.0 mA 

10 31.9mA 

11 2.00 

12 1[=V/Rraq, = 12.6 V/10.50=1.2A 

13 20mA 

14 dp = 112 mA; 1, =50mA 

15 2.5 mA;5 mA 

16 J, = 1.63 mA; J, = 3.35 mA 

17 1, = 59.4 mA; I, = 40.6 mA 

18 1.78 W 

19 81W 

20 15.4mA 

21 Not correct; Ryo (68 kQ) is open. 


TRUE/FALSE QUIZ 
1. T 2. T Ss F 4. F 5. F 6. T 7. T 8. T 9. F 10. F 


SELF-TEST 
1. (6) 2 (&) 3. (b) 4. (d) 5. (a) 6. (c) 7. (c) 
8. (c) 9. (d) 10.(b+) (a) 12d £13) 14 (0) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
1. (b) 
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PROBLEMS —- ODD-NUMBERED ANSWERS 
1. See Figure P—-5. 


> FIGURE P-5 


3.43 kO 

. (a) 25.60 (b) 3590 (c) 8190 (da) 996 
2kO 

. 12 V;5mA 

11. (a) 909A —(b) 76 mA 

13. (a) 1, = 179A: = 455A (b) Ty = 444 As = 80 nA 


ert Mw 


15. 1350 mA 

17. [yb = 1; = 7.5 mA. Connect an ammeter in series with each resistor in each branch. 
19. 64A;64A 

21. 7, = 2.19 A; 1, = 811mA 

23. 200 mW 


25. 0.625 A; 3.75 A 

27. The 1.0 kQ resistor is open. 

29. Ro is open. 

31. Rp = 250; R3 = 1000; Ry = 12.50, 

33. Ip = 4.8 A; hr = 2.4A; bp = 1.6A; lye = 1.2A 

35. (a) R; = 1000, Ro = 2000, 1, = 50mA 
(b) 7, = 125mA, bh = 74.9mA, Ry = 800, Ro = 1340, Vs = 10V 
(c) 1, = 253mA, = 147mA, 7, = 100 mA, Ry = 3950, 

37. 53.70, 

39. Yes; total current = 14.7 A 


41. RyRy | Rs || Ro | Rio |Riz = 100 kO | 220 kO || 560 kO |) 
390 kQ||1.2 MO|100kO = 33.6k0 


R4|| Ro || R7 || Rg = 270 kO | 1.0 MO | 820k ||680kO = 135.2kO 
R3] Rj, = 330kQ] 1.8 MO = 278.9kO 

43. Ry = 7500; Ry = 423.0 

45. The 4.7 kO resistor is open. 

47. (a) One of the resistors has opened due to excessive power dissipation. 
(b) 30 V 
(c) Replace the 1.8 kO, resistor. 

49. (a) 9400, (b) 5180, 
(ce) 5180, (d) 4220 

51. Rs; is open. 

53. (a) R from pin | to pin 4 agrees with calculated value. 


(b) R from pin 2 to pin 3 agrees with calculated value. 


S FOR REOCCURRING IMAGES 
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SERIES-PARALLEL CIRCUITS 
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Identifying Series-Parallel Relationships Your application assignment in this chapter is to 
Analysis of Series-Parallel Resistive Circuits evaluate a voltage-divider circuit board used in a 
Voltage Dividers with Resistive Loads portable power supply by applying your knowledge of © 


loaded voltage dividers gained in this chapter. The vol 
age divider in this application is designed to provide 
reference voltages to three different instruments that 


Loading Effect of a Voltmeter 
The Wheatstone Bridge 


Ooo nr AD wu PWN = 


Thevenin’s Theorem act as loads on the circuit. You will also troubleshoot 
The Maximum Power Transfer Theorem the circuit board for various common faults. After 
The Superposition Theorem studying this chapter, you should be able to complete 
Troubleshooting the application assignment. 

Application Assignment: Putting Your Knowledge 

to Work 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


~® Identify series-parallel relationships 
(= @ Analyze series-parallel circuits 

Various combinations of both series and parallel resistors are f 
often found in electronic circuits. In this chapter, examples 
of such series-parallel arrangements are examined and ana- 
Analyze and apply a Wheatstone bridge lyzed. An important circuit called the Wheatstone bridge is © 
Apply Thevenin’s theorem to simplify a circuit for analysis introduced, and you will learn how complex circuits can be 
simplified using Thevenin’s theorem. The maximum power 


@ Analyze loaded voltage dividers 


Determine the loading effect of a voltmeter on a circuit 


® Apply the maximum power transfer theorem 


Pnialy the Supeipos ei crighg ret Cenc naan for a given circuit to provide maximum power to a load, is «x 


Troubleshoot series-parallel circuits discussed. Also, circuits with more than one voltage source’ 
are analyzed in simple steps using the superposition theo- 
rem. Troubleshooting series-parallel circuits for shorts and % 
opens is also covered. . 

5 Loading Unbalanced bridge 


/ Load current Thevenin’s theorem 
> Wheatstone bridge Maximum power transfer 


¢ 
¢ 

© Bleeder current @ Terminal equivalency 
¢ 

® Balanced bridge o 


Superposition 


Streeter Photography/Alamy 
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qe 1 IDENTIFYING SERIES-PARALLEL RELATIONSHIPS 


A series-parallel circuit consists of combinations of both series and parallel current 
paths. It is important to be able to identify how the components in a circuit are arranged 
in terms of their series and parallel relationships. 


After completing this section, you should be able to 
¢ Identify series-parallel relationships 
¢ Recognize how each resistor in a given circuit is related to the other resistors 


¢ Determine series and parallel relationships on a PC board 


Figure l(a) shows an example of a simple series-parallel combination of resistors. 
Notice that the resistance from A to B is R;. The resistance from B to C is Rp and R3 in par- 
allel (Ro I R3) because these resistors are connected to the same pair of nodes (node B and 
node C). The total resistance from A to C is R, in series with the parallel combination of R» 
and R3, as indicated in Figure 1(b). 


R, isin 
series with 
Ry Il R3. | 


B B B 

A A Ao—AMy Ao——_ R, 

R Ir 
Ry R= Ry SR, Vs | Ry eae Ry = R, + Roll Ry Ry Il R3 
+ ty 

€ c co co 

(a) (b) (c) (d) 
A FIGURE 1 


A simple series-parallel resistive circuit. 


When the circuit in Figure | is connected to a voltage source as shown in part (c) the 
total current through R, divides at point B into the two parallel paths. These two branch 
currents then recombine. The total current is into the positive source terminal as shown. 
The resistor relationships are shown in block form in part (d). 

Now, to further illustrate series-parallel relationships, let’s increase the complexity of 
the circuit in Figure 1(a) step-by-step. 


1. In Figure 2(a), R4 is connected in series with R;. The resistance between points 
A and B is now R, + R4. This series combination is in series with the parallel 
combination of R» and R3, as illustrated in Figure 2(b). Part (c) shows the resis- 
tor relationships in block form. 


2. In Figure 3(a), R5 is connected in series with Rj. The series combination of R 
and Rs is in parallel with R3. This entire series-parallel combination is in series with 
the R; + R4 combination, as illustrated in Figure 3(b). The block diagram is shown 
in part (c). 


3. In Figure 4(a), Re is connected in parallel with the series combination of R; and R4. 
The series-parallel combination of R;, R4, and R¢ is in series with the series-parallel 
combination of Rj, R3, and Rs, as indicated in Figure 4(b). The block diagram is 
shown in part (c). 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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R, +R, is in series 
[ with R, II _R3. | 


Ao——j RR} +R, 


Ry Sr, Ry SR, Rp=R,+Rgt Ry Il Rz | Roll R3 
Co Co co 
(a) (b) (c) 
A FIGURE 2 
R, is added to the circuit in series with Ry. 
Beige groups 
te and = 1 [ are in series. | 
are in series. 
B B 
4 oy 4 oy Ac Rt Ry 
R R R R 
4 1 Ry 4 1 Ry 
R, and R 
R; Pit oa = R; Ryp=R, + Rqt (Ro + Rs) ll R3 | (Ro + Rs) Il R3 
Rs Rs 
£ Co ' | co 
Blue groups 
are in parallel. 
(a) (b) (c) 
A FIGURE 3 
R; is added to the circuit in series with R>. 
Blue groups be Beige groups 
are in are in series. 
Rg parallel. Re | 
B B 
ot 104M Ao] + ROI 
Ry R Ry Ry 
R, Ry 
Rgand Ry Ryr=(Ry +RIR 
= R; are in series. = R; - i (Ry +Rs) IR, (Ry + Rs) Il Ry 
Rs Rs 
co Co co 
(a) (b) (c) 
A FIGURE 4 


Rg is added to the circuit in parallel with the series combination of R; and Ry. 


EXAMPLE 1 


Solution 


Identify the series-parallel relationships in Figure 5. 


Starting at the negative terminal of the source, follow the current paths. 


1. All the current produced by the source must go through R,, which is in series with 


the rest of the circuit. 


2. The total current takes two paths when it gets to node A. Part of it is through R), 


and part of it is through R3. 
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A FIGURE 5 A FIGURE 6 


3. Resistors Ry and R3 are in parallel with each other because they are connected to 
the same pair of nodes. This parallel combination is in series with R,. 


4. At node B, the currents through R and R3 come together again into a single path. 
Thus, the total current is through R4. 


5. Resistor Ry is in series with both R, and the parallel combination of Ry and R3. 


The currents are shown in Figure 6, where /r is the total current. In summary, R; 
and R, are in series with the parallel combination of R and R3. 


R, + Ry + Ro || R3 


Related Problem* If another resistor, Rs, is connected from node A to the positive side of the source in 
Figure 6, what is its relationship to the other resistors? 


* Answers are at the end of the chapter. 


EXAMPLE 2 Describe the series-parallel combination between terminals A and D in Figure 7. 


» FIGURE 7 


Solution Between nodes B and C, there are two parallel paths. 
1. The lower path consists of R4. 
2. The upper path consists of a series combination of R> and R3. 


This parallel combination is in series with both R; and Rs. In summary, R, and Rs are 
in series with the parallel combination of R4 and (Ry + R3). 


R, + Rs + Rq|| (Rp + R3) 


Related Problem _ If a resistor is connected from node C to node D in Figure 7, describe its relationship 
in the circuit. 
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EXAMPLE 3 Describe the total resistance between each pair of terminals in Figure 8. 


» FIGURE 8 


Ao OC 


Solution 1. FromA to B: R;, is in parallel with the series combination of R, and R3. 
2. From A to C: R; is in parallel with the series combination of R; and Rp. 
3. From B to C: Rzj is in parallel with the series combination of R,; and R3. 
Related Problem In Figure 8, describe the total resistance between each terminal and an added ground 


if a new resistor, Ry, is connected from terminal C to ground. None of the existing 
resistors connect directly to the ground. 


When connecting a circuit on a protoboard from a schematic, it is easier to check the cir- 
cuit if the resistors and connections on the protoboard are oriented so that they approxi- 
mately match the way the schematic is drawn. In some cases, it is difficult to see the 
series-parallel relationships on a schematic because of the way in which it is drawn. In such 
a situation, it helps to redraw the diagram so that the relationships become clear. 


EXAMPLE 4 Identify the series-parallel relationships in Figure 9. 


a 
II 
eo 


A FIGURE 9 A FIGURE 10 


Solution The circuit schematic is redrawn in Figure 10 to better illustrate the series-parallel 
relationships. Now you can see that R> and R3 are in parallel with each other and also 
that Ry and Rs are in parallel with each other. Both parallel combinations are in series 
with each other and with Rj. 


Ry + Ry|| R3 + Ry|| Rs 


Related Problem If a resistor is connected from the bottom end of R3 to the top end of Rs in Figure 10, 
what effect does it have on the circuit? Explain. 
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Usually, the physical arrangement of components on a PC or protoboard bears no 
resemblance to the actual electrical relationships. By tracing out the circuit and rearranging 
the components on paper into a recognizable form, you can determine the series-parallel 
relationships. 


EXAMPLE 5 Determine the relationships of the resistors on the PC board in Figure 11. 


» FIGURE 11 


Solution In Figure 12(a), the schematic is drawn approximately in the same arrangement as that 
of the resistors on the board. In part (b), the resistors are reoriented so that the 
series-parallel relationships are more obvious. 

Resistors R; and Ry, are in series, Ry + Ry is in parallel with Ry; Rs and Re are in 
parallel, and this combination is in series with R3. 

The R3, Rs, and Rg series-parallel combination is in parallel with both R» and the 
R, + R4 combination. This entire series-parallel combination is in series with R7. 

Figure 12(c) illustrates these relationships. Summarizing in equation form, 


Rag = (Rs || Ro + R3) || Ro || (Ri + Ra) + Ry 


Blue groups White groups 
are in parallel. _ are in series. 


R, and Ry 
are in 
series. 


 —— 
are in 


parallel. 
© 
4 
R7 ._ Beige groups 
are in series. 
B 
(a) (b) (c) 
A FIGURE 12 


Related Problem What happens if there is an open connection between R, and R, on the printed circuit 
board in Figure 11? 
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ed as follows: R; and R> are in parallel. This 
ther parallel combination of R3 and Ry. Draw 


he series-parallel relationships of the resistors. 
e 14? 


Ao 
R R R 
1 2 R, 4 
Bo 
A FIGURE 14 
3 


fe 15 in series? 


G4 2 ANALYSIS OF SERIES-PARALLEL RESISTIVE CIRCUITS 


The analysis of series-parallel circuits can be approached in many ways, depending on 
what information you need and what circuit values you know. The examples in this 
section do not represent an exhaustive coverage, but they give you an idea of how to 
approach series-parallel circuit analysis. 


After completing this section, you should be able to 
¢ Analyze series-parallel circuits 
¢ Determine total resistance 
¢ Determine all the currents 


¢ Determine all the voltage drops 


If you know Ohm’s law, Kirchhoff’s laws, the voltage-divider formula, and the current- 
divider formula, and if you know how to apply these laws, you can solve most resistive cir- 
cuit analysis problems. The ability to recognize series and parallel combinations is, of 
course, essential. There is no standard “cookbook” approach that can be applied to all sit- 
uations. Logical thought is the most powerful tool you can apply to problem solving. 
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Total Resistance 


To find the total resistance (Ry) of a series-parallel combination, first identify the series and 
parallel relationships, and then determine total series and total parallel resistance. The 
following two examples illustrate the general approach. 


EXAMPLE 6 Determine Ry between terminals A and B of the circuit in Figure 16. 
» FIGURE 16 
R 
Ac Wy 
100 


1000 1000 


Bo 


Solution Resistors Ry and R3 are in parallel, and this parallel combination is in series with R}. 
First find the parallel resistance of Ry and R3. Since Ry and R3 are equal in value, di- 
vide the value by 2. 


Now, since R, is in series with Ro} 3, add their values. 


Rr = Ry at R43 = 100+ 500 = 6000 
Related Problem Determine Ry in Figure 16 if R3 is changed to 82 ©. 


multimeter, verify the calculated value of total resistance. Change R, to 18 , R2 to 82 Q, 


<2 Open Multisim file E06-06; files are found at www.pearsonhighered.com/floyd/. Using the 
and R3 to 82 © and measure the total resistance. 


EXAMPLE 7 Find Ry of the circuit in Figure 17. 
» FIGURE 17 

Ry R3 

R 470, 470, 
A R, B 
100 0 
68 0 Re 
+ lL 
“= Rs 15.0 
39 0 


Solution 1. Inthe upper branch between nodes A and B, R> is in series with R3. The series 
combination is designated R53 and is equal to Ry + R3. 


R43 = Ro + R3 = 470, P 47Q, = 940, 
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2. In the lower branch, Ry and Rs are in parallel with each other. This parallel combi- 
nation is designated Ry|\s. 

R4aRs (68. N)(39 OD) 

Ika se Its (afs3 (0) = SI)K0) 


3. Also in the lower branch, the parallel combination of Ry and Rs is in series with Rg. 
This series-parallel combination is designated R4\\5 +6. 
Rali5+6 = Ro =F Rais = 7504+ 2480 = 99.80 


Figure 18 shows the original circuit in a simplified equivalent form. 


» FIGURE 18 


Ro43 


A 94 0, B 


1000 Ryiiss6 
al AW 


99.8 O 


4. Now you can find the resistance between nodes A and B. It is Ro +3 in parallel with 
R4\\5+6- Calculate the equivalent resistance as follows: 


1 1 
= = 48.40 
1 1 1 1 


+ + 
Ro+43 R4l\5+6 940, 99.80 


Rap = 


5. Finally, the total circuit resistance is R, in series with Rap. 


Ry = R, cu Rap — 1000 =F 48.40, = 148 0 


Related Problem Determine Ry if a 68 © resistor is connected to the circuit in Figure 17 from node A to 


node B. 
- Open Multisim file E06-07. Verify the total calculated resistance. Remove Rs from the 
* circuit and measure the total resistance. Then check your measured value by calculating 
the total resistance. 


Total Current 


Once you know the total resistance and the source voltage, you can apply Ohm’s law to 
find the total current in a circuit. Total current is the source voltage divided by the total 
resistance. 


V. 
I 4 = 
Rr 
For example, let’s find the total current in the circuit of Example 7 (Figure 17). Assume that 
the source voltage is 10 V. The calculation is 
Vs 10 V 


== = 67.6mA 
T Rr 1480 7 
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Branch Currents 


Using the current-divider formula, Kirchhoff’s current law, Ohm’s law, or combinations of 
these, you can find the current in any branch of a series-parallel circuit. In some cases, it 


may take repeated application of the formula to find a given current. 


EXAMPLE 8 


Solution 


Related Problem 


Determine the current through R, in Figure 19 if Vs; = 5.0 V. 


® FIGURE 19 
A 
° 9 
Vs re R 
560 0 
4] 
+o e 


First, find the current (/>) into node B. Once you know this current, you can use the 
current-divider formula to find J4, the current through R4. 

Notice that there are two main branches in the circuit. The left-most branch consists 
of only R,. The right-most branch has R> in series with the parallel combination of R3 
and Ry. The voltage across both of these main branches is the same and equal to 5.0 V. 
Calculate the equivalent resistance (R+3\4) of the right-most main branch and then 
apply Ohm’s law; J is the total current through this main branch. Thus, 

R3R 330 2)(560 O 
Sg Oe) _ sso 
R3 + R4 890 0 
Vs 5.0 V 
h= = 
Ro+31/4 5380, 


oe 3a Ra 


= 9.29 mA 


Use the two-resistor current-divider formula to calculate /4. 


R; 330 0 
ine ine 29mA = 3.45mA 
4 (pee) (see )o on 


Find /;, /;, and /y in Figure 19. 


Open Multisim file E06-08. Measure the current in each resistor. Compare the meas- 
urements with the calculated values. 


Voltage Relationships 


The circuit in Figure 20 illustrates voltage relationships in a series-parallel circuit. Volt- 
meters are connected to measure each of the resistor voltages, and the readings are indicated. 


Some general observations about Figure 20 are as follows: 


1. Vp; and Vez are equal because R; and R> are in parallel. (Recall that voltages 
across parallel branches are the same.) Vr; and Vp are the same as the voltage 


from A to B. 


2. Vp3 is equal to Veg + Ves because R3 is in parallel with the series combination of 


R4 and Rs. (Vp3 is the same as the voltage from B to C.) 
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<4 FIGURE 20 


Illustration of voltage relationships. 


3. Vpq is about one-third of the voltage from B to C because Ry is about one-third of 
the resistance Ry + Rs (by the voltage-divider principle). 


4. Vps is about two-thirds of the voltage from B to C because Rs is about two-thirds of 
Rg + Rs. 


5. Vri + Vr3 — Vs = 0 because, by Kirchhoff’s voltage law, the algebraic sum of 
the voltage drops around a single closed path must equal zero. 


Example 9 will verify the meter readings in Figure 20. 


EXAMPLE 9 Verify that the voltmeter readings in Figure 20 are correct. The circuit is redrawn as a 
schematic in Figure 21. 


» FIGURE 21 R, 
F 1.0kO a 
a 2 
Ry 
ss 2.2kO Ry, 
Vs = 10V R 330.0 
3 


1.8kQ Rs 
= 680.0 


Solution The resistance from A to B is the parallel combination of R, and R>. 


RiRy _ (1.0k0)(2.2 kM) 


Roo = = 6880 
ae meR, ¢ R, 3.2kO 
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The resistance from B to C is R3 in parallel with the series combination of R4 and R5 
Rg + Rs = 3300 + 6800 = 10100 = 1.01 k0, 


R(Ry + Rs) (1.8kO)(1.01 kO) 


= = = 6470 
PRR ey Re 2.81kO 


The resistance from A to B is in series with the resistance from B to C, so the total cir- 
cuit resistance is 


Rr = Rap ar Rec = 6880 + 6470 = 13350, 


Use the voltage-divider principle to calculate the voltages. 
fas) ( 688 0 ) 
Vaz = Vs = 10V = 5.15 V 
a8 ( Rey © \ 13350 


Rec 647 0, ) 
Vac = Vs = 10V = 4.85V 
BE (42) s (a3 a § 


Vri = Vr2 = Vap = 5.15V 
Vr3 = Vec = 4.85 V 


Ry 3300 
Ve, = = 4.85 V 
a (= u Vac (38) 2 


1.58 V 


V, ( ae yy (Sern 485 V = 3279 
ever. °° «(\ 10100)" ; 
Determine each voltage drop in Figure 21 if the source voltage is doubled. 


- Open Multisim file E06-09. Measure the voltage across each resistor and compare to 
2 the calculated values. Verify by measurement that each voltage drop doubles if the 


source voltage is doubled and is halved if the source voltage is halved. 


Related Problem 


EXAMPLE 10 Determine the voltage drop across each resistor in Figure 22. 
® FIGURE 22 
Ry 
6.2 kO 
R, 
A NY B 
3.3kO 
R; 
1.0kO, 
+ 
Vy c 
8V = Rs 
R, 680.0 
1.0kO Rg 
390 0 
@ 
D 
Solution Because you know the total voltage, you can solve this problem using the voltage- 
divider formula. 
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Step 1: Reduce each parallel combination to an equivalent resistance. Since R; and 
R> are in parallel between nodes A and B, combine their values. 
Ri Ro (3.3 kQ)(6.2 kQ) 


Rye = 215 k0 
oP RR, + R, 9.5kO 


Since Ry, is in parallel with the R; and Re series combination (Rs +6) 
between nodes C and D, combine these values. 
R4(R5 +6) (1.0kO)(1.07 kQ) 
Rg + R546 2.07 kO, 


= 5170, 


Step 2: Draw the equivalent circuit as shown in Figure 23. The total circuit 
resistance is 


Rr = Rap cP R3 qe Rep = 2.15kO qr 1.0kO, ar Si) = 3.67 kO 


® FIGURE 23 


Rap 
A B 
2.15 kO R; 
+ 1.0kOQ 
Vs = “ 
8V — 

~ Rep 

517.0 


Step 3: Apply the voltage-divider formula to solve for the voltages in the equivalent 


circuit. 
fu) (8) 
Vin = %~= 8V = 4.69V 
a ( S~ \3.67kO 


V -()y = (OK Jay = 218 
eo Re) > \3.67kO 


feo) ( 5170, ) 
Von = = V=1.13V 
ee (42 0S | area 4 


Refer to Figure 22. V,4z equals the voltage across both R, and R>. 
Vr = Vero = VaR = 4.69V 
Vac is the voltage across R3. 


VrR3 = Vec = 2.18 V 


Vcp is the voltage across Ry, and also across the series combination of Rs and Ro. 


Vrs = Vep = 1.13 V 


Step 4: Apply the voltage-divider formula to the series combination of R5 and Rg to 
get Vrs and Vre- 


R 680.0 
Ves = ( 2 ¥en = ( )uy = 718 mV 


amir: 10700 
Rs 300.0 
Veg = Vip = miny = 412 
R6 (= x =) cD Ga) my 
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Determine the current and power in each resistor in Figure 22. 


Open Multisim file E06-10. Measure the voltage across each resistor and compare to 
the calculated values. If Ry is increased to 2.2 kQ, specify which voltage drops in- 
crease and which ones decrease. Verify this by measurement. 


een A and B in the circuit of Figure 24. 
1 Figure 24. 


3. VOLTAGE DIVIDERS WITH RESISTIVE LOADS 


> FIGURE 26 


A voltage divider with both unloaded 
and loaded outputs. 


242 


In this section, you will learn how resistive loads affect the operation of voltage-divider 
circuits. 


After completing this section, you should be able to 
« Analyze loaded voltage dividers 
¢ Determine the effect of a resistive load on a voltage-divider circuit 


¢ Define bleeder current 


The voltage divider in Figure 26(a) produces an output voltage (Voyr) of 5 V because the 
input is 10 V and the two resistors are of equal value. This voltage is the unloaded output 
voltage. When a load resistor, R;, is connected from the output to ground as shown in 


(a) Unloaded (b) Loaded 
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Figure 26(b), the output voltage is reduced by an amount that depends on the value of R;. 
This effect is called loading. The load resistor is in parallel with R2, reducing the resistance 
from node A to ground and, as a result, also reducing the voltage across the parallel combi- 
nation. This is one effect of loading a voltage divider. Another effect of a load is that more 
current is drawn from the source because the total resistance of the circuit is reduced. 

The effect of loading on a voltage divider is important to take into account when choos- 
ing resistors for a divider. When R7, is large compared to the divider resistors, the loading 
effect is small and the output voltage will change only a small amount from its unloaded 
value. If the loading effect is small, the divider is said to be a stiff voltage divider. This term 
is relative but generally means that the difference between the unloaded and loaded output 
voltage is small. As a rule of thumb, a stiff voltage divider is one in which the load resis- 
tor is at least ten times larger than the divider resistors. Stiff voltage dividers are more sta- 
ble but use more power, so the choice of divider resistors is a trade-off between these two 
parameters. Figure 27 illustrates the effect of a load resistor on the output voltage. 


Vout(no load) a Vout < Vourino load) Vout = Voutno load) 
MUTT I 
R, = yy yu 
+ } 
Vy = 
Ry 
a 2 
(a) No load (b) R; not significantly greater than R, (c) R; much greater than R, 
A FIGURE 27 
The effect of a load resistor. The circuit in part (C) illustrates a stiff voltage divider. 
EXAMPLE 11 (a) Determine the unloaded output voltage of the voltage divider in Figure 28. 


(b) Find the loaded output voltages of the voltage divider in Figure 28 for the fol- 
lowing two values of load resistance: R; = 10kQ and R; = 100k. 


» FIGURE 28 


Solution (a) The unloaded output voltage is 


Ry 10k0, 
Vout unloaded) = ( vs = ( )s V = 3.40V 


japan 14.7kO 


(b) With the 10 kQ load resistor connected, R, is in parallel with Rj, which gives 


RoR, (10 kQ)(10 kQ) 


Ry || Rp = 
21 Re Reo, 20 kO 
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® FIGURE 29 
R R, 
4.7kQO 4.7kQO 
+ + 
i @———_o Vs ¢———_o 
ay = + Vo + 
RoI R, Vout RylR, Vout 
5.0 kO = 9.1k0 = 
(a) R, = 10k (b) R, = 100 kO 


The equivalent circuit is shown in Figure 29(a). The loaded output voltage is 
Ro || Rr ) (ae 
R, + Ro || Rp 9.7kO 
With the 100 kQ load, the resistance from output to ground is 
RoR, (10 k)(100 kD) 
Ry + Ry, 110kO, 
The equivalent circuit is shown in Figure 29(b). The loaded output voltage is 
Rp || Ry ) | 
Vi = V5 = 5V = 3.30V 
eas la +Ro||Rp/ > \13.8kO 


For the smaller value of R;, the reduction in Vout is 


VouTdoaded) = ( )s V = 2.58V 


Ry || Rr = 


= 91kO 


3.40 V = 2.58 V = 0.82 V (a 24% drop in output voltage) 


For the larger value of R;, the reduction in Voyt is 


3.40 V — 3.30V = 0.10 V (a 3% drop in output voltage) 
This illustrates the loading effect of R; on the voltage divider. 


Related Problem Determine Voy in Figure 28 for a 1.0 MQ load resistance. 
“ Open Multisim file E06-11. Measure the voltage at the output terminal with respect to 
4 ground. Connect a 10 kQ load resistor from the output to ground and measure the out- 
put voltage. Change the load resistor to 100 kQ and measure the output voltage. Do 
these measurements agree closely with the calculated values? 


Load Current and Bleeder Current 


In a multiple-tap loaded voltage-divider circuit, the total current drawn from the source 
consists of currents through the load resistors, called load currents, and the divider resis- 
tors. Figure 30 shows a voltage divider with two voltage outputs or taps. Notice that the 
total current, /7, is through R,. The total current is composed of the two branch currents, 
Tpz, and I>. The current Jy is composed of two additional branch currents, Zpy7 and J3. Cur- 


rent J; is called the bleeder current, which is the current left after the total load current is 
subtracted from the total current in the circuit. 


Equation 1 Tgureper = Ly — Lrii — Lrr2 
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Ty <4 FIGURE 30 
Currents in a two-tap loaded voltage 
R = divider. 
12kQ pet 
ee 
A¢ 
A 
ea 
i — Ry = y 
24V = 6.2kO Teg 
B 
A 
R; E Rip Ri 
6.2kO 100 kO 100 kO 
TBLEEDER = 43 
EXAMPLE 12 Determine the load currents Jp, and p;> and the bleeder current J; in the two-tap 


loaded voltage divider in Figure 30. 


Solution The equivalent resistance from node A to ground is the 100 kQ, load resistor R;, in 
parallel with the combination of R> in series with the parallel combination of R3 and 
Ry». Determine the resistance values first. R3 in parallel with R;> is designated Rp. 
The resulting equivalent circuit is shown in Figure 31(a). 


RaRip (6.2 kQ)(100 kQ) 
R, +R  106.2k0 


1 = 5.84k0 


R> in series with Rz is designated R>+,. The resulting equivalent circuit is shown in 
Figure 31(b). 
Roig = Ro ats Rp = 6.2k0 + 5.84kQ = 12.0k0 


R_, 1n parallel with Ry+, is designated R,4. The resulting equivalent circuit is shown in 
Figure 31(c). 


A RuRo+g «(100 k)(12.0kQ) 
eeneRr ee Ro45 112kO 


= 10.7kO, 


Rg 1s the total resistance from node A to ground. The total resistance for the circuit is 


Rr = Ra + R; = 10.7kO + 12kO, = 22.7k0 


Ry R, 
12kO 12kOQ 
$ 4 
a A Vs = Ae 
24V = 24V = 

Ry 

100 k Rose Ry 
12.0kQ 10.7 kO 


(b) (c) 


A FIGURE 31 
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Determine the voltage across R;; as follows, using the equivalent circuit in 


Figure 31(c): 
Ri 10.7kO, 
Very = Va = 1 — |Vs = 24V = 11. 
here (=) $ (os) uy ay 


The load current through R7 is 


Ver ic 


= 113 pA 
ae © \ 100 ~ aH 


Iran = 


Determine the voltage at node B by using the equivalent circuit in Figure 31(a) and 
the voltage at node A. 


Re 5.84kO 
= = 113V =5. 
Ve (#2 )v, (see 3V =5.50V 


The load current through R7> is 
Vriz2_ Va _ 5.50V 


Ie = = = = 55 pA 
ot 8 Rr  100k0 
The bleeder current is 
Ve 5.50V 
h= = = 887 pA 
aco ° 


Related Problem What will happen to the load current in R,» if R,1 is disconnected? 


- Open Multisim file E06-12. Measure the voltage across and the current through each 
~ © load resistor, R7, and Rj. 


itput on a voltage divider. What effect does the 


output voltage of a voltage divider to change 
e or False) 

, determine the unloaded output voltage. Also 
10 MQ load resistor connected from the output 
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4 LOADING EFFECT OF A VOLTMETER 


As you have learned, voltmeters must be connected in parallel with a resistor in order 
to measure the voltage across the resistor. Because of its internal resistance, a volt- 
meter, or any other measuring instrument for that matter, puts a load on the circuit and 
will affect, to a certain extent, the voltage that is being measured. Until now, we have 
ignored the loading effect because the internal resistance of a voltmeter is very high, 
and normally it has negligible effect on the circuit that is being measured. However, if 
the internal resistance of the voltmeter is not sufficiently greater than the circuit resist- 
ance across which it is connected, the loading effect will cause the measured voltage 
to be less than its actual value. 


After completing this section, you should be able to 
¢ Determine the loading effect of a voltmeter on a circuit 
¢ Explain why a voltmeter can load a circuit 


¢ Discuss the internal resistance of a voltmeter 


When a voltmeter is connected to a circuit as shown, for example, in Figure 33(a), its 
internal resistance appears in parallel with R3, as shown in part (b). The resistance from A 
to B is altered by the loading effect of the voltmeter’s internal resistance, Ryy, and is equal 
to R3 || Ry, as indicated in part (c). 

If Ry is much greater than R3, the resistance from A to B changes very little, and the me- 
ter reading is very close to the actual voltage. If Ry is not sufficiently greater than R3, the 
resistance from A to B is reduced significantly, and the voltage across R3 is altered by the 
loading effect of the meter. A good rule of thumb for troubleshooting work is that if the me- 
ter resistance is at least ten times greater than the resistance across which it is connected, 
the loading effect can be neglected (measurement error is less than 10%). 

Most voltmeters are part of a multifunction instrument such as the DMM or an analog 
multimeter. The voltmeter in a DMM will typically have an internal resistance of 10 MO, 
or more, so the loading effect is important only in very high-resistance circuits. DMMs 
have a constant resistance on all ranges because the input is connected to an internal fixed 
voltage divider. For analog multimeters, the internal resistance depends on the range 
selected for making a measurement. To determine the loading effect, you need to know the 
sensitivity of the meter, a value given by the manufacturer on the meter or in the manual. 
Sensitivity is expressed in ohms/volt and is typically about 20,000 0/V. To determine the 


Ry Ry R, 


+ 
ee 


x 
| 
< 

| 


(a) (c) 


A FIGURE 33 


The loading effect of a voltmeter. 


247 


www.EngineeringBooksPdf.com 


SERIES-PARALLEL CIRCUITS 


internal series resistance, multiply the sensitivity by the maximum voltage on the range se- 
lected. For example, a 20,000 Q/V meter will have an internal resistance of 20,000 0 on 
the 1 V range and 200,000 © on the 10 V range. As you can see, there is a smaller loading 
effect for higher voltage ranges than for lower ones on the analog multimeter. 


How much does the digital voltmeter affect the voltage being measured for each circuit 


EXAMPLE 13 
indicated in Figure 34? Assume the meter has an input resistance (Ry) of 10 MQ. 
» FIGURE 34 
+15 V +15 V +15 V 
° 3) ° 
R, 
180 kO 
Ry 
100 kO, 
e @ 
(a) (b) (c) 
Solution To show the small differences more clearly, the results are expressed in more than 
three significant digits in this example. 
(a) Refer to Figure 34(a). The unloaded voltage across R> in the voltage-divider 
circuit is 
R> 1000, 
Vro = Vs = 15 V = 5.357 V 
ae G + =) Gee 
The meter’s resistance in parallel with R» is 
RoRu ) (100 0)10 MQ) 
R> || Ru = = = 99.999 0) 
2 Rue (= + Ry 10.0001 MO 
The voltage actually measured by the meter is 
Ra \|R 99.999 0, 
Vin = ( 2 Roa vs = ( )isv = sastv 
Ri + R> || Ru 279.999 O, 
The voltmeter has no measurable loading effect. 
(b) Refer to Figure 34(b). 
R> 100 kO, 
Vro = Vs = 15 V = 5.357 V 
a & + io) : Ca 
RoR (100 kQ)(10 MQ) 
Ro || Ru = = = 99.01 kO, 
2i Ru i oan 10.1 MO 
The voltage actually measured by the meter is 
Ro || Ru ) ( 99.01 kO ) 
Vro = Vs = 15 V = 5.323 V 
Re (= +R,||Ru/ °  \279.01k0 
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The loading effect of the voltmeter reduces the voltage by a very small amount. 


(c) Refer to Figure 34(c). 


R 1.0MQ 
Veo = ( z vs = ( )isv = 5.357V 


REE Rs 2.8 MO 

RRy (1.0MQ)(10 MQ) 
= = = 909.09 kO 
2| Ru Ro Ry 11 MO aad 


The voltage actually measured is 


R || Ru ) i =) 
Veo = ee 15V = 5.034V 
a (= +Rol|Ru/ °  \2.709MO0 


The loading effect of the voltmeter reduces the voltage by a noticeable amount. As you 
can see, the higher the resistance across which a voltage is measured, the more the 
loading effect. 


Calculate the voltage across R> in Figure 34(c) if the meter resistance is 20 MQ. 


tmeter can potentially load a circuit. 
h a 10 MQ) internal resistance is measuring the voltage across a 


G4 5 THE WHEATSTONE BRIDGE 


The Wheatstone bridge circuit can be used to precisely measure resistance. However, 
the bridge is most commonly used in conjunction with transducers to measure physical 
quantities such as strain, temperature, and pressure. Transducers are devices that 
sense a change in a physical parameter and convert that change into an electrical quan- 
tity such as a change in resistance. For example, a strain gauge exhibits a change in re- 
sistance when it is exposed to mechanical factors such as force, pressure, or 
displacement. A thermistor exhibits a change in its resistance when it is exposed to a 
change in temperature. The Wheatstone bridge can be operated in a balanced or an un- 
balanced condition. The condition of operation depends on the type of application. 


After completing this section, you should be able to 


« Analyze and apply a Wheatstone bridge 


« Determine when a bridge is balanced 


¢ Determine an unknown resistance with a balanced bridge 


¢« Determine when a bridge is unbalanced 


¢ Discuss measurements using an unbalanced bridge 
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> FIGURE 35 


Wheatstone bridge. Notice that the 
bridge forms two back-to-back volt- 
age dividers. 


HISTORY NOTE 


and inventor of many scientific 
breakthroughs, including the 
English concertina, the stereoscope 
(a device for displaying three- 
dimensional images), and an 
encryption cipher technique. 
Wheatstone is best known for his 
contributions in the development 
of the Wheatstone bridge, 
originally invented by Samuel 
Hunter Christie, and as a major 
figure in the development of 
telegraphy. Wheatstone gave full 
credit for the invention to Christie, 
but because of his work in 
developing and applying the 
bridge, it became known as the 
Wheatstone bridge. (Photo credit: 
AIP Emilio Segre Visual Archives, 
Brittle Book Collection.) 


Equation 2 
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A Wheatstone bridge circuit is shown in its most common diamond-shaped configu- 
ration in Figure 35(a). It consists of four resistors and a dc voltage source connected 
across the top and bottom points of the diamond. The output voltage is taken across the left 
and right points of the diamond between A and B. In part (b), the circuit is drawn in a 
slightly different way to more clearly show its series-parallel configuration. 


The Balanced Wheatstone Bridge 


The Wheatstone bridge in Figure 35 is in the balanced bridge condition when the out- 
put voltage (Voyr) between terminals A and B is equal to zero. 


Vout =OV 


When the bridge is balanced, the voltages across R; and R» are equal (V; = V>) and the volt- 
ages across R3 and Ry are equal (V3 = V4). Therefore, the voltage ratios can be written as 


We 2 
V3 V4 
Substituting JR for V by Ohm’s law gives 
AUD, = 102 
BRz [4R4 


Since J, = J; and J, = Jj, all the current terms cancel, leaving the resistor ratios. 
R; 
R3; R4 


Solving for R; results in the following formula: 


Ro 
yal, 
4 


This formula allows you to find the value of resistor R, in terms of the other resistor val- 
ues when the bridge is balanced. You can also find the value of any other resistor in a 
similar way. 


Using the Balanced Wheatstone Bridge to Find an Unknown Resistance Assume 
that R, in Figure 35 has an unknown value, which we call Ry. Resistors Rj and Ry have 
fixed values so that their ratio, R>/R4, also has a fixed value. Since Ry can be any value, R3 
must be adjusted to make R;/R3 = R>/Rq in order to create a balanced condition. There- 
fore, R3 is a variable resistor, which we will call Ry. When Ry is placed in the bridge, Ry is 
adjusted until the bridge is balanced as indicated by a zero output voltage. Then, the un- 


known resistance is found as 
X = Ky R, 


www.EngineeringBooksPdf.com 


SERIES-PARALLEL CIRCUITS 


The ratio R>/Rz, is the scale factor. 

An older type of measuring instrument called a galvanometer can be connected between 
the output terminals A and B to detect a balanced condition. The galvanometer is essen- 
tially a very sensitive ammeter that senses current in either direction. It differs from a reg- 
ular ammeter in that the midscale point is zero. In modern instruments, an amplifier 
connected across the bridge output indicates a balanced condition when its output is 0 V. 
Also, high precision micro-adjustable resistors can be used in demanding applications. The 
micro-adjustable resistors enable fine adjustment of the bridge resistors during manufac- 
ture for applications such as medical sensors, scales, and precision measurements. 

From Equation 2, the value of Ry at balance multiplied by the scale factor R»/R4 is 
the actual resistance value of Ry. If R>/R4 = 1, then Ry = Ry, if Ro/R4 = 0.5, then 
Ry = 0.5Ry, and so on. In a practical bridge circuit, the position of the Ry adjustment can 
be calibrated to indicate the actual value of Ry on a scale or with some other method of 
display. 


EXAMPLE 14 Determine the value of Ry in the balanced bridge shown in Figure 36. The bridge is 
balanced (Voyr = 0 V) when Ry is set at 1200 0. 


» FIGURE 36 


Solution The scale factor is 
Rp 1500 | 
R, 1000 


The unknown resistance is 


R 
Ry = a( 2) = (1200 0)(1.5) = 18000 


Related Problem If Ry must be adjusted to 2.2 kQ to balance the bridge in Figure 36, what is Ry? 


The Unbalanced Wheatstone Bridge 


An unbalanced bridge condition occurs when Voyr is not equal to zero. The unbalanced 
bridge is used to measure several types of physical quantities such as mechanical strain, 
temperature, or pressure. This can be done by connecting a transducer in one leg of the 
bridge, as shown in Figure 37. The resistance of the transducer changes proportionally to 
the changes in the parameter that it is measuring. If the bridge is balanced at a known 
point, then the amount of deviation from the balanced condition, as indicated by the out- 
put voltage, indicates the amount of change in the parameter being measured. Therefore, 
the value of the parameter being measured can be determined by the amount that the 
bridge is unbalanced. 
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> FIGURE 37 Transducer 


A bridge circuit for measuring a 
physical parameter using a 
transducer. 


A Bridge Circuit for Measuring Temperature If temperature is to be measured, the 
transducer can be a thermistor, which is a temperature-sensitive resistor. The thermistor re- 
sistance changes in a predictable way as the temperature changes. A change in temperature 
causes a change in thermistor resistance, which causes a corresponding change in the out- 
put voltage of the bridge as it becomes unbalanced. The output voltage is proportional to 
the temperature; therefore, either a voltmeter connected across the output can be calibrated 
to show the temperature or the output voltage can be amplified and converted to digital 
form to drive a readout display of the temperature. 

A bridge circuit used to measure temperature is designed so that it is balanced at a ref- 
erence temperature and becomes unbalanced at a measured temperature. For example, let’s 
say the bridge is to be balanced at 25°C. A thermistor will have a known value of resistance 
at 25°C. 


EXAMPLE 15 


Determine the output voltage of the temperature-measuring bridge circuit in Figure 38 
if the thermistor is exposed to a temperature of 50°C and its resistance at 25°C 
is 1.0kQ. Assume the resistance of the thermistor decreases to 900 (2 at 50°C. 


® FIGURE 38 


R 


therm 


1.0kQ @ 25°C 


Apply the voltage-divider formula to the left side of the bridge at 50°C. 


V ( Rs yy ( at Jv 6.32 V 
A \R3 + Rem? © \1kOQ + 9000 


Apply the voltage-divider formula to the right side of the bridge. 


ve = ( ae vs = (Sev = soo 
Beer oR, © \2kO 
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The output voltage at 50°C is the difference between V, and Vp. 
Vout = Va a Ve = 6.32 V — 6.00 V = 0.32 V 


Node A is positive with respect to node B. 


Related Problem If the temperature is increased to 60°C, causing the thermistor resistance in Figure 38 


to decrease to 850 0, what is Voyr? 


Strain Gauge Application of the Wheatstone Bridge A Wheatstone bridge with a 
strain gauge can be used to measure forces. A strain gauge is a device that exhibits a change 
in resistance when it is compressed or stretched by the application of an external force. As 
the resistance of the strain gauge changes, the previously balanced bridge becomes unbal- 
anced. This unbalance causes the output voltage to change from zero, and this change can 
be measured to determine the amount of strain. In strain gauges, the resistance change is 
extremely small. This tiny change unbalances a Wheatstone bridge and can be detected be- 
cause of its high sensitivity. For example, Wheatstone bridges with strain gauges are com- 
monly used in weight scales. 

Some resistive transducers have extremely small resistance changes, and these changes 
are difficult to measure accurately with a direct measurement. In particular, strain gauges 
are one of the most useful resistive transducers that convert the stretching or compression 
of a fine wire into a change in resistance. When strain causes the wire in the gauge to 
stretch, the resistance increases a small amount and when it compresses, the resistance of 
the wire decreases. 

Strain gauges are used in many types of scales, from those that are used for weighing 
small parts to those for weighing huge trucks. Typically, the gauges are mounted on a spe- 
cial block of aluminum that deforms when a weight is on the scale. The strain gauges are 
extremely delicate and must be mounted properly, so the entire assembly is generally pre- 
pared as a single unit called a load cell. A load cell is a transducer that uses strain gauges 
to convert mechanical force into an electrical signal. A wide variety of load cells with dif- 
ferent shapes and sizes are available from manufacturers depending on the application. A 
typical S-shaped load cell for a weighing application that has four strain gauges is illus- 
trated in Figure 39(a). The gauges are mounted so that two of the gauges stretch (tension) 
when a load is placed on the scale and two of the gauges compress. 


Applied force 
a 


v 


Strain gauges (SG) 


+ 


Vs — 


A 


? 


(a) A typical load cell with four active strain gauges (b) Wheatstone bridge 
(two compression and two tension) 


A FIGURE 39 


Example of a load cell. 
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Load cells are usually connected to a Wheatstone bridge as shown in Figure 39(b) 
with strain gauges (SG) in tension (7) and compression (C) in opposite diagonal legs as 
shown. The output of the bridge is normally digitized and converted to a reading for a dis- 
play or sent to a computer for processing. The major advantage of the Wheatstone bridge 
circuit is that it is capable of accurately measuring very small differences in resistance. The 
use of four active transducers increases the sensitivity of the measurement and makes 
the bridge the ideal circuit for instrumentation. The Wheatstone bridge circuit has the 
added benefit of compensating for temperature variations and wire resistance of connect- 
ing wires that would otherwise contribute to inaccuracies. 

In addition to scales, strain gauges are used with Wheatstone bridges in other types of 
measurements including pressure measurements, displacement and acceleration measure- 
ments to name a few. In pressure measurements, the strain gauges are bonded to a flexible 
diaphragm that stretches when pressure is applied to the transducer. The amount of flexing 
is related to the pressure, which again converts to a very small resistance change. 


c Wheatstone bridge circuit. 
ition is a bridge balanced? 
1own resistance in Figure 36 when Ry = 3.3kQ, Rp = 10kQ, and 


one bridge used in the unbalanced condition? 


4 6 THEVENIN’S THEOREM 


Thevenin’s theorem provides a method for simplifying a circuit to a standard equivalent 
form with respect to two output terminals. In many cases, this theorem can be used to 
simplify the analysis of series-parallel circuits. Another method for simplifying a circuit 
to an equivalent form is Norton’s theorem. 
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After completing this section, you should be able to 
¢ Apply Thevenin’s theorem to simplify a circuit for analysis 
¢ Describe the form of a Thevenin equivalent circuit 
¢ Obtain the Thevenin equivalent voltage source 
¢ Obtain the Thevenin equivalent resistance 
¢ Explain terminal equivalency in the context of Thevenin’s theorem 
¢ Thevenize a portion of a circuit 


« Thevenize a Wheatstone bridge 


The Thevenin equivalent form of any two-terminal resistive circuit consists of an equiv- 
alent voltage source (V;q) and an equivalent resistance (Ryy), arranged as shown in 
Figure 40. The values of the equivalent voltage and resistance depend on the values in the 
origi-nal circuit. Any two-terminal resistive circuit can be simplified to a Thevenin equiv- 
alent regardless of its complexity. 
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The equivalent voltage, Vry, is one part of the complete Thevenin equivalent circuit. 
The other part is Ryy. 


The Thevenin equivalent voltage (V;y) is the open circuit (no-load) voltage 
between two specified output terminals in a circuit. 


Any component connected between these two terminals effectively “sees” Vy in series 
with Rry. As defined by Thevenin’s theorem, 


The Thevenin equivalent resistance (R7}) is the total resistance appearing between 
two specified output terminals in a circuit with all sources replaced by their inter- 
nal resistances (which for an ideal voltage source is zero). 


Although a Thevenin equivalent circuit is not of the same form as the original circuit, it 
acts the same in terms of the output voltage and current. Consider the following demon- 
stration as illustrated in Figure 41. A resistive circuit of any complexity is placed in a 
box with only the output terminals exposed. The Thevenin equivalent of that circuit is 
placed in an identical box with, again, only the output terminals exposed. Identical load re- 
sistors are connected across the output terminals of each box. Next, a voltmeter and an am- 
meter are connected to measure the voltage and current for each load as shown in the 
figure. The measured values will be identical (neglecting tolerance variations), and you 
will not be able to determine which box contains the original circuit and which contains the 
Thevenin equivalent of the original circuit. That is, in terms of what you can observe by 
electrical measurement, both circuits appear to be the same. This condition is sometimes 
known as terminal equivalency because both circuits look the same from the “viewpoint” 
of the two output terminals. 


ATT 
wee 


Original Output 
circuit terminals 
Same /; and V;, 
readings 
(a) 
ANU 
SE wv 
Thevenin’s Output 
equivalent terminals 
circuit 


(b) 


A FIGURE 41 


Which box contains the original circuit and which contains the Thevenin equivalent circuit? You cannot 
tell by observing the meters because the circuits have terminal equivalency. 


To find the Thevenin equivalent of any circuit, you must determine the equivalent volt- 
age, Vry, and the equivalent resistance, Rpy. For example, the Thevenin equivalent for the 
circuit between output terminals A and B is developed in Figure 42. 


A FIGURE 40 


The general form of a Thevenin 


equivalent circuit is a voltage source 


in series with a resistance. 


HISTORY NOTE 


Thevenin was a French telegraph ; 
engineer who became increasingly 


interested in the problems of 


measurement in electrical circuits. 


As a result of studying Kirchhoff’s 
circuit laws and Ohm’s law, in 


1882 he developed a method, now 


known as Thévenin’s theorem, 
which made it possible to analyze 
a complex electrical circuit by 
reducing it to a simple equivalent 
circuit. 
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R R; a R, R; 


AM WM —o AW uy 
R Vs R3is in 

OV + | Vro=Veo= (42x) Vs replaced series with Roy = R3 + Ri Ry 
Same ee by short \. Ry Ry I Ry, 

lt 
= peeage R, and Ry 
are in 
parallel. 


A 
O- 


(a) Finding Vry (b) Finding Roy 


Roy 


Vru 


0 B 


(c) Thevenin equivalent circuit 


A FIGURE 42 


Example of the simplification of a circuit by Thevenin’s theorem. 


In Figure 42(a), the voltage across the designated terminals A and B is the Thevenin 
equivalent voltage. In this particular circuit, the voltage from A to B is the same as the volt- 
age across R, because there is no current through R3 and, therefore, no voltage drop across 
it. Vpy is expressed as follows for this particular example: 


v = Ra yy 
Te Ry Bed 


In Figure 42(b), the resistance between terminals A and B with the source replaced by 
a short to represent its zero internal resistance is the Thevenin equivalent resistance. In this 
particular circuit, the resistance from A to B is R3 in series with the parallel combination of 
R, and R. Therefore, Ryy is expressed as follows: 


RiR2 


Rey = R, + — 1 
Te ote Be 


The Thevenin equivalent circuit is shown in Figure 42(c). 


EXAMPLE 16 Find the Thevenin equivalent circuit between the output terminals A and B of the 
circuit in Figure 43. If there were a load resistance connected across terminals A 
and B, it would first have to be removed. 


» FIGURE 43 
R, R4 
Wy Wy» 
1.0k0 Ry 1.0kQ 
+ 
— % 470 O 
—7_ 10V R, 
2200, 


OB 
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Solution Since there is no voltage drop across Ry, Vp, equals the voltage across Ry + R3 and 
Vry = Vp, as shown in Figure 44(a). Use the voltage-divider principle to find Vpy. 


ce R 690 0 
“maf oa vs =( iow = 408 v 
Rie Rk; 1.69 kO 


R, is in series with R, ll (Ry + R3). 


R, Ry Ri Ry 
1.0kO 1.0kO 1.0kO 1.0kO 
AMV NM — 2.4 A 
R, Vg, replaced 
vt 4700, by Te 
= Vo43 = Vey parallel mk 
10V = : TH 
k ae 2 
2200 so 
OB oB 
(a) The voltage from A to B is Vpy and equals V>,3. (b) Looking from terminals A and B, Ry appears in series 
with the combination of R, in parallel with (Ry + R3). 
Rr 
WW oA 
1.41 kO 
+ 
Von 
4.08 V “== 


OB 


(c) Thevenin equivalent circuit 


A FIGURE 44 


To find Ryy, first replace the source with a short to simulate a zero internal resist- 
ance. Then R, appears in parallel with Ry + R3, and R, is in series with the series- 
parallel combination of R;, R>, and R3 as indicated in Figure 44(b). 

R,(Ro + R3) (1.0 0)(690 O) 


Rrg = Ry + = 1.0kQ + ————— = 141 ko 
ee RLY Ro R; 1.69kO 


The resulting Thevenin equivalent circuit is shown in Figure 44(c). 


Related Problem Determine Vy and Ryy if a 560 C resistor is connected in parallel across R» and R3 in 
Figure 43. 


Thevenin Equivalency Depends on the Viewpoint 


The Thevenin equivalent for any circuit depends on the location of the two output terminals 
from which the circuit is “viewed.” In Figure 43, you viewed the circuit from between the 
two terminals labeled A and B. Any given circuit can have more than one Thevenin equivalent, 
depending on how the output terminals are designated. For example, if you view the circuit in 
Figure 45 from between terminals A and C, you obtain a completely different result than if 
you view it from between terminals A and B or from between terminals B and C. 

In Figure 46(a), when viewed from between terminals A and C, Vry is the voltage 
across Ry + R3 and can be expressed using the voltage-divider formula as 


Ry + R3 ) 
Vs 
Ri + Ro + R3 


VrHac) = ( 
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>» FIGURE 45 R, 
Thevenin’s equivalent depends on AW ? OA 
the output terminals from which the Viewed from 
Ci = Ry <j terminals 
circuit is viewed. and Be : 
+ an Viewed from 
Vs — o————_©B —_ terminals 
~ Viewed from Aand C 
= R; <eumm terminals 
BandC 
e OC 


> FIGURE 46 reac) 


Example of a circuit thevenized from 
two different sets of terminals. Parts 
(a), (b), and (c) illustrate one set of 
terminals and parts (d), (e), and (f) 
illustrate another set of terminals. 
(The Vy and Ry values are different 


R,+R 
for each case.) wise (2 us aa )¥% 
1 2 3 


+ 


VrHac) 


c 


(c) Thevenin equivalent 


Rrwec) 


——_\W\-— B 


VrH(Bo) 


W___________o@o 


R : . 
(d) Vireo = (eo) Vs (€) Rrp@c = 83! (Ry + Ro) (f) Thevenin equivalent 


Also, as shown in Figure 46(b), the resistance between terminals A and C is Rp + R3 in 
parallel with R, (the source is replaced by a short) and can be expressed as 


R\(Rz + R3) 


Rryac) = Ri || (Ro + R3) = R, + Ro +R; 


The resulting Thevenin equivalent circuit is shown in Figure 46(c). 
When viewed from between terminals B and C as indicated in Figure 46(d), Vrayac) 
is the voltage across R3 and can be expressed as 


V. = ( Rs yy 
TH(BC) Roh 2 S 


As shown in Figure 46(e), the resistance between terminals B and C is R3 in parallel with 
the series combination of R, and R>. 


R3(R, + Ro) 


Rryec = R3|| (Ri + Ro) = Ri +R +R; 


The resulting Thevenin equivalent is shown in Figure 46(f). 


EXAMPLE 17 (a) Determine the Thevenin equivalent circuit for the circuit in Figure 47 viewed 
from terminals A and C. 


(b) Determine the Thevenin equivalent circuit for the circuit in Figure 47 viewed 
from terminals B and C. 


258 


www.EngineeringBooksPdf.com 


SERIES-PARALLEL CIRCUITS 


» FIGURE 47 
Ry 
A 
5.6kO R, 
in 4.7kO 
Vg — 
ov = ’ ne 
R; 
3.3kO 
& OC 
: Ry + R3 ) ( 4.7kO + 3.3 kO ) 
Solution (a) V: = = 10 V = 5.88 V 
(a) Vino Geert 5S \5.6kO + 4.7kO + 3.3kO 


The Thevenin equivalent circuit is shown in Figure 48(a). 


R 3.3 kO 
(b) Vruwec = ( vs = ( Jiov = 2.43V 


R, + Ro + R; 


The Thevenin equivalent circuit is shown in Figure 48(b). 


» FIGURE 48 


5.6kQ + 4.7kO + 3.3kO 
RrHBO = R3 | (R a Ro) = 3.3k0D | (5.6 kQ + 4.7 kQ) = 2.5kO, 


Rao Rrwec) 
Wy oA WW oB 
3.29 kO, 2.50 kO. 
+ + 
VrHac) — VrHec) a 
5.88 V — 2.43 V -7~ 


(a) (b) 


Related Problem Determine the Thevenin equivalent circuit viewed from terminals A and B in Figure 47. 


OC 


Thevenizing a Bridge Circuit 


The usefulness of Thevenin’s theorem can be illustrated when it is applied to a Wheat- 
stone bridge circuit. For example, consider the case when a load resistor is connected to 
the output terminals of a Wheatstone bridge, as shown in Figure 49. The bridge circuit 
is difficult to analyze because it is not a straightforward series-parallel arrangement when 
a load resistance is connected between the output terminals A and B. There are no resis- 
tors that are in series or in parallel with another resistor. 

Using Thevenin’s theorem, you can simplify the bridge circuit to an equivalent circuit 
viewed from the load resistor as shown step-by-step in Figure 50. Study carefully the 
steps in this figure. Once the equivalent circuit for the bridge is found, the voltage and 
current for any value of load resistor can easily be determined by Ohm’s law. 


A FIGURE 49 


A Wheatstone bridge with a load 
resistor connected between the out- 
put terminals is not a straightforward 
series-parallel circuit. 
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Ry Ry Ry = Ry 
+ + Via 
k= o——® i= o.—® 
- AB AB 
R; Ry 3 = Ry 
(a) Remove R; to create an open (b) Redraw (if you wish). (c) Find Vy: 
circuit between the output Ven = V, Vv, = Ry V. Ry V. 
terminals A and B. 74 4 " R,+R;) § Ry + Ry) § 
Ry 
-——® R; @—_oA WW A 
" = o AW, Be 
R Sa! Rry y ail = R 
o——® i= E, 
A B WW z 
ae Ra Lo R, @—oB B 
(d) Replace Vs with a short to represent its (e) Redraw (if you wish) and (f) Thevenin’s equivalent circuit (beige block) 
zero internal resistance. Note: The red find Ry: with R, reconnected 
lines represent the same electrical Rey = Rll Re + BIR 
: aes TH 1H 3 2H Ng 
point as the red lines in Part (e). 
A FIGURE 50 


Simplifying a Wheatstone bridge with Thevenin’s theorem. 


EXAMPLE 18 Determine the voltage and current for the load resistor, R;, in the bridge circuit of 
Figure 51. 


» FIGURE 51 


Solution Step 1: Remove R;, to create an open circuit between A and B. 


Step 2: To thevenize the bridge as viewed from between terminals A and B, as was 
shown in Figure 50, first determine Vy. 


Vry = V, vo = ( Rs yy (= \v 
Deemer ocrmeR,) > \R,+R,/ * 


680 © 560 © 
ll eee | 24a | 124 V = 16.1 — 10.84V = 5.32V 
( ) W (ee) 6.16 V 0.84 V = 5.3 
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Step 3: Determine Ryy. 
R,R3 RoR4 
eR, Ry + R 
1 3 2 4 
(3300)(680Q) (680 2)(560 D) 
= 22307  — 529.0 
10100 12400, 
Step 4: Place Vpy and Ry in series to form the Thevenin equivalent circuit. 
Step 5: Connect the load resistor from terminals A to B of the equivalent circuit, and 
determine the load voltage and current as illustrated in Figure 52. 
R, 1.0kQ 
Vz, = Vry = 5.32 V = 3.48 V 
: G + =) ue ( 1.529 a 
Vi 3.48V 
I, = = = 3.48mA 
are ) 10K0 m 
» FIGURE 52 ‘ , 
Thevening equivalent 
for the Wheatstone 
bridge \ 
Roy 
A 
WW 
529 0 
As R 
= L 
var = 5.32V ae 
B 


Related Problem 


Figure 51. 


the voltage and current for R;. 


Calculate J; for Ry = 2.2kO, Ry = 3.9kO, R3 = 3.3kO, and Ry = 2.7kQ in 


Open Multisim file E06-18. Determine the voltage and current for R;, using a multime- 
ter. Change the resistor values to those specified in the related problem and measure 


Summary of Thevenin’s Theorem 


Remember, the Thevenin equivalent circuit for any resistive circuit is always an equivalent 
voltage source in series with an equivalent resistance regardless of the original circuit that it 
replaces. The significance of Thevenin’s theorem is that the equivalent circuit can replace the 
original circuit as far as any external load is concerned. Any load resistor connected between 
the terminals of a Thevenin equivalent circuit will have the same current through it and the 
same voltage across it as if it were connected to the terminals of the original circuit. 

A summary of steps for applying Thevenin’s theorem is as follows: 


Step 1: 


Step 2: 
Step 3: 


Step 4: 


Open the two terminals (remove any load) between which you want to find the 
Thevenin equivalent circuit. 


Determine the voltage (V;q) across the two open terminals. 


Determine the resistance (Rpy) between the two terminals with all sources 
replaced by their internal resistance. (An ideal voltage source is replaced by a 
short.) 


Connect Vry and Rry in series to produce the complete Thevenin equivalent 
for the original circuit. 


ANDS DN 


IP 


The Thevenin 
resistance of a circuit 
can be measured by 
connecting a variable 
resistance on the 
output of the circuit and adjusting 
the resistance until the output 
voltage of the circuit is one-half of 
its open circuit value. Now, if you 
remove the variable resistance and 
measure it, the value equals the 
Thevenin equivalent resistance of 
the circuit. 
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Step 5: Replace the load removed in Step | across the terminals of the Thevenin equiv- 
alent circuit. You can now calculate the load current and load voltage using 
only Ohm’s law, and they have the same value as the load current and load 
voltage in the original circuit. 


Two additional theorems are sometimes used in circuit analysis. One of these is Norton’s 
theorem, which is similar to Thevenin’s theorem except that it deals with current sources in- 
stead of voltage sources. The other is Millman’s theorem, which deals with parallel voltage 
sources. 


f a Thevenin equivalent circuit? 
enin equivalent circuit. 


53, determine the Thevenin equivalent circuit as 
s A and B. 


THE MAXIMUM POWER TRANSFER THEOREM 


The maximum power transfer theorem is important when you need to know the value 
of the load at which the most power is delivered from the source. 


After completing this section, you should be able to 
¢ Apply the maximum power transfer theorem 
¢ State the theorem 


¢ Determine the value of load resistance for which maximum power is 
transferred from a given circuit 


RS The maximum power transfer theorem is stated as follows: 


= 


For a given source voltage, maximum power is transferred from a source to a load 
when the load resistance is equal to the internal source resistance. 


dt 


© ean = Ry The source resistance, Rs, of a circuit is the equivalent resistance as viewed from the out- 
B put terminals using Thevenin’s theorem. A Thevenin equivalent circuit with its output re- 
” sistance and load is shown in Figure 54. When R; = Rs, the maximum power possible 
is transferred from the voltage source to R;, for a given value of Vs. 

Practical applications of the maximum power transfer theorem include audio systems 
Maximum power is transferred tothe — such as stereo, radio, and public address. In these systems the resistance of the speaker is 
load when R, = Rs. the load. The circuit that drives the speaker is a power amplifier. The systems are typically 


A FIGURE 54 
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optimized for maximum power to the speakers. Thus, the resistance of the speaker must 
equal the internal source resistance of the amplifier. 
Example 19 shows that maximum power occurs when R; = Rs. 


EXAMPLE 19 The source in Figure 55 has an internal resistance of 75 . Determine the load 
power for each of the following values of the variable load resistance: 


(a) 00 (b) 250, (c) 500 
(d) 750 (e) 1000 (f) 1250, 


Draw a graph showing the load power versus the load resistance. 


» FIGURE 55 
TsO 
" 
a Vs ne 
"== 10V 
= 
B 


Solution Use Ohm’s law (I = V/R) and the power formula (P = PR) to find the load power, 
P_, for each value of load resistance. 
(a) For R; = 00, 
fe Veo 10V 
Rg +R, 7504+ 00 
P, = PR, = (133 mA)*(0Q) = OmW 


= 133 mA 


(b) For R; = 250, 
Vs 10V 
Rs +R, 750+ 250 
P,, = PR, = (100 mA)*(25 Q) = 250 mw 


I = 100mA 


(c) For Ry, = 50Q, 
Vs 10V 
Rs +R, 1250 
P, = PR, = (80mA)°(50.Q) = 320mW 


I = 80mA 


(d) For R, = 750, 
Vs 10V 
T= = 
Rs +R, 1500 
P,, = PR, = (66.7 mA)°(75 Q) = 334 mW 


= 66.7 mA 


(e) For R; = 1000, 
V. 1 
l= ee i mA 
oem) © 1750 


Poke — (57.1 mA)-(100:0) = 326mWw 
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(f) For R, = 1250, 
V. 10V 
l= Ys iA 
Rs +R, 2000 


Py, = PR, = (50 mA)*(125 Q) = 313 mW 


Notice that the load power is greatest when R; = Rg = 75 Q, which is the same as 
the internal source resistance. When the load resistance is less than or greater than this 
value, the power drops off, as the curve in Figure 56 graphically illustrates. 


® FIGURE 56 


Curve showing that the load 
power is maximum when 
R, = Rs. 


P, (mW) 


— — RO 
Oe 95. -50.~«275~C*~aOOSCsSSSC 


Related Problem _ If the source resistance in Figure 55 is 600 ©, what is the maximum power that can 
be delivered to a load? 


power transfer theorem. 
num power delivered from a source to a load? 


S an internal source resistance of 50 ©. What will be the value of the 
le maximum power is delivered? 


Ge 8 THE SUPERPOSITION THEOREM 


Some circuits require more than one voltage or current source. For example, most 
amplifiers operate with two voltage sources: an ac and a de source. Additionally, some 
amplifiers require both a positive and a negative dc voltage source for proper opera- 
tion. When multiple sources are used in a circuit, the superposition theorem provides a 
method for analysis. 


After completing this section, you should be able to 
¢ Apply the superposition theorem to circuit analysis 
¢ State the superposition theorem 


¢ List the steps in applying the theorem 
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The superposition theorem is a way to determine currents in a circuit with multiple 
sources by leaving one source at a time and replacing the other sources by their internal re- 
sistances. Recall that the ideal voltage source has a zero internal resistance and the ideal 
current source has infinite internal resistance. All sources will be treated as ideal in order 
to simplify the coverage. 

A general statement of the superposition theorem is as follows: 


The current in any given branch of a multiple-source linear circuit can be found by 
determining the currents in that particular branch produced by each source acting 
alone, with all other sources replaced by their internal resistances. The total current 
in the branch is the algebraic sum of the individual source currents in that branch. 


The steps in applying the superposition theorem are as follows: 


Step 1: Leave one voltage (or current) source at a time in the circuit and replace each 
of the other voltage (or current) sources with its internal resistance. For ideal 
sources, a short represents zero internal resistance and an open represents 


infinite internal resistance. 


Step 2: Determine the particular current (or voltage) that you want to find just as if 
there were only one source in the circuit. This is a component of the total 


current or voltage that you are looking for. 
Step 3: 
Step 4: 


Take the next source in the circuit and repeat Steps | and 2 for each source. 


To find the actual current in a given branch (with all sources active), alge- 
braically add the results for all sources. Once you find this current, you can 
determine the voltage using Ohm’s law. 


The approach to superposition is illustrated in Figure 57 for a series-parallel circuit 
with two ideal voltage sources. Study the steps in this figure. 


\W—9—\Wv WW 


+ % ee + + % R Short 
‘i = Ry fr = % ‘i = R, replaces 
7 7 - Vso 
(a) Problem: Find J). (b) Replace Vg» with zero resistance (short). 
Fa R R3 Short R R3 + 
_ replaces > = 
Vs1 — lysof Ry : ed Ry — Vso 


(d) Find J, due to Vg: (e) Replace Vg, with zero resistance (short). 


R; 
lyst = (qt) his 


\W—9—Wv 


b 1 3 if 4 Ry R; 4 


| i | eo 


Vso 


(g) Find J, due to Vg: (h) Restore the original sources. Algebraically add Js) and 
R, Jp) to get the actual J, (they are in same direction): 
Ty52)= Goes ) Ty(s2) L= ys + Lys2) 


A FIGURE 57 


Illustration of the superposition theorem. 


(c) Find Ry and Jy looking from Vg;: 


Rysi) = Ry + Roll Ry 
T(Sl) = Vs/Rrs1) 


Ry 


WW 


R3 Ing) 


(f) Find Ry and J; looking from Vg9: 


Ryvgz) = R3 + Ry Il Ry 
Iy82) = Voo/Ra(§2) 
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EXAMPLE 20 


Use the superposition theorem to find the current through R» and the voltage across it 
in Figure 58. 


» FIGURE 58 


R, Ry 
AW AM 
1000 3300 
+ ¥ 
‘i= = 


Solution Step 1: Replace Vs» with a short to represent its zero internal resistance and find the 
current through R> due to voltage source Vs}, as shown in Figure 59. To 
find Jy, use the current-divider formula. Looking from Vs), 

Rrs1) = Ry ate Ro I R3 = 100 0 cP 220 0, | 3300, = 2B 0 
V. 10 V 
T7811) = Sl = = 43.1mA 
The component of the total current through R» due to Vs, is 
R3 330.0 
I = I = 43.1mA = 25.9mA 
oe c + © ay ae + 330 a) ay a 
Note that this current is upward through R>. 
» FIGURE 59 R, Ry 
+ 1000 330.0 
Vs, == r R, Replace Vg5 with 
10V 7 | 220.0 a short 


Step 2: Find the current through R> due to voltage source Vs by replacing Vs; with a 
short, as shown in Figure 60. Looking from Vso, 


Rrs2) = R3 =F Ry I R> = 3300 + 1000 | 2200, = 3990, 
Vso Sn 


I = = = 12.5mA 
Pie)» 3090 
R R; 
Replace Vs; AM, 
with 100 330 0 
h + 

a short Sa R : is 

220 0 2 ~ 5V 


A FIGURE 60 
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The component of the total current through R» due to Vso is 


Ry 1000 
ie fae osm = 3.90 mA 
a2) = + =) 72) an + 220 =) oe 70 


Note that this current is upward through R>. 


Step 3: Both component currents are upward through R5, so they have the same alge- 
braic sign. Therefore, add the values to get the total current through R>. 


Lyttot) = Tys1) ar Tys2) = 25.9mA + 3.90mA = 29.8mA 


The voltage across R> is 


Vro — Toon Ra = (29.8 mA)(220 Q) = 6.56 V 


Related Problem Determine the total current through R> if the polarity of Vs in Figure 58 is reversed. 


EXAMPLE 21 Find the total current through and voltage across R3 in Figure 61. 


» FIGURE 61 


Vs; ==" 20 V 


z 
R, = 10kO 


oo _ 


Ry = 1.0k0, 
= R; 


— aa 2.2kO, 


Solution Step 1: Find the current through R3 due to source Vs, by replacing source Vs» with a 
short to represent its zero internal resistance, as shown in Figure 62. 


Looking from Vs, 


ee og 4 LORMCZE _ coro 
Se OR ER, 3.2kO 
Ver 20V 


Ing = = = 118mA 
LoD rie, | 1.69kO = 


» FIGURE 62 


Replace 
Vso with a 
short. VQ 


C 
@ 


www.EngineeringBooksPdf.com 


267 


268 


Related Problem 


Step 2: 


SERIES-PARALLEL CIRCUITS 


Now apply the current-divider formula to get the current through R3 due to 
source V1. 


Ro 1.0kO0, 
L = I = 11.8mA = 3.69 mA 
. ae ae 


Notice that this current is upward through R3. 


Find the current through R3 due to source Vso by replacing source Vg; with a 
short, as shown in Figure 63. Looking from Vg9, 


: Rik (.0kO)(2.2 KO) _ 
Ryg2) = Ro + nae 1.0kQ + AT 1.69 kO 
1 3 
Vso 15 V 


Ties = = = 8.88mA 
Pee © 169kn a 


Now apply the current-divider formula to find the current through R3 due to 
source Vgp. 


Ri 1.0kO0, 
L = vf = 8.88 mA = 2.78 mA 
. eae 


Notice that this current is downward through R3. 


» FIGURE 63 : 
Replace Vg, with 
ie a short. 
R, = 1.0kO 
1.0kO, 
mewn iby 
= 3(S2) 
Vso T= IS V zen0 
+ 
Step 3: Calculate the total current through R3 and the voltage across it. 


Bory = si) — 1382) = 3.69 mA — 2.78mA = 0.91 mA = 910 pA 
Vas = IseonR3 = (910 wA)(2.2kO) = 2V 


The current is upward through R3. 


Find the total current through R3 in Figure 61 if Vs; is changed to 12 V and its 
polarity reversed. 


Although regulated dc power supplies are close to ideal voltage sources, many ac 
sources are not. For example, function generators generally have 50 2 or 600 © of internal 
resistance, which appears as a resistance in series with an ideal source. Also, batteries can 
look ideal when they are fresh, but as they age, the internal resistance increases. When ap- 
plying the superposition theorem, it is important to recognize when a source is not ideal 


and replace it with its equivalent internal resistance. 


Current sources are not as common as voltage sources and are also not always ideal. If 
a current source is not ideal, as in the case of transistors, it should be replaced by its equiv- 


alent internal resistance when the superposition theorem is applied. 
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rposition theorem. 
position theorem useful for analysis of multiple-source linear circuits? 
‘al voltage source shorted when the superposition theorem is applied? 


applying the superposition theorem, two component currents are in 
ons through a branch of a circuit, in which direction is the net current? 


9 TROUBLESHOOTING 


Troubleshooting is the process of identifying and locating a failure or problem in a 
circuit. Some troubleshooting techniques and the application of logical thought have 
already been discussed in relation to both series circuits and parallel circuits. A basic 
premise of troubleshooting is that you must know what to look for before you can 
successfully troubleshoot a circuit. 


After completing this section, you should be able to 


¢ Troubleshoot series-parallel circuits 
¢ Determine the effects of an open in a circuit 
¢ Determine the effects of a short in a circuit 


¢ Locate opens and shorts 


Opens and shorts are typical problems that occur in electric circuits. If a resistor burns 
out, it will normally produce an open. Bad solder connections, broken wires, and poor 
contacts can also be causes of open paths. Pieces of foreign material, such as solder 
splashes, broken insulation on wires, and so on, can lead to shorts in a circuit. A short is 
considered to be a zero resistance path between two points. 

In addition to complete opens or shorts, partial opens or partial shorts can develop in a 
circuit. A partial open would be a much higher than normal resistance, but not infinitely 
large. A partial short would be a much lower than normal resistance, but not zero. 

The following three examples illustrate troubleshooting series-parallel circuits. 


EXAMPLE 22 From the indicated voltmeter reading in Figure 64, determine if there is a fault by 
applying the APM approach. If there is a fault, identify it as either a short or an open. 


» FIGURE 64 
Ry 
15kO 
Vs a Ry R3 
24V 4.7kO 10kQ 
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Solution Step1: Analysis 


Determine what the voltmeter should be indicating as follows. Since R> and R3 
are in parallel, their combined resistance is 


RoR3 (4.7K Q)(10kO) 


R33 = = = 3.20k0, 
cae + R, 14.7kO 
Determine the voltage across the parallel combination by the voltage-divider 
formula. 
V. =| uly y = (22K0 aay = 422V 
213 AR, + Ryp/ > \18.2k 


This calculation shows that 4.22 V is the voltage reading that you should get on 
the meter. However, the meter reads 9.6 V across Ro\/3- This value is incorrect, 
and, because it is higher than it should be, either Rj or R3 is probably open. 
Why? Because if either of these two resistors is open, the resistance across 
which the meter is connected is larger than expected. A higher resistance will 
drop a higher voltage in this circuit. 


Step 2: Planning 


Start trying to find the open resistor by assuming that R2 is open. If it is, the 
voltage across R3 is 


V. ( Ry yy (sone pay 9.6V 
Meer, * \25k0 


Since the measured voltage is also 9.6 V, this calculation shows that R> is 
probably open. 


Step 2: Measurement 


Disconnect power and remove R>. Measure its resistance to verify it is open. If it 
is not, inspect the wiring, solder, or connections around R>, looking for the open. 


Related Problem What would be the voltmeter reading if R3 were open in Figure 64? If R, were open? 


= Open Multisim file E06-22. Determine if a fault exists in the circuit and, if so, isolate 
7 the fault to a single component. 


EXAMPLE 23 Suppose that you measure 24 V with the voltmeter in Figure 65. Determine if there 
is a fault, and, if there is, identify it. 


» FIGURE 65 
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Solution Step 1: Analysis 


There is no voltage drop across R, because both sides of the resistor are at 
+24 V. Either there is no current through R, from the source, which tells you 
that Ro is open in the circuit, or R; is shorted. 


Step 2: Planning 


The most probable failure is an open Rp. If it is open, then there will be no cur- 
rent from the source. To verify this, measure across Ry with the voltmeter. If Rp 
is open, the meter will indicate 24 V. The right side of R> will be at zero volts 
because there is no current through any of the other resistors to cause a voltage 
drop across them. 


Step 3: Measurement 


The measurement to verify that Rp is open is shown in Figure 66. 


» FIGURE 66 


OV Rs 
10kQ 
R3 Ry Re 
15kO 4.7kQ 2.2kO, 


Related Problem What would be the voltage across an open R; in Figure 65 assuming no other faults? 


- Open Multisim file E06-23. Determine if a fault exists in the circuit and, if so, isolate 
ry the fault to a single component. 


EXAMPLE 24 The two voltmeters in Figure 67 indicate the voltages shown. Apply logical thought 
and your knowledge of circuit operation to determine if there are any opens or shorts 
in the circuit and, if so, where they are located. 


A FIGURE 67 
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Solution Step 1: Determine if the voltmeter readings are correct. R1, Ro, and R3 act as a 
voltage divider. Calculate the voltage (V4) across R3 as follows: 


V, ( ue v (2248 pay 3.67V 
AAR Ro +R3/ % \21.6k0 ; 


The voltmeter A reading is correct. This indicates that R,, Ro, and R3 are 
connected and are not faulty. 


Step 2: See if the voltmeter B reading is correct. Rg + R7 is in parallel with R;. The 
series-parallel combination of R5, Rg, and R7 is in series with Ry. Calculate 
the resistance of the Rs, Rg, and Rz combination as follows: 

R5(Rg + R7) — 0kO)17.2 kO) 

Rs + Re + Ry Dia KA) 


R5\\(6+7) = >= 6.32 kO 


R5\\(6+7) and R4 form a voltage divider, and voltmeter B is measuring the 
voltage across R5\\(6+7). Is it correct? Check as follows: 


R5\\(6+7) 6.32 kO 
Vz = Vs = 24V = 13.8V 
Rg + R5116+7) 11kO 


Thus, the actual measured voltage (6.65 V) at this point is incorrect. Some 
logical thinking will help to isolate the problem. 


Step 3: Ry, is not open, because if it were, the meter would read 0 V. If there were a 
short across it, the meter would read 24 V. Since the actual voltage is much 
less than it should be, R5\\(¢+7) must be less than the calculated value of 
6.32 kQ. The most likely problem is a short across R7. If there is a short from 
the top of R7 to ground, R¢ is effectively in parallel with Rs. In this case, 


RsRg (10 (2.2. kQ) 


ale — = S30) 
5 Il Re Rs + Rg 12.2kO 
Then Vz is 
1.80k0 
= 24V = 6.65V 
4 ( 6.5kO ) 


This value for Vz agrees with the voltmeter B reading. So there is a short 
across R7. If this were an actual circuit, you would try to find the physical 
cause of the short. 


Related Problem _ If the only fault in Figure 67 is that Ry is shorted, what will voltmeter A read? What 
will voltmeter B read? 


J, Open Multisim file E06-24. Determine if a fault exists in the circuit and, if so, isolate 
the fault to a single component. 


f common circuit faults. 
§ faults in Figure 68, determine what voltage would be measured at 


(b) R, open 
(d) R3 and Ry open 
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Ry R; 
5.6 kO. 10 kO 


A voltage divider with three output 
voltages has been designed and con- 


vider is to be used as part of a portable 
power supply unit for supplying up to three different reference 
voltages to measuring instruments in the field. The power supply 
unit contains a battery pack combined with a voltage regulator 
that produces a constant +12 V to the voltage-divider circuit 
board. In this assignment, you will apply your knowledge of 
loaded voltage dividers, Kirchhoff’s laws, and Ohm’s law to de- 
termine the operating parameters of the voltage divider in terms 
of voltages and currents for all possible load configurations. You 
will also troubleshoot the circuit for various malfunctions. 


Step 1: The Schematic 


structed on a PC board. The voltage di- 


Draw the schematic and label the resistor values for the circuit 
board in Figure 70. 


Step 2: Connecting the 12 V Power Supply 


Specify how to connect a 12 V power supply to the circuit board 
so that all resistors are in series and pin 2 has the highest output 
voltage. 


| & FIGURE 70 


Voltage-divider circuit board. 


Step 3: Determining the Unloaded Output Voltages 


: Calculate each of the output voltages with no loads connected. 
| Add these voltage values to a copy of the table in Figure 71. 
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10 MO Load Vout) | Youre) | Your |% Deviation} Troan 2) | JLoap 3) | JLOap (4) 

None 

Pin 2 to ground 

Pin 3 to ground 

Pin 4 to ground 

Pin 2 to ground 2 
Pin 3 to ground 3 
Pin 2 to ground 2 
Pin 4 to ground 4 
Pin 3 to ground 3 
Pin 4 to ground 4 
Pin 2 to ground 2 
Pin 3 to ground 3 
Pin 4 to ground 4 


A FIGURE 71 


Table of operating parameters for the power supply voltage divider. 


Step 4: Determining the Loaded Output Voltages 


a 10 MQ) input resistance. This means that when an instrument is _; 


connected to a voltage-divider output there is effectively a 

10 MO resistor from that output to ground (negative side of 
source). Calculate the output voltage across each load for each 
of the following load combinations and add these voltage values 
to a copy of the table in Figure 71. 


1. A 10 MQ, load connected from pin 2 to ground. 
2. A 10 MQ load connected from pin 3 to ground. 
3. A 10 MQ load connected from pin 4 to ground. 


4. A 10 MQ, load connected from pin 2 to ground and another 
10 MQ. load from pin 3 to ground. 


5. A 10 MQ load connected from pin 2 to ground and another 
10 MQ. load from pin 4 to ground. 


6. A 10 MQ load connected from pin 3 to ground and another 
10 MQ, load from pin 4 to ground. 


7. A 10 MQ. load connected from pin 2, to ground, another 
10 MQ. load from pin 3 to ground, and a third 10 MO load 
from pin 4 to ground. 


: Step 5: Determining the Percent Deviation 


The instruments to be connected to the voltage divider each have of the Output Voltages 


Calculate how much each loaded output voltage deviates from 


: its unloaded value for each of the load configurations listed in 
Step 4 and express as a percentage using the following formula: 


Vour(unloaded) ~ Vourdoaded) 


Percent deviation ( ) 100% 


Vout(unloaded) 


Add the values to the table in Figure 71. 


Step 6: Determining the Load Currents 


Calculate the current to each 10 MQ. load for each of the load 
: configurations listed in Step 4. Add these values to the table in 
; Figure 71. Specify a minimum value for the fuse. 


Step 7: Troubleshooting the Circuit Board 


The voltage-divider circuit board is connected to a 12 V power 

: supply and to the three instruments to which it provides refer- 
ence voltages, as shown in Figure 72. Voltages at each of the 
numbered test points are measured with a voltmeter in each of 
eight different cases. For each case, determine the problem indi- 
: cated by the voltage measurements. 
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The following voltmeter readings are taken at test points 1 through 6 
with respect to ground. The readings are in volts. 


SERIES-PARALLEL CIRCUITS 


GND 
To instrument 1 
To instrument 2 
To instrument 3 
+12 V 


PRESS 

RANGE ap 
AUTORANGE GED 
TOUCH/HOLD €ED 


A 1000 Viz 
750 V ~ 


Test points (volts) 
Case 1 2 a 4 5 6 
1 0 0 0 0 0 0 
2 12 0 0 0 0 0 
3 12 0) 0 0 0 12 
4 12. 11.6 0 0 0 12 
5 12 11.3 10.9 0) 0 12 
6 12 11 10.3 10 0 12 
7 12 5.9 0 0 0 12 
8 12 7.8 3.8 0 0 12 
A FIGURE 72 
“ “| Multisim Analysis and Troubleshooting : Review 
@u 1. Using Multisim, connect the circuit shown by the 1. If the portable unit covered in this section is to supply refer- 
schematic from Step | and verify the unloaded | ence voltages to all three instruments, how many days can a 
output voltages determined in Step 3. 100 mAh battery be used before recharging? 
2. Measure the load currents calculated in Step 6. 2. Can % W resistors be used on the voltage-divider board? 
3. Verify the faults determined in Step 7 for each case by in- 3. If  W resistors are used, will an output shorted to ground 
serting the fault in the circuit and checking the voltage ! cause any of the resistors to overheat due to excessive 


measurements at each point. 


power? 


SUMMARY 


A series-parallel circuit is a combination of both series current paths and parallel current paths. 


To determine total resistance in a series-parallel circuit, identify the series and parallel relationships, 
and then apply formulas for series resistance and parallel resistance. 


To find the total current, divide the total voltage by the total resistance. 


To determine branch currents, apply the current-divider formula, Kirchhoff’s current law, or 
Ohm’s law. Consider each circuit problem individually to determine the most appropriate method. 
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® To determine voltage drops across any portion of a series-parallel circuit, use the voltage-divider 
formula, Kirchhoff’s voltage law, or Ohm’s law. Consider each circuit problem individually to de- 
termine the most appropriate method. 


® When a load resistor is connected across a voltage-divider output, the output voltage decreases. 


® The load resistor should be large compared to the resistance across which it is connected, in order 
that the loading effect may be minimized. A /0-times value is sometimes used as a rule of thumb, 
but the value depends on the accuracy required for the output voltage. 


® To find any current or voltage in a circuit with two or more voltage sources, take the sources one 
at a time using the superposition theorem. 


® A balanced Wheatstone bridge can be used to measure an unknown resistance. 


® A bridge is balanced when the output voltage is zero. The balanced condition produces zero cur- 
rent through a load connected across the output terminals of the bridge. 


® An unbalanced Wheatstone bridge can be used to measure physical quantities using transducers. 


® Any two-terminal resistive circuit, no matter how complex, can be replaced by its Thevenin 
equivalent. 


® The Thevenin equivalent circuit is made up of an equivalent resistance (Rry) in series with an 
equivalent voltage source (Vyy). 


® The maximum power transfer theorem states that maximum power is transferred from a source to 
a load when Rs = R;. 


® Opens and shorts in circuits are typical faults. 


® Resistors normally open when they burn out. 


FORMULAS 


Balanced bridge A bridge circuit that is in the balanced state as indicated by zero volts across the 
bridge. 

Bleeder current The current left after the total load current is subtracted from the total current into 
the circuit. 

Load current The output current of a circuit supplied to a load. 


Loading The effect on a circuit when an element that draws current from the circuit is connected 
across the output terminals. 


Maximum power transfer The condition, when the load resistance equals the source resistance, 
under which maximum power is transferred from source to load. 


Superposition A method for analyzing circuits with two or more sources by examining the effects 
of each source by itself and then combining the effects. 


Terminal equivalency A condition that occurs when two circuits produce the same load voltage 
and load current where the same value of load resistance is connected to either circuit. 


Thevenin’s theorem A circuit theorem that provides for reducing any two-terminal resistive circuit 
to a single equivalent voltage source in series with an equivalent resistance. 


Unbalanced bridge A bridge circuit that is in the unbalanced state as indicated by a voltage across 
the bridge proportional to the amount of deviation from the balanced state. 


Wheatstone bridge A 4-legged type of bridge circuit with which an unknown resistance can be ac- 
curately measured using the balanced state of the bridge. Deviations in resistance can be measured 
using the unbalanced state. 
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SELF-TEST 


> FIGURE 73 


SERIES-PARALLEL CIRCUITS 


Answers are at the end of the chapter. 


ann e WwW 


. Parallel resistors are always connected between the same pair of nodes. 


. If one resistor is connected in series with a parallel combination, the series resistor will always 


have a larger voltage drop than the parallel resistors. 


. Ina series-parallel combinational circuit, the same current will always be in parallel resistors. 
. A larger load resistor has a smaller loading effect on a circuit. 
. When measuring dc voltage, a DMM will normally have a small loading effect on a circuit. 


. When measuring dc voltage, the input resistance of a DMM is the same no matter on what 


scale it is used. 


. When measuring dc voltage, the input resistance of an analog multimeter is the same no matter 


on what scale it is used. 


8. A Thevenin circuit consists of a voltage source with a parallel resistor. 


9. The internal resistance of an ideal voltage source is zero. 


10. 


To transfer maximum power to a load, the load resistor should be twice the Thevenin resistance 
of the source. 


Answers are at the end of the chapter. 


1. 


Which of the following statements are true concerning Figure 73? 
(a) R, and R> are in series with R3, Ry, and Rs. 

(b) R, and R, are in series. 

(c) R3, R4, and Rs are in parallel. 


(d) The series combination of R, and R> is in parallel with the series combination of R3, Ry, 
and Rs. 


(e) answers (b) and (d) 


. The total resistance of Figure 73 can be found with which of the following formulas? 


(a) Ry + Ry + R3 || Ra || Rs (b) Ry || Ro + R3 || Ra || Rs 
(c) (Ry + Ro) || (R3 + Ry + Rs) (d) none of these answers 


. If all of the resistors in Figure 73 have the same value, when voltage is applied across 


terminals A and B, the current is 
(a) greatest in Rs (b) greatest in R3, Ry, and Rs 


(c) greatest in R; and Ry (d) the same in all the resistors 


. Two 1.0 kQ resistors are in series and this series combination is in parallel with a 2.2 kO, 


resistor. The voltage across one of the 1.0 kQ resistors is 6 V. The voltage across the 2.2 kO, 
resistor is 


(a) 6V (b) 3 V (c) 12 V (d) 13.2 V 


. The parallel combination of a 330 © resistor and a 470 (1 resistor is in series with the parallel 


combination of four 1.0 kQ resistors. A 10 V source is connected across the circuit. The resis- 
tor with the most current has a value of 


(a) 1.0kO (b) 3300 (c) 4700, 
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6. In the circuit described in Question 5, the resistor(s) with the most voltage has a value of 
(a) 1.0kQ (b) 4700, (c) 3300 


7. In the circuit described in Question 5, the percentage of the total current through any single 
1.0 kQ resistor is 


(a) 100% (b) 25% 
(c) 50% (d) 31.25% 


8. The output of a certain voltage divider is 9 V with no load. When a load is connected, the out- 
put voltage 


(a) increases (b) decreases 
(c) remains the same (d) becomes zero 


9. A certain voltage divider consists of two 10 k© resistors in series. Which of the following load 
resistors will have the most effect on the output voltage? 


(a) 1.0MO, (b) 20kO, 
(c) 100kO (d) 10kO, 


10. When a load resistance is connected to the output of a voltage-divider circuit, the current drawn 
from the source 


(a) decreases (b) increases 
(c) remains the same (d) is cut off 
11. The output voltage of a balanced Wheatstone bridge is 
(a) equal to the source voltage 
(b) equal to zero 
(c) dependent on all of the resistor values in the bridge 
(d) dependent on the value of the unknown resistor 
12. The primary method of analyzing a circuit with two or more voltage sources is usually 
(a) Thevenin’s theorem (b) Ohm’s law 
(c) superposition (d) Kirchhoff’s law 


13. In a certain two-source circuit, one source acting alone produces 10 mA through a given 
branch. The other source acting alone produces 8 mA in the opposite direction through the 
same branch. With both sources, the total current through the branch is 


(a) 1OmA (b) 8mA 
(c) 18 mA (d) 2mA 

14. A Thevenin equivalent circuit consists of 
(a) a voltage source in series with a resistance 
(b) a voltage source in parallel with a resistance 
(c) acurrent source in parallel with a resistance 
(d) two voltage sources and a resistance 

15. A voltage source with an internal source resistance of 300 2, transfers maximum power to a 
(a) 150Q. load 
(b) 50 Q, load 
(c) 300 Q load 
(d) 600 Q load 


16. You are measuring the voltage at a given point in a circuit that has very high resistance 
values and the measured voltage is a little lower than it should be. This is possibly 
because of 


(a) one or more of the resistance values being off 
(b) the loading effect of the voltmeter 
(c) the source voltage is too low 


(d) all of these answers 
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TROUBLESHOOTING: The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
SYM PTOM AND CAUSE Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 74. 


A FIGURE 74 


The meters indicate the correct readings for this circuit. 


1. Symptom: The ammeter reading is too low, and the voltmeter reading is 5.45 V. 
Cause: 
(a) R, is open. 
(b) Ro is open. 
(c) R3 is open. 
2. Symptom: The ammeter reading is 1 mA, and the voltmeter reading is 0 V. 
Cause: 
(a) There is a short across Ry. 
(b) There is a short across Ro. 
(c) R3 is open. 
3. Symptom: The ammeter reading is near zero, and the voltmeter reading is 12 V. 
Cause: 
(a) R, is open. 
(b) Ro is open. 
(c) Both Ro and R3 are open. 
4. Symptom: The ammeter reading is 444 wA, and the voltmeter reading is 6.67 V. 
Cause: 
(a) R, is shorted. 
(b) Ro is open. 
(c) R3 is open. 
5. Symptom: The ammeter reading is 2 mA, and the voltmeter reading is 12 V. 
Cause: 
(a) R, is shorted. 
(b) R> is shorted. 
(c) Both R, and R3 are open. 


PROBLEMS Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1_ Identifying Series-Parallel Relationships 


1. Identify the series and parallel relationships in Figure 75 as seen from the source 
terminals. 
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> FIGURE 75 


Ry 


2. Visualize and draw the following series-parallel combinations: 
(a) R, in series with the parallel combination of R, and R3. 
(b) R, in parallel with the series combination of R> and R3. 


(c) R, in parallel with a branch containing R> in series with a parallel combination of four 
other resistors 


. Visualize and draw the following series-parallel circuits: 
(a) a parallel combination of three branches, each containing two series resistors 
(b) a series combination of three parallel circuits, each containing two parallel resistors 


. In each circuit of Figure 76 identify the series and parallel relationships of the resistors 
viewed from the source. 


> FIGURE 76 R, 
560 R, 
n ; Fr 680 0 
— R 
15Vv= Z 3 3V = . 
= 1000 > 1009 2 
Ry R; R, 
Ry 680 330 0 220 0 
220 rs = = 
(a) (b) 
SECTION 2. Analysis of Series-Parallel Resistive Circuits 
5. A certain circuit is composed of two parallel resistors. The total resistance is 667 0. One of the 
resistors is 1.0 kQ. What is the other resistor? 
6. For the circuit in Figure 77, determine the total resistance between A and B. 
7. Determine the total resistance for each circuit in Figure 76. 
8. Determine the current through each resistor in Figure 75; then calculate each voltage drop. 
9. Determine the current through each resistor in both circuits of Figure 76; then calculate each 
voltage drop. 
10. In Figure 78, find the following: 
(a) total resistance between terminals A and B 
(b) total current drawn from a6 V source connected from A to B 
SRinSRGi ee Ae ee ceed cae ee eee | 
ee ee ee ee =ae * 
oe ee ee ee ee ee 
ee ee | 
R, si 
ee ee ee ee ee ee | Pera 10kQ 
Ea a el ll a B 
FRPP ernenraene =r 
. EEE —————————— 
Queene ee eS ee Re © 
A FIGURE 77 A FIGURE 78 
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(c) current through R5 

(d) voltage across R 
11. In Figure 78, determine the current through R> for Vag = 6 V. 
12. In Figure 78, determine the current through Ry for Vaz = 6 V. 


SECTION 3 Voltage Dividers with Resistive Loads 


13. A voltage divider consists of two 56 kQ resistors and a 15 V source. Calculate the unloaded 
output voltage taken across one of the 56 kQ resistors. What will the output voltage be if a load 
resistor of 1.0 MQ, is connected across the output? 


14. A 12 V battery output is divided down to obtain two output voltages. Three 3.3 kQ, resistors are 
used to provide the two outputs with only one output at a time loaded with 10 kQ. Determine 
the output voltages in both cases. 


15. Which will cause a smaller decrease in output voltage for a given voltage divider, a 10 kO load 
or a 56 kQ. load? 


16. In Figure 79, determine the current drain on the battery with no load on the output terminals. 
With a 10k load, what is the current from the battery? 


> FIGURE 79 


nv = 


SECTION 4 _ Loading Effect of a Voltmeter 


17. Across which one of the following resistances will a voltmeter with a 10 MOC, internal resist- 
ance present the minimum load on a circuit? 


(a) 100kO, (b) 1.2MQ (c) 22kO (d) 8.2MQ 


18. A certain voltage divider consists of three 1.0 MQ resistors connected in series to a 100 V 
source. Determine the voltage across one of the resistors measured by a 10 MQ, voltmeter. 


19. What is the difference between the measured and the actual unloaded voltage in Prob- 
lem 18? 


20. By what percentage does the voltmeter in Problem 18 alter the voltage which it measures? 


21. A 10,000 2/V VOM is used on the 10 V scale to measure the output of a voltage divider. If the 
divider consists of two series 100 k resistors, what fraction of the source voltage will be 
measured across one of the resistors? 


22. If a DMM with 10 MQ input resistance is used instead of the VOM in Problem 21, what per- 
centage of the source voltage will be measured by the DMM? 


SECTION 5 The Wheatstone Bridge 


23. A resistor of unknown value is connected to a Wheatstone bridge circuit. The bridge 
parameters for a balanced condition are set as follows: Ry = 18kO, and Rj/R4 = 0.02. 
What is Ry? 


24. A bridge network is shown in Figure 80. To what value must Ry be set in order to balance 
the bridge? 
25. Determine the value of Ry in the balanced bridge in Figure 81. 


281 


www.EngineeringBooksPdf.com 


SERIES-PARALLEL CIRCUITS 


+ 


12V 


A FIGURE 81 


A FIGURE 80 


26. Determine the output voltage of the unbalanced bridge in Figure 82 for a temperature of 
65°C. The thermistor has a nominal resistance of 1 kQ, at 25°C and a positive temperature 
coefficient. Assume that its resistance changes 5 Q, for each C° change in temperature. 


> FIGURE 82 R, 49V 
Thermistor 


SECTION 6 Thevenin’s Theorem 
27. Reduce the circuit in Figure 83 to its Thevenin equivalent as viewed from terminals A and B. 


Ry = 

100 kQO. 
Ry = 

22 kO 


> FIGURE 83 


28. For each circuit in Figure 84, determine the Thevenin equivalent as seen from terminals A and B. 


3V 
R Ry 4 sepepere 
AW AW Ik 
_| loo 220 
R R R 
OV= 2 SR 1 R 2 
= 78.0, : 100 0 f 270 O, 
R; e 
47.0, B 


(a) (b) 


A FIGURE 84 
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29. Determine the voltage and current for R; in Figure 85. 


> FIGURE 85 


SECTION 7 The Maximum Power Transfer Theorem 


30. Determine the value of a load resistor connected between terminals A and B in Figure 83 for 
maximum power transfer to the load resistor. 


31. A certain Thevenin equivalent circuit has a Vpq = 5.5 V and an Rypy = 75 ©. To what value of 
load resistor will maximum power be transferred? 


32. Determine the value of R; in Figure 84(a) for which R;, dissipates maximum power. 


SECTION 8_ The Superposition Theorem 
33. In Figure 86, use the superposition theorem to find the current in R3. 


34. In Figure 86, what is the current through R2? 


» FIGURE 86 R 
1000 
Ry 
pale ‘es 560 R; 
= 270 
. 
=. 15 V 


SECTION 9 Troubleshooting 


35. Is the voltmeter reading in Figure 87 correct? If not, what is the problem? 


> FIGURE 87 GND +12V 


PRESS 

RANGE p> 
AUTORANGE 
TOUCH/HOLD GED 


A 1000 Viz 


a 
750V zh Com 


~ (b) Protoboard with meter leads and red and 
black leads from a 12 V de power supply 


FUSED ( 


(a) Meter with leads going 
to protoboard 
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36. If R> in Figure 88 opens, what voltages will be read at points A, B, and C? 


> FIGURE 88 R, R, 
AWW : 
10kQ 5600 R, 
470 0 R, 
¥ 
b5Vv—= 
a c 3.3 kO 
Rs 
2.2kO 


> FIGURE 89 


38. 


39. 


Determine the voltage you would expect to measure across each resistor in Figure 88 for 
each of the following faults. Assume the faults are independent of each other. 


(a) R, open (b) R3 open (c) Ry open (d) Rs5 open 
(e) point C shorted to ground 


Determine the voltage you would expect to measure across each resistor in Figure 89 for 
each of the following faults: 


(a) R, open (b) R> open (c) R3 open (d) a short across R4 


ADVANCED PROBLEMS 


40. 


> FIGURE 90 


aS Ry 
1.0k0 i AAA 4 


(a) 


284 


In each circuit of Figure 90, identify the series and parallel relationships of the resistors 
viewed from the source. 


5.6 kO 4.7kO, 2.2kO 1.0k0 
(b) 
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41. Draw the schematic of the PC board layout in Figure 91 showing resistor values and identify 
the series-parallel relationships. Which resistors, if any, can be removed with no effect on Ry? 


A FIGURE 91 


42. For the circuit shown in Figure 92, calculate the following: 
(a) total resistance across the source 
(b) total current from the source 
(c) current through the 910 Q resistor 
(d) voltage from point A to point B 


> FIGURE 92 


A FIGURE 93 
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44. Determine the total resistance between terminals A and B of the circuit in Figure 94. Also 
calculate the current in each branch with 10 V between A and B. 
45. What is the voltage across each resistor in Figure 94? There are 10 V between A and B. 
> FIGURE 94 I R, 1; R; Is Rs 
<< <—— << 
Ao 
™ 1000, th 220 0 a 1000 
R R4 Re = 
820 0 820 0, 680 0 
Ry Ry R, 
Bo 
7, 1000 2200 77 100 0 
9 


> FIGURE 95 R, R, 
\W—9—Wv 
1.0kO, 330 0 
R; 
4700, 
+ 
Vs oA 
100V _7 
Ry 
5002 R, 
‘ WV 
1000 
47. Find the value of R> in Figure 96. 
> FIGURE 96 R, 
47kQ 
Ry 
: ae 
i l1mA R; 
220 V 33 kO 
48. Determine the total resistance and the voltage at points A, B, and C in the circuit of 
Figure 97. 
> FIGURE 97 R, 4 R3 B Rs Cc 
5.6kO, 1.0kO, 1.0k0, 
aL Ry Ry Re 
es 2.2 kO 2.2kO 1.0kQ 
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49. Develop a voltage divider to provide a 6 V output with no load and a minimum of 5.5 V across 
a 1.0 kQ, load. The source voltage is 24 V, and the unloaded current is not to exceed 100 mA. 


50. Determine the resistance values for a voltage divider that must meet the following specifica- 
tions: The current under an unloaded condition is not to exceed 5 mA. The source voltage is to 
be 10 V. A'5 V output and a 2.5 V output are required. Draw the circuit. Determine the effect 
on the output voltages if a 1.0 kO load is connected to each output. 


51. Using the superposition theorem, calculate the current in the right-most branch of Figure 98. 


R, R; 

1.0kO 1.0kO, 

Ry 
ae R, 1.0kOQ Re 
a — 2.2kO 2.2kO 
- + 
= 3v 
e © 
A FIGURE 98 
52. Find the current through R,; in Figure 99. 
A 
® od 
R, Ry R; R, 
220 0 100 560 0 100 Z 
L 
" nm : = 820.0 
Rv= a v= Vu= 
- - + + 
e © 
B 


A FIGURE 99 


53. Using Thevenin’s theorem, find the voltage across Ry in Figure 100. 


Rs 
Ry 3.3 kO 
3.3 kO 
R; 
Ry 4.7kO, Ry Re 
1.0k0, 10kQ 4.7kQO 
+ 
oVv= 
e 


A FIGURE 100 


54. Determine Vour for the circuit in Figure 101 for the following conditions: 
(a) Switch SW2 connected to +12 V and the rest to ground 


(b) Switch SW1 connected to +12 V and the rest to ground 
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> FIGURE 101 +12V fot 
fe} R = 
1 
R, 24 kO, 
fr? SW1 24k0 R, 
Ry 12kO, 
e—_° SW2 24k0 Rs 
Ro 12kO, 
¢—° SW3 24k0 R, 
Rg 12kO, 
>My —*# —— Vour 
ge _? SW4 24k0 


55. Develop a schematic for the double-sided PC board in Figure 102 and label the resistor 
values. 


Side 1 Side 2 
A FIGURE 102 


56. Lay out a PC board for the circuit in Figure 90(b). The battery is to be connected external to 
the board. 


57. The voltage divider in Figure 103 has a switched load. Determine the voltage at each tap 
(V;, V2, and V3) for each position of the switch. 


> FIGURE 103 


120 V ° O+—0O- 
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58. Figure 104 shows a dc biasing arrangement for a field-effect transistor amplifier. Biasing is a 
common method for setting up certain dc voltage levels required for proper amplifier opera- 
tion. Although you may not be familiar with transistor amplifiers at this point, the dc voltages 
and currents in the circuit can be determined using methods that you already know. 


(a) Find Vg and Vs with respect to ground 
(b) Determine J), J, Ip, and Is 
(c) Find Vps and VpG 


> FIGURE 104 


Vp 
Vo Field-effect 
ry 7 transistor symbol 
sv tye ty 


59. Look at the voltmeters in Figure 105 and determine if there is a fault in the circuit. If there is 
a fault, identify it. 


60. Are the voltmeter readings in Figure 106 correct? 


18 V 


A FIGURE 105 A FIGURE 106 


61. There is one fault in Figure 107. Based on the voltmeter indications, determine what the 
fault is. 
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> FIGURE 107 R, 


+ 6 


= —— 
R = 
1.0kO 


SV 


62. Look at the voltmeters in Figure 108 and determine if there is a fault in the circuit. If there is 
a fault, identify it. 


63. Determine the voltmeter readings in Figure 108 if the 4.7 kO resistor opens. 


> FIGURE 108 bd 


30 V 


a | MULTISIM TROUBLESHOOTING PROBLEMS 
Qu 64. Open file P06-64; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault in the circuit. If so, identify the fault. 
65. Open file P06-65 and determine if there is a fault in the circuit. If so, identify the fault. 
66. Open file P06-66 and determine if there is a fault in the circuit. If so, identify the fault. 
67. Open file P06-67 and determine if there is a fault in the circuit. If so, identify the fault. 
68. Open file P06-68 and determine if there is a fault in the circuit. If so, identify the fault. 
69. Open file P06-69 and determine if there is a fault in the circuit. If so, identify the fault. 
70. Open file P06-70 and determine if there is a fault in the circuit. If so, identify the fault. 


71. Open file P06-71 and determine if there is a fault in the circuit. If so, identify the fault. 


ANSWERS 
SECTION CHECKUPS 
SECTION 1 _ Identifying Series-Parallel Relationships 
1. See Figure 109. 
> FIGURE 109 AM AM 
of R @—_-® R3 | ©) 
WW WW 
Ry R, 
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2. R, and R, are in series with the parallel combination of R3 and R4. 
3. All resistors are in parallel. 
4. R, and R> are in parallel; R3 and Ry are in parallel. 


5. Yes, the two parallel combinations are in series with each other. 


SECTION 2. Analysis of Series-Parallel Circuits 
1. Rp = Ry + Ry + Ry || Kz = 5990 
2. Ig = 11.2mA 
3. Veo = bb Ry = 3.7V 
4, Ry = 890; 1p = 11.2mA 


SECTION 3 Voltage Dividers with Resistive Loads 
1. The load resistor decreases the output voltage. 
2. True 
3. Voutunloaded) = 19-23 V, Voutdoaded) = 19.16 V 


SECTION 4 _ Loading Effect of a Voltmeter 


1. A voltmeter loads a circuit because the internal resistance of the meter appears in parallel with 
the circuit resistance across which it is connected, reducing the resistance between those two 
points of the circuit and drawing current from the circuit. 


2. No, because the meter resistance is much larger than 1.0kQ. 
3. Yes. 
4. 40MQ 


SECTION 5 The Wheatstone Bridge 
1. See Figure 110. 


> FIGURE 110 
2. A bridge is balanced when the output voltage is zero. 
3. Ry = 15kO, 
4. An unbalanced bridge is used to measure transducer-sensed quantities. 
5. A load cell is a transducer that uses strain gauges to convert mechanical force into an electrical 


signal. 


SECTION 6 Thevenin’s Theorem 
1. A Thevenin equivalent circuit consists of Vpy and Ryy. 
2. See Figure 111. 


> FIGURE 111 AW A 
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3. Vy is the open circuit voltage between two points in a circuit. 


4. Ry is the resistance as viewed from two terminals in a circuit, with all sources replaced by 
their internal resistances. 


5. See Figure 112. 


> FIGURE 112 70 


SECTION 7 Maximum Power Transfer Theorem 


1. The maximum power transfer theorem states that maximum power is transferred from a source 
to a load when the load resistance is equal to the internal source resistance. 


2. Maximum power is delivered to a load when R; = Rs. 
3. Rp = Rs = 500, 


SECTION 8 _ The Superposition Theorem 


1. The total current in any branch of a multiple-source linear circuit is equal to the algebraic sum 
of the currents due to the individual sources acting alone, with the other sources replaced by 
their internal resistances. 


2. The superposition method allows each source to be treated independently. 
3. A short simulates the zero internal resistance of an ideal voltage source. 


4. The net current is in the direction of the larger current. 


SECTION 9_ Troubleshooting 
1. Opens and short are two common faults. 
2. (a) 62.8 V (b) 62.8 V (c) 62 V (d) 100 V (e) OV 
3. The 10 kQ resistor is open. 


RELATED PROBLEMS FOR EXAMPLES 


1 The added resistor would be in parallel with the combination of Ry in series with R> and R3 
in parallel. 


2 The added resistor is in parallel with Rs. 
Ato gnd: Rp = R3 || (Ry + Ro) + Ry 
B to gnd: Rr = Rp || (Ry + R3) + Rg 
C to gnd: Rp = Ry 


I, = 8.93 mA; J, = 5.85mA;/; = 18.2mA 
V, = V2 = 10.3 V; V3 = 9.70 V; V4 = 3.16 V; V5 = 6.54V 
10 7, = 1.42mA, P; = 6.67mW; lh = 756 pA, P> = 3.55 mW; 
I, = 2.18 mA, P3 = 4.75 mW: 1, = 1.13 mA, Py = 1.28 mW: 
Is = 1.06mA, Ps = 758 wW; Ig = 1.06 mA, Pg = 435 WW 
11 3.39V 


12 The current will increase because there is a smaller loading effect on the circuit. The new 
current in Ry is 59 wA. 


4 None. The new resistor will be shorted by the existing connection between those points. 
5 R, and Ry are effectively removed from the circuit. 

6 55.10 

7 128.30, 

8 

9 
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13 5.19 V 

14 3.3k0 

15 0.49 V 

16 2.36 V; 1240 

17 Vena = 3-46-V; Pras = 3.08kO 
18 1.17mA 

19 41.7 mW 

20 22.0mA 

21 S5mA 

22 5.73 V,0V 

23 9.46 V 

24 V4 = 12V; Vp = 13.8V 


TRUE/FALSE QUIZ 
1. T 2. F 3. F 4. T 5. T 6. T 7. F 8. F 
9. T 10. F 


SELF-TEST 

1. (c) 2. (c) 3. (c) 4. (c) 5. (b) 6. (a) 7. (b) 
8. (b) 9d) 10.() 11) 126) 12.@ 14 
15. (c) 16. (d) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
(c) 
(b) 
(c) 
(b) 
(a) 


wpe Dn 


PROBLEMS —- ODD-NUMBERED ANSWERS 

« Ry, R3, and Ry are in parallel, and this parallel combination is in series with both R, and Rs. 
. See Figure P-6. 

. 2003 0 

- (a) 1280 (b) 7910, 


. (a) Ty = I, = 11.7mA, Ly = L = 5.85mA;V, = 655 mV, 
V> = V3 = 585 mV, V, = 257mV 


(b) 1; = 3.8mA, lb = 618 pA, Jz = 1.27 mA, ly = 1.91 mA; 
Vi = 2.58 V, V> = V3 a V4 = 420mV 


11. 2.22 mA 

13. 7.5 V unloaded; 7.29 V loaded 
15. 56kQ load 

17. 22kO, 

19. 2V 

21. 33% 

23. 3600, 

25. 7.33 kO 

27. Rry = 18kO; Vey = 2.7V 


Sn nw = 
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>» FIGURE P-6 ° 


29. 1.06 V; 226 uA 

31. 750, 

33. 21 mA 

35. No, the meter should read 4.39 V. The 680 © resistor is open. 

37. The 7.62 V and 5.24 V readings are incorrect, indicating that the 3.3 kO, resistor is open. 

39. (a) V; = —10V, all others 0 V 
(b) V, = —2.33 V, V4 = —7.67 V, V2 = —7.67 V, V3 =0V 
(b) V, = —2.33 V, V4 = —7.67 V, V2 = —7.67 V, V3 =0V 
(c) Vj = —2.33 V, V4 = —7.67 V, V2 = OV, V3 = —7.67 V 
(d) V; = —10V, all others 0 V 

41. See Figure P—7. 

43. Ry = 5.76kO; V4 = 3.3 V; Vg = 1.7 V3 Ve = 850 mV 


> FIGURE P-7 Pe ~ Ry ae These resistors do not affect 
7 * the circuit because they are shorted 
. 10kO \ and can be deleted. 
Ry S4.7kKO Re S510 kA 
10 \ 177 
4AM WW 
1L6MQ ~\_ 7 680k0 
Ry 
3.3kO 
Ry 
270 0 
B 
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45. V; = 1.61 V: V3 = 6.77 V; V3 = 1.72 V: V4 = 3.33 V: 
V5 = 378 mV; Ve = 2.57 V; V7 = 378 mV; Vg = 1.72 V; 
Vo = 1.61V 

47. 110kO 

49. R; = 180.0; Ry = 600. Output across Ro. 

51. 845 yA 

53. 11.7 V 


55. See Figure P-8. 


> FIGURE P-8 R Rio R, 
b Wy Wy AMY 
56 kO 3.9 kO 22kQ Rp 


Ry Ry Ry 
A Wy AW WW 
33 kO 2.2 kO 6.2kO 


57. Pos 1: V, = 88.0 V, V2 = 58.7 V, V3 = 29.3.V 
Pos 2: V; = 89.1 V, V2 = 58.2 V, V3 = 29.1 V 
Pos 3: Vj = 89.8 V, V2 = 59.6 V, V3 = 29.3 V 

59. One of the 12 k© resistors is open. 

61. The 2.2 kO resistor is open. 

63. V4 = OV; Vg = 11.1V 

65. Rp, is shorted. 

67. No fault 

69. Ry, is shorted. 

71. Rs is shorted. 


ll 


S FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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ELECTROMAGNETI 


The Magnetic Field 
Electromagnetism 
Electromagnetic Devices 
Magnetic Hysteresis 
Electromagnetic Induction 
DC Generators 

DC Motors 


Application Assignment: Putting Your Knowledge 
to Work 


Explain the principles of electromagnetism 
Ohi 


Ampere-turn (At) 


a 77 7 
» 1 PeMagnetic field 


Nes /, 
Lines of force 


Solenoid 

Relay 

Speaker 

Magnetic field intensity 
Hysteresis 

Retentivity 


Electromagnetism Induced voltage (Ving) 


Sr 2 2 


| lectromagnetic field Electromagnetic 


induction 


¢ 


Induced current (ijnq) 


Sd 


Faraday’s law 
orce (mmf) @ Lenz’s law 


= Describe the principle of operation for several types of electro- 


For the application assignment, you will apply what you 
learn in this chapter about relays and other devices to a sim- 
ple security alarm system. You will determine how to con- 
nect the components to form a complete system and specify 
a check-out procedure to make sure the system is working 
properly. After studying this chapter, you should be able to 
complete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


This chapter introduces two concepts: magnetism and 
electromagnetism. The operation of many types of electrical 
devices is based partially on magnetic or electromagnetic 
principles. Electromagnetic induction is important in an 
electrical component called an inductor or coil. 

Two types of magnets are the permanent magnet and the 
electromagnet. The permanent magnet maintains a constant 
magnetic field between its two poles with no external excita- 
tion. The electromagnet produces a magnetic field only 
when there is current through it. The electromagnet is basi- 
cally a coil of wire wound around a magnetic core material. 
The chapter includes an introduction to dc generators and 
to dc motors. These are important devices that apply mag- 
netism and electromagnetism. 


‘Alamy 
. aly) 
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ee 1 THE MAGNETIC FIELD 


A permanent magnet has a magnetic field surrounding it. A magnetic field is 
visualized by lines of force that radiate from the north pole (N) to the south pole (S) 
and back to the north pole through the magnetic material. 


After completing this section, you should be able to 
¢ Explain the principles of the magnetic field 
Define magnetic flux 
¢ Define magnetic flux density 
¢ Discuss how materials are magnetized 


¢ Explain how a magnetic switch works 


A permanent magnet, such as the bar magnet shown in Figure 1, has a magnetic field 
surrounding it. All magnetic fields have their origin in moving charge, which in solid ma- 
terials is caused by moving electrons. In certain materials such as iron, atoms can be 
aligned so that the electron motion is reinforced, creating an observable field that extends 
in three dimensions. Even some electrical insulators can exhibit this behavior; ceramics 
make excellent magnets but are electrical insulators. 


<4 FIGURE 1 


Magnetic lines of force around a bar 
magnet. 


> 
Te, 
Blue lines represent only a few of the many magnetic 
lines of force in the magnetic field. 


To explain and illustrate magnetic fields, Michael Faraday drew “lines of force” or flux 
lines to represent the unseen field. Flux lines are widely used as a description of that field, 
showing the strength and direction of the field. The flux lines never cross. When lines are 
close together, the field is more intense; when they are farther apart, the field is weaker. The 
flux lines are always drawn from the north pole (N) to the south pole (S) of a magnet. Even 
in small magnets, the number of lines based on the mathematical definition is extremely 
large, so for clarity, only a few lines are generally shown in drawings of magnetic fields. 

When unlike poles of two permanent magnets are placed close together, their magnetic 
fields produce an attractive force, as indicated in Figure 2(a). When two like poles are 
brought close together, they repel each other, as shown in part (b). 

When a nonmagnetic material such as paper, glass, wood, or plastic is placed in a 
magnetic field, the lines of force are unaltered, as shown in Figure 3(a). However, when a 
magnetic material such as iron is placed in the magnetic field, the lines of force tend to 
change course and pass through the iron rather than through the surrounding air. They do 
so because the iron provides a magnetic path that is more easily established than that of air. 
Figure 3(b) illustrates this principle. The fact that magnetic lines of force follow a path 


@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 


HISTORY NOTE 


Weber was a German physicist 
who worked closely with Gauss, 
whose biography appears later. 
Independently, he established a 
system of absolute electrical units 
and also performed work that was 
crucial to the later development of 
the electromagnetic theory of 
light. The unit of magnetic flux is 
named in his honor. (Photo credit: 
Courtesy of the Smithsonian 
Institution. Photo No. 52,604.) 
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> FIGURE 2 


Magnetic attraction and repulsion. 


> FIGURE 3 


Effect of (a) nonmagnetic and (b) mag- 


netic materials on a magnetic field. 


HISTORY NOTE 


Austria-Hungary). He was an 
electrical engineer who invented 
the ac induction motor, polyphase 
ac systems, the Tesla coil 
transformer, wireless 
communications, and fluorescent 
lights. He worked for Edison when 
he first came to the U.S. in 1884 
and later for Westinghouse. The SI 
unit of magnetic flux density is 
named in his honor. (Photo credit: 
Courtesy of the Nikola Tesla 
Museum, Belgrade, Yugoslavia.) 


Equation 1 
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—=p =a 
(a) Unlike poles attract. 
<i) 
—— ~< )) 
=" EN ll ad 
(b) Like poles repel. 
S S. N if 
Soft iron ~ 


Glass 
(a) (b) 


through iron or other materials is a consideration in the design of shields that prevent stray 
magnetic fields from affecting sensitive circuits. 


Magnetic Flux (d) 


The group of force lines going from the north pole to the south pole of a magnet is called 
the magnetic flux, symbolized by ¢ (the lowercase Greek letter phi). A stronger field is 
represented by more lines of force. Several factors determine the strength of a magnet, in- 
cluding the material and physical geometry as well as the distance from the magnet. Mag- 
netic field lines tend to be more concentrated at the poles. 

The unit of magnetic flux is the weber (Wb). One weber equals 10° lines. The weber is 
a very large unit; thus, in most practical situations, the microweber (44 Wb) is used. One 
microweber equals 100 lines of magnetic flux. 


Magnetic Flux Density (B) 


The magnetic flux density is the amount of flux per unit area perpendicular to the mag- 
netic field. Its symbol is B, and its unit is the tesla (1). One tesla equals one weber per 
square meter (Wb/ m°). The following formula expresses the flux density: 
p=2 
A 
where ¢ is the flux in webers (Wb) and A is the cross-sectional area in square meters (m°) 
of the magnetic field. 
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EXAMPLE 1 


Solution 


» TABLE 1 


Related Problem* 


Compare the flux and the flux density in the two magnetic cores shown in Figure 4. 
The diagram represents the cross section of a magnetized material. Assume that each 
dot represents 100 lines or | wWb. 


<—— 2.5 cm ——> < 5.0 cm >| 
eoeevovc5e eoeoevoeeveeeee 
oe 8 ee ee eoceoevoeveveveeee @ 
adeted eoceoceoeeveeeee @ 
25cm|eoeeeee50e 2.5 ern 
Stat a det ena lat eoceoeoeeveeeee @ 
ree ocr a eocoeoeoeveeeee @ 
eoeoeovc50e eoeoevoeveveeeee 


A FIGURE 4 


The flux is simply the number of lines. In Figure 4(a) there are 49 dots. Each repre- 
sents 1 ~Wb, so the flux is 49 wWb. In Figure 4(b) there are 72 dots, so the flux is 
72 wWDb. 

To calculate the flux density, first calculate the area in m/. For Figure 4(a) the 
area iS 


A = 1X w = 0.025m X 0.025 m = 6.25 x 10 *m* 
For Figure 4(b) the area is 
A =1X w = 0.025m X 0.050m = 1.25 x 10°? m?* 
Use Equation | to calculate the flux density. For Figure 4(a) the flux density is 
pe - ——* — — = 78.4 X 10 Whim? = 78.4 x 109 
For Figure 4(b) the flux density is 
ob 72 ~Wb 
ees 10m? 


or 10) Wim = 57.6 xX 10 °T 


The data in Table 1 compares the two cores. Note that the core with the largest flux 
does not necessarily have the highest flux density. 


FLUX (Wb) AREA (m2) FLUX DENSITY (T) 
Figure 4(a): 49 wWb 6.25 X 104m? TRA <1 
Figure 4(b): 72 uWb 1.25 < 103m? 57.6 X 10°T 


What is the flux density if the same flux shown in Figure 4(a) is in a core that is 
5.0cm X 5.0 cm? 


* Answers are at the end of the chapter. 
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EXAMPLE 2 


Solution 


Related Problem 


If the flux density in a certain magnetic material is 0.23 T and the area of the material 
is 0.38 ine, what is the flux through the material? 


First, 0.38 in.” must be converted to square meters. 39.37 in. = 1 m; therefore, 
Peto sein | tm-/(G9.37 in.) | = 245 x 10° m? 

The flux through the material is 
= BA = (0.23 T)(245 X 10° m?) = 56.4 wp Wb 


Calculate B if A = 0.05 in.” and @ = 1000 uWb. 


The Gauss Although the tesla (T) is the SI unit for flux density, another unit called the 
gauss (G) from the CGS (centimeter-gram-second) system, is used (10*G = 17). In fact, 
the instrument used to measure flux density is the gaussmeter. A typical gaussmeter is 
shown in Figure 5. This particular gaussmeter is a portable unit with four ranges that can 
measure magnetic fields as small as the earth’s field (about 0.5 G, but changes depending 
on location) to strong fields such as in an MRI unit (about 10,000 G). The unit gauss is still 
in widespread use, so you should be familiar with it as well as the tesla. 


» FIGURE 5 


A dc gaussmeter. (Integrity Model 
IDR-329 distributed by Less EMF 
Inc.) 


©) orr 


ON 
ADAPTOR 
/ 1GN 


How Materials Become Magnetized 


Ferromagnetic materials such as iron, nickel, and cobalt become magnetized when placed in 
the magnetic field of a magnet. We have all seen a permanent magnet pick up paper clips, nails, 
or iron filings. In these cases, the object becomes magnetized (that is, it actually becomes a 
magnet itself) under the influence of the permanent magnetic field and becomes attracted to 
the magnet. When removed from the magnetic field, the object tends to lose its magnetism. 

The magnetic material affects not only the magnetic flux density at the poles but also 
how the magnetic flux density falls off as distance from the poles increases. The physical 
size also affects the flux density. For example, two disk magnets (both made from sintered 
Alnico) have very similar densities near the pole, but the larger magnet has much higher 
flux density, as you move away from the pole, as shown in Figure 6. Notice that the flux 
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A <4 FIGURE 6 


Example of magnetic flux densities 
for two disk magnets as a function of 
distance. The blue curve represents 
the larger magnet. 


— 50 mm diam 
50 mm thick 


— 150 mm diam 
100 mm thick 


0.10 


0.08 


0.06 


Flux density in teslas 


0.04 


| | - 
0 0.2 0.4 0.6 0.8 
Distance in cm 


density falls off rapidly as you move away from the pole. This type of plot can illustrate if 
a given magnet is effective for a specific application that depends on the distance in which 
the magnet must work. 

Ferromagnetic materials have minute magnetic domains created within their atomic 
structure by the orbital motion and spin of electrons. These domains can be viewed as very 
small bar magnets with north and south poles. When the material is not exposed to an 
external magnetic field, the magnetic domains are randomly oriented, as shown in 
Figure 7(a). When the material is placed in a magnetic field, the domains align themselves, 
as shown in part (b). Thus, the object itself effectively becomes a magnet. 


sexes 
WP rar 
(a) The magnetic domains (N <@ S) are 


randomly oriented in the unmagnetized 
material. 


(b) The magnetic domains become aligned 
when the material is magnetized. 


The type of material is an important parameter for the actual flux density of magnets. 
Table 2 lists the flux densities of typical magnetic fields in teslas. For permanent magnets, 


v TABLE 2 


Flux density of various magnetic fields. 


SOURCE TYPICAL FLUX DENSITY IN TESLAS (T) 


Earth’s magnetic field 4 X 107% (varies with location) 
Small “refrigerator” magnets 0.08 to 0.1 

Ceramic magnets 0.2 to 0.3 

Alnico 5 reed switch magnet 0.1 to 0.2 

Neodymium magnets 0.3 to 0.52 

Magnetic resonance imaging (MRI) 1 

The strongest steady magnetic field 45 


ever achieved in a laboratory 


HISTORY NOTE 


Gauss, a German mathematician, 
disproved many 18th century 
mathematical theories. Later, he 
worked closely with Weber on a 
worldwide system of stations for 
systematic observations of 
terrestrial magnetism. The most 
important result of their work in 
electromagnetism was the later 
development of telegraphy by 
others. The CGS unit of magnetic 
flux density is named in his honor. 
(Credit: Illustration by Steven 

S. Nau.) 


<4 FIGURE 7 


Ferromagnetic domains in (a) an un- 
magnetized and (b) a magnetized 
material. 


Many strong magnets are very 
brittle and can shatter on impact. 
Eye protection should always be 
worn when you work with strong 
magnets. Strong magnets are not 
toys and should not be given to 
children. People with pacemakers 
should stay away from strong 
magnetic fields. 
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HISTORY NOTE 


The Hall effect was discovered by 
Hall in 1879 while he worked on 
his doctoral thesis in physics at 
Johns Hopkins University. Hall’s 
experiments consisted of exposing 
thin gold leaf on a glass plate to a 
magnetic field and tapping off the 


gold leaf at points down its length. 


After applying a current through 
the gold leaf, he observed a tiny 
voltage across the tap points. 
(Photo credit: Voltiana, Como, 
Italy-September 10, 1927 issue, 
courtesy AIP Emilio Segre Visual 
Archives.) 
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the numbers given are based on the flux density of the field that is typical if measured close 
to the pole. As previously discussed, these values can drop significantly as distance from 
the poles is increased. The strongest field most people will ever experience is about 1 T 
(10,000 G) if they have an MRI exam. The strongest commercially available permanent 
magnets are neodymium-iron-boron composites (NdFeB). To find the flux density in 
gauss, multiply the values in teslas by 10* (10,000). 


Applications 


Permanent magnets are widely used in brushless motors (discussed in Section 7), magnetic 
separators, speakers, microphones, automobiles, and magnetic resonance-imaging devices. 
They are also commonly used in switches, such as the normally closed switch illustrated in 
Figure 8. When the magnet is near the switch mechanism, as in Figure 8 (a), the switch is 
closed. When the magnet is moved away, as in part (b), the spring pulls the arm open. 
Magnetic switches are widely used in security systems. 


are | 


= a 
Magnet { 
(a) Contact is closed when magnet Magnet | | 
is near. 


(b) Contact opens when magnet is 
moved away. 


A FIGURE 8 


Operation of a magnetic switch. 


Another important application of permanent magnets is in sensors that take advan- 
tage of an effect known as the Hall effect. The Hall effect is the occurrence of a small 
voltage (a few wV) that is generated on opposite sides of a thin current-carrying con- 
ductor or semiconductor (the Hall element) that is in a magnetic field. A voltage called 
the Hall voltage appears across the Hall element, as illustrated in Figure 9. The Hall 
voltage is due to the forces exerted on the electrons as they traverse the magnetic field, 
causing an excess of charge on one side of the Hall element. Although the effect was 
first noticed in a conductor, it is more pronounced in semiconductors, which are 


Hall element 


(semiconductor) \, 


~ 
Hall voltage Magnetic field 


A FIGURE 9 


The Hall effect. The Hall voltage is induced across the Hall element—the red side is positive; the blue 
side is negative. 
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normally used in Hall-effect sensors. Notice that the magnetic field, the electric current, 
and the Hall voltage are all at right angles to each other. This voltage is amplified and 
can be used to detect the presence of the magnetic field. The detection of a magnetic 
field is useful in sensor applications. 

Hall-effect sensors are widely used because they are small, inexpensive, and have no 
moving parts. In addition, they are noncontacting sensors, so they can last for billions 
of repeated operations, a clear advantage over contacting sensors that can wear out. 
Hall-effect sensors can detect the nearby presence of a magnet by sensing its magnetic 
field. For this reason, they can be used for position measurements or for sensing motion. 
They are used in conjunction with other sensor elements to measure current, tempera- 
ture, or pressure. 

There are many applications for Hall-effect sensors. In automobiles, Hall-effect sensors 
are used to measure various parameters such as throttle angle, crankshaft and camshaft po- 
sitions, distributor position, tachometer, power seat and rear-view mirror positions. A few 
other applications for Hall-effect sensors include measuring parameters for rotating de- 
vices such as drills, fans, flow meter vanes, and disk speed detection. They are also used in 
dc motors as will be seen in Section 7. 


ie north poles of two magnets are placed close together, do they repel or at- 
other? 

is the difference between magnetic flux and magnetic flux density? 

e two units for measuring magnetic flux density? 

the flux density when ¢ = 4.5 uWb and A = 5 X 10 ?>m’? 


4 2 ELECTROMAGNETISM 


Electromagnetism is the production of a magnetic field by current in a conductor. 
After completing this section, you should be able to 
¢ Explain the principles of electromagnetism 
¢ Determine the direction of the magnetic lines of force 
¢ Define permeability 
¢ Define reluctance 
¢ Define magnetomotive force 


¢ Describe a basic electromagnet 


Current produces a magnetic field, called an electromagnetic field, around a conduc- 
tor, as illustrated in Figure 10. The invisible lines of force of the magnetic field form a con- 
centric circular pattern around the conductor and are continuous along its length. The 
direction of the lines of force surrounding a conductor for the given current direction is as 
indicated. The lines of force are in a clockwise direction. When current is reversed, the 
magnetic field lines are in a counterclockwise direction. 

Although the magnetic field cannot be seen, it is capable of producing visible effects. 
For example, if a current-carrying wire is inserted through a sheet of paper in a perpendi- 
cular direction, iron filings placed on the surface of the paper arrange themselves along the 
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> FIGURE 10 


Magnetic field around a current-car- 


rying conductor. The red arrows indi- 


cate the direction of electron (— to 
+) current. 


> FIGURE 11 


Visible effects of an electromagnetic 
field. 
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Magnetic lines of force 
are continuous along conductor 


Tron filings 


(a) (b) 


magnetic lines of force in concentric rings, as illustrated in Figure 11(a). Part (b) of the 
figure illustrates that the needle of a compass placed in the electromagnetic field will point 
in the direction of the lines of force. The field is stronger closer to the conductor and be- 
comes weaker with increasing distance from the conductor. 


Left-Hand Rule An aid to remembering the direction of the lines of force is illustrated in 
Figure 12. Imagine that you are grasping the conductor with your left hand, with your 
thumb pointing in the direction of current. Your fingers indicate the direction of the mag- 
netic lines of force. 


> FIGURE 12 


Illustration of left-hand rule. The left 
hand rule is used for electron flow 
current (— to +). 


Electromagnetic Properties 
Several important properties related to electromagnetic fields are now discussed. 


Permeability (1) The ease with which a magnetic field can be established in a given 
material is measured by the permeability of that material. The higher the permeability, the 
more easily a magnetic field can be established. The symbol of permeability is jz (the Greek 
letter mu). 
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A material’s permeability depends on its type. The permeability of a vacuum (19) is 
4 xX 10-7 Wb/At- m (webers/ampere-turn + meter) and is used as a reference. Ferromag- 
netic materials typically have permeabilities hundreds of times larger than that of a vac- 
uum, indicating that a magnetic field can be set up with relative ease in these materials. 
Ferromagnetic materials include iron, steel, nickel, cobalt, and their alloys. 

The relative permeability (u,) of a material is the ratio of its absolute permeability (jx) 
to the permeability of a vacuum (19). 


Py, = wee Equation 2 


Mo 
Because it is a ratio of permeabilities, 41, has no units. Typical magnetic materials, such as 
iron, have a relative permeability of a few hundred. Highly permeable materials can have a 
relative permeability as high as 100,000. 


Reluctance (R) The opposition to the establishment of a magnetic field in a material is 
called reluctance (9). The value of reluctance is directly proportional to the length (/) of 
the magnetic path, and inversely proportional to the permeability (4) and to the cross- 
sectional area (A) of the material, as expressed by the following equation: 
R= a Equation 3 
— ak q 
Reluctance in magnetic circuits is analogous to resistance in electric circuits. The unit of 
reluctance can be derived using / in meters, A (area) in square meters, and w in Wb/At+m 
as follows: 


a nf _ At 
BA (Wb/At: af)(a?) ~=Wb 


At/Wb is ampere-turns/weber. 
Equation 3 is similar to the following equation for determining wire resistance: 


The reciprocal of resistivity (p) is conductivity (0). By substituting 1/o for p, this equation 
can be written as 


l 
R=— 
oA 

Compare this last equation for wire resistance with Equation 3. The length (/) and the area 
(A) have the same meaning in both equations. The conductivity (o) in electrical circuits is 
analogous to permeability (w) in magnetic circuits. Also, resistance (R) in electric circuits is 
analogous to reluctance () in magnetic circuits; both are oppositions. Typically, the 
reluctance of a magnetic circuit is 50,000 At/Wb or more, depending on the size and type of 
material. 


EXAMPLE 3 Calculate the reluctance of a torus (a doughnut-shaped core) made of low-carbon steel. 
The inner radius of the torus is 1.75 cm and the outer radius of the torus is 2.25 cm. 
Assume the permeability of low-carbon steel is 2 X 10-4 Wb/At: m. 


Solution You must convert centimeters to meters before you calculate the area and length. From 
the dimensions given, the thickness (diameter) is 0.5 cm = 0.005 m. Thus, the cross- 
sectional area is 


A = mr = 70.0025) = 1.96 X 10> m2 
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The length is equal to the circumference of the torus measured at the average radius of 
2.0 cm or 0.020 m. 


l= C = 2ar = 277(0.020 m) = 0.125m 
Substituting values into Equation 3, 


i 0.125m 
BA (2 X 10+ Wb/At: m)(1.96 X 10> m’) 


= 31.9 x 10° At/Wb 


What happens to the reluctance if cast steel with a permeability of 5 X 10-4 Wb/At- m 
is substituted for the cast iron core? 


EXAMPLE 4 


Solution 


Related Problem 


Equation 4 


Equation 5 


Mild steel has a relative permeability of 800. Calculate the reluctance of a mild steel 
core that has a length of 10 cm, and has a cross section of 1.0cm X 1.2 cm. 


First, determine the permeability of mild steel. 
M = wom, = (4a X 10-7 Wb/At- m)(800) = 1.00 X 10°? Wb/At-m 
Next, convert the length to meters and the area to square meters. 
1= 10cm = 0.10m 
A = 0.010m X 0.012m = 1.2 X 104m 
Substituting values into Equation 3, 


l 0.10 m 
HA (1.00 X 10 7 Wb/At- m)(1.2 X 104m?) 


= = 8.33 X 10° At/Wb 


What happens to the reluctance if the core is made from 78 Permalloy with a relative 
permeability of 4000? 


Magnetomotive Force (mmf) As you have learned, current in a conductor produces a 
magnetic field. The cause of a magnetic field is called the magnetomotive force (mmf). 
Magnetomotive force is something of a misnomer because in a physics sense mmf is not 
really a force, but rather it is a direct result of the movement of charge (current). The unit 
of mmf, the ampere-turn (At), is established on the basis of the current in a coil of wire. 
The formula for mmf is 


Fy = NI 


where F’,, is the magnetomotive force, N is the number of turns of wire, and / is the current 
in amperes. 

Figure 13 illustrates that a number of turns of wire carrying a current around a magnetic 
material creates a force that sets up flux lines through the magnetic path. The amount of 
flux depends on the magnitude of the mmf and on the reluctance of the material, as 
expressed by the following equation: 


o=im 
RK 

Equation 5 is known as the Ohm’s law for electromagnetic circuits because the flux (#) is 

analogous to current, the mmf (F,,,) is analogous to voltage, and the reluctance (R) is anal- 

ogous to resistance. Like other phenomena in science, the flux is an effect, the mmf is a 

cause, and the reluctance is an opposition. 
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Magnetic <q FIGURE 13 
material 
reluctance 


(@) 


A basic electromagnetic circuit. 


One important difference between an electric circuit and a magnetic circuit is that in 
magnetic circuits, Equation 5 is only valid up to a certain point before the magnetic material 
saturates (flux becomes a maximum). You will see this when you look at magnetization 
curves in Section 4. Another difference that was already noted is that flux does occur in per- 
manent magnets with no source of mmf. In a permanent magnet, the flux is due to internal 
electron motion rather than to an external current. No equivalent effect occurs in electric 
circuits. 


EXAMPLE 5 How much flux is established in the magnetic path of Figure 14 if the reluctance of the 
material is 2.8 x 10° At/Wb? 


» FIGURE 14 


Magnetic 
material 


Fn NI (500t)(0.3 A) 


Solution o = 5.36 X 10 + Wb = 536 wWb 


RR RK 28x 10° At/Wb 


Related Problem How much flux is established in the magnetic path of Figure 14 if the reluctance is 
on 10 At/Wb, the number of turns is 300, and the current is 0.18 A? 


EXAMPLE 6 There is 0.1 ampere of current through a coil with 400 turns. 
(a) What is the mmf? 
(b) What is the reluctance of the circuit if the flux is 250 ~wWb? 
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Solution (a) N= 400and/=0.1A 
F,,, = NI = (400t)(0.1 A) = 40 At 


F 40 At 
b R=—“= = 1.60 X 10° At/Wb 
» 250 4Wb 


Related Problem Rework the example for J = 85 mA, N = 500, and 6 = 500 Wb. 


In many magnetic circuits, the core is not continuous. For example, if an air gap is cut 
into the core, it will increase the reluctance of the magnetic circuit. This means that more 
current is required to establish the same flux as before because an air gap represents a sig- 
nificant opposition to establishing flux. The situation is analogous to a series electrical cir- 
cuit; the total reluctance of the magnetic circuit is the sum of the reluctance of the core and 
the reluctance of the air gap. 


The Electromagnet 


An electromagnet is based on the properties that you have just learned. A basic electromag- 
net is simply a coil of wire wound around a core material that can be easily magnetized. 

The shape of the electromagnet can be designed for various applications. For example, 
Figure 15 shows a U-shaped magnetic core. When the coil of wire is connected to a battery 
and there is current, as shown in part (a), a magnetic field is established as indicated. If the 
current is reversed, as shown in part (b), the direction of the magnetic field is also reversed. 
The closer the north and south poles are brought together, the smaller the air gap between 
them becomes, and the easier it becomes to establish a magnetic field because the reluc- 
tance is reduced. 


> FIGURE 15 + = 


Reversing the current in the coil I | 
causes the electromagnetic field 
to reverse. 


(a) 


ference between magnetism and electromagnetism. 
) the magnetic field in an electromagnet when the current through 


r electromagnetic circuits. 
ntity in Question 3 to its electrical counterpart. 
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se 3 ELECTROMAGNETIC DEVICES 


Many types of useful devices such as tape recorders, electric motors, speakers, 
solenoids, and relays are based on electromagnetism. The transformer is another 
important example, but is not covered here. 


After completing this section, you should be able to 


¢ Describe the principle of operation for several types of electromagnetic 
devices 


¢ Discuss how a solenoid and a solenoid valve work 

¢ Discuss how a relay works 

¢ Discuss how a speaker works 

¢ Discuss the basic analog meter movement 

¢ Explain a magnetic disk and tape read/write operation 


¢ Explain the concept of the magneto-optical disk 


The Solenoid 


The solenoid is a type of electromagnetic device that has a movable iron core called a 
plunger. The movement of this iron core depends on both an electromagnetic field and a 
mechanical spring force. The basic structure of a solenoid is shown in Figure 16. It consists 
of a cylindrical coil of wire wound around a nonmagnetic hollow form. A stationary iron 
core is fixed in position at the end of the shaft, and a sliding iron core is attached to the 
stationary core with a spring. 


© form 


Plunger 


(a) Solenoid (b) Basic construction 


A FIGURE 16 


Basic solenoid structure. 


In the at-rest (or unenergized) state, the plunger is extended as shown in Figure 17(a). 
The solenoid is energized by current through the coil, as shown in part (b). The current sets 
up an electromagnetic field that magnetizes both iron cores as indicated. The south pole of 
the stationary core attracts the north pole of the movable core, which causes it to slide 
inward, thus retracting the plunger and compressing the spring. As long as there is coil cur- 
rent, the plunger remains retracted by the attractive force of the magnetic fields. When the 
current is cut off, the magnetic fields collapse; and the force of the compressed spring 
pushes the plunger back out. The solenoid is used for applications such as opening and 
closing valves and automobile door locks. 


Sliding core 
(plunger) 


Stationary core 


TTT, 
[AAW 


mn 


Spring 


(c) Cutaway view 
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FOQUOAUUAAAGAOOAAOOAGGOOUOOAAGOOCTOOOAI 
[TVA 


(a) Unenergized (no voltage or current)— plunger extended (b) Energized — plunger retracted 


Solenoid 


Butterfly valve 


A FIGURE 18 


A basic solenoid valve structure. 


> FIGURE 19 


Basic structure of a single-pole— 
double-throw armature relay. 
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A FIGURE 17 


Basic solenoid operation. 


Solenoid Valves In industrial controls, solenoid valves are widely used to control the 
flow of air, water, steam, oils, refrigerants, and other fluids. Solenoid valves are used in 
both pneumatic (air) and hydraulic (oil) systems, common in machine controls. Solenoid 
valves are also common in the aerospace and medical fields. Solenoid valves can either 
move a plunger to open or close a port or can rotate a blocking flap a fixed amount. 

A solenoid valve consists of two functional units: a solenoid coil that provides the mag- 
netic field to provide the required movement to open or close the valve and a valve body, 
which is isolated from the coil assembly via a leakproof seal and includes a pipe and but- 
terfly valve. Figure 18 shows a cutaway of one type of solenoid valve. When the solenoid 
is energized, the butterfly valve is turned to open a normally closed (NC) valve or to close 
a normally open (NO) valve. 

Solenoid valves are available with a wide variety of configurations including normally 
open or normally closed valves. They are rated for different types of fluids (for example, 
gas or water), pressures, number of pathways, sizes, and more. The same valve may con- 
trol more than one line and may have more than one solenoid to move. 


The Relay 


Relays differ from solenoids in that the electromagnetic action is used to open or close electri- 
cal contacts rather than to provide mechanical movement. Figure 19 shows the basic operation 
of an armature-type relay with one normally open (NO) contact and one normally closed (NC) 
contact (single pole—double throw). When there is no coil current, the armature is held against 
the upper contact by the spring, thus providing continuity from terminal 1 to terminal 2, as 
shown in Figure 19(a). When energized with coil current, the armature is pulled down by the 
attractive force of the electromagnetic field and makes connection with the lower contact to pro- 
vide continuity from terminal | to terminal 3, as shown in Figure 19(b). 


NC contact 


NO contact Armature 


So 


(a) Unenergized: continuity from terminal | (b) Energized: continuity from terminal | 
to terminal 2 to terminal 3 
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A typical armature relay and its schematic symbol are shown in Figure 20. 


Contact points 


Armature 
Spring Terminals ‘ 
=. oe 
5 | ii 
3 I 
3 
\ 5 


Electromagnetic Terminals 
coil 


Connecting 
wire 


(a) Typical relay structure (b) Symbol 


Another widely used type of relay is the reed relay, which is shown in Figure 21. The 
reed relay, like the armature relay, uses an electromagnetic coil. The contacts are thin reeds 
of magnetic material and are usually located inside the coil. When there is no coil current, 
the reeds are in the open position as shown in Figure 21(b). When there is current through 
the coil, the reeds make contact because they are magnetized and attract each other as 
shown in part (c). 


Reed 
Enclosure 
a 


s\ 


N 


| 


(b) Unenergized (c) Energized 


Reed relays are faster, are more reliable, and produce less contact arcing than armature 
relays. However, they have less current-handling capability than armature relays and are 
more susceptible to mechanical shock. 


The Speaker 


A speaker is an electromagnetic device that converts electrical signals into sound. Essen- 
tially, it is a linear motor that alternately attracts and repels an electromagnet to and from a 
permanent magnet called a donut magnet. Figure 22 shows the key parts of a speaker. The 
audio signal is connected using very flexible wires to a cylindrical coil called the voice coil. 
The voice coil and its movable core form an electromagnet, which is suspended in an 
accordion-like structure called the spider. The spider acts like an accordion spring, keeping 
the voice coil in the center and restoring it to the rest position when there is no input signal. 

Current from the audio input alternates back and forth and powers the electromagnet; 
when there is more current, the attraction or repulsion is greater. When the input current 
reverses direction, the polarity of the electromagnet reverses direction also, faithfully fol- 
lowing the input signal. The voice coil and its moving magnet are firmly attached to the 
cone. The cone is a flexible diaphragm that vibrates to produce sound. 


<¢ FIGURE 20 


A typical armature relay. 


<¢ FIGURE 21 


Basic structure of a reed relay. 
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> FIGURE 22 Frame 
Key parts of a speaker (cutaway Spider ‘ 
view). Cone 


Donut 
magnet 


Voice coil 
(moves with 
audio input) 


terminals 


Suspension 


Meter Movement 


The d’ Arsonval meter movement is the most common type used in analog multimeters. In 
this type of meter movement, the pointer is deflected in proportion to the amount of current 
through a coil. Figure 23 shows a basic d’ Arsonval meter movement. It consists of a coil of 
wire wound on a bearing-mounted assembly that is placed between the poles of a perma- 
nent magnet. A pointer is attached to the moving assembly. With no current through the 
coil, a spring mechanism keeps the pointer at its left-most (zero) position. When there is 
current through the coil, electromagnetic forces act on the coil, causing a rotation to the 
right. The amount of rotation depends on the amount of current. 


Pointer 


Permanent 


we magnet 


bearing mounts 


A FIGURE 23 


The basic d’Arsonval meter movement. 


Figure 24 illustrates how the interaction of magnetic fields produces rotation of the coil 
assembly. Current is inward at the “cross” and outward at the “dot” in the single winding 
shown. The inward current produces a counterclockwise electromagnetic field that rein- 
forces the permanent magnetic field below it. The result is an upward force on the left side 
of the coil as shown. A downward force is developed on the right side of the coil, where the 
current is outward. These forces produce a clockwise rotation of the coil assembly and are 
opposed by a spring mechanism. The indicated forces and the spring force are balanced at 
the value of the current. When current is removed, the spring force returns the pointer to its 
zero position. 
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<4 FIGURE 24 


When the electromagnetic field in- 
teracts with the permanent magnetic 
field, forces are exerted on the rotat- 
ing coil assembly, causing it to move 
clockwise and thus deflecting the 
pointer. 


@® Current in 
@) Current out 


Magnetic Disk and Tape Read/Write Head 


A simplified diagram of a magnetic disk or tape surface read/write operation is shown in 
Figure 25. A data bit (1 or 0) is written on the magnetic surface by the magnetization of a 
small segment of the surface as it moves by the write head. The direction of the magnetic 
flux lines is controlled by the direction of the current pulse in the winding, as shown in 
Figure 25(a) for the case of a positive pulse. At the air gap in the write head, the magnetic 
flux takes a path through the surface of the storage device. This magnetizes a small spot on 
the surface in the direction of the field. A magnetized spot of one polarity represents a 
binary 1, and one of the opposite polarity represents a binary 0. Once a spot on the surface 
is magnetized, it remains until written over with an opposite magnetic field. 


Write head Read head 


Air gap 


—_ 73 
Moving magnetic surface Magnetized spot 
(a) The magnetic flux from the write head follows the low (b) When read head passes over magnetized spot, an induced 
reluctance path through the moving magnetic surface. voltage appears at the output. 
A FIGURE 25 


Read/write function on a magnetic surface. 


When the magnetic surface passes a read head, the magnetized spots produce magnetic 
fields in the read head, which induce voltage pulses in the winding. The polarity of these 
pulses depends on the direction of the magnetized spot and indicates whether the stored bit 
is a 1 or a0. This process is illustrated in Figure 25(b). Often the read and write heads are 
combined into a single unit. 


The Magneto-Optical Disk 


The magneto-optical disk uses an electromagnet and laser beams to read and write (record) 
data on a magnetic surface. Magneto-optical disks are formatted in tracks and sectors sim- 
ilar to magnetic floppy disks and hard disks. However, because of the ability of a laser 
beam to be precisely directed to an extremely small spot, magneto-optical disks are capa- 
ble of storing much more data than standard magnetic hard disks. 
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Magnetic 
Substrate particle 
CS eee ee Sees eT 
Disk 
Magnetic Electromagnet 
material 
(a) Small cross-section of unrecorded disk 
Reflected beam 
Detector 
Mirror 
Low-power 
laser beam 
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o 


(c) Reading: A low-power laser beam reflects off of the reversed- 
polarity magnetic particle and its polarization shifts. If the particle 
is not reversed, the polarization of the reflected beam is unchanged. 


A FIGURE 26 


High-power 
laser beam 


Magnetic particle is 
heated by laser and 
magnetized by 

electromagnetic field. 


(b) Writing: A high-power laser beam heats the spot, causing the 
magnetic particle to align with the electromagnetic field. 


High-power 
laser beam 


(d) Erasing: The electromagnetic field is reversed as the high- 
power laser beam heats the spot, causing the magnetic particle 
to be restored to the original polarity. 


Basic concept of the magneto-optical disk. 


Figure 26(a) illustrates a small cross-sectional area of a disk before recording, with an 
electromagnet positioned below it. Tiny magnetic particles, represented by the arrows, are 


all magnetized in the same direction. 


Writing (recording) on the disk is accomplished by applying an external magnetic field 
opposite to the direction of the magnetic particles as indicated in Figure 26(b) and then 
directing a high-power laser beam to heat the disk at a precise spot where a binary | is to 
be stored. The disk material, a magneto-optic alloy, is highly resistant to magnetization at 
room temperature; but at the spot where the laser beam heats the material, the inherent 
direction of magnetism is reversed by the external magnetic field produced by the electro- 
magnet. At points where binary Os are to be stored, the laser beam is not applied and the 


inherent upward direction of the magnetic particle remains. 


As illustrated in Figure 26(c), reading data from the disk is accomplished by turning off 
the external magnetic field and directing a low-power laser beam at a spot where a bit is to 
be read. Basically, if a binary | is stored at the spot (reversed magnetization), the low- 
power laser beam is reflected and its polarization is shifted; but if a binary 0 is stored, the 
polarization of the reflected laser beam is unchanged. A detector senses the difference in 


the polarity of the reflected laser beam to determine if the bit being read is a 1 ora 0. 
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Figure 26(d) shows that the disk is erased by restoring the original magnetic direction of 
each particle by reversing the external magnetic field and applying the high-power laser beam. 


lifference between a solenoid and a relay. 

1e movable part of a solenoid called? 

1e movable part of a relay called? 

basic principle is the d’Arsonval meter movement based? 


4 MAGNETIC HYSTERESIS 


When a magnetizing force is applied to a material, the magnetic flux density in the 
material changes in a certain way. 


After completing this section, you should be able to 
¢ Explain magnetic hysteresis 
¢ State the formula for magnetic field intensity 
¢ Discuss a hysteresis curve 


¢ Define retentivity 


Magnetic Field Intensity (H) 


The magnetic field intensity (also called magnetizing force) in a material is defined to be 
the magnetomotive force (F,,,) per unit length (/) of the material, as expressed by the fol- 
lowing equation. The unit of magnetic field intensity (H) is ampere-turns per meter (At/m). 


Fn 


H = — Equation 6 


I 


where F,,, = NI. Note that the magnetic field intensity (H) depends on the number of turns 
(NV) of the coil of wire, the current (/) through the coil, and the length (/) of the material. It 
does not depend on the type of material. 

Since 6 = F,,/R, as Fy increases, the flux increases. Also, the magnetic field intensity 
(H) increases. Recall that the flux density (B) is the flux per unit cross-sectional area 
(B = $/A), so B is also proportional to H. The curve showing how these two quantities 
(B and #7) are related is called the B-H curve, or the hysteresis curve. The parameters that 
influence both B and H are illustrated in Figure 27. 


The Hysteresis Curve and Retentivity 


Hysteresis is a characteristic of a magnetic material whereby a change in magnetization 
lags the application of the magnetic field intensity. The magnetic field intensity (H) can be 
readily increased or decreased by varying the current through the coil of wire, and it can be 
reversed by reversing the voltage polarity across the coil. 

Figure 28 illustrates the development of the hysteresis curve. Let’s start by assuming a 
magnetic core is unmagnetized so that B = 0. As the magnetic field intensity (H) is increased 
from zero, the flux density (B) increases proportionally as indicated by the curve in Figure 28(a). 
When H reaches a certain value, the value of B begins to level off. As H continues to 
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(f) (g) 


A FIGURE 28 


Development of a magnetic hysteresis (B-H) curve. 


increase, B reaches a saturation value (B,,,) when H reaches a value (H,,), as illustrated in 
Figure 28(b). Once saturation is reached, a further increase in H will not increase B. 

Now, if H is decreased to zero, B will fall back along a different path to a residual value 
(Br), as shown in Figure 28(c). This indicates that the material continues to be magnetized 
even when the magnetic field intensity is removed (H = 0). The ability of a material, once 
magnetized, to maintain a magnetized state without magnetic field intensity is called 
retentivity. The retentivity of a material is indicated by the ratio of Br to Beat. 

Reversal of the magnetic field intensity is represented by negative values of H on the 
curve and is achieved by reversing the current in the coil of wire. An increase in H in the 
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negative direction causes saturation to occur at a value (—H,,,) where the flux density is at 
its maximum negative value, as indicated in Figure 28(d). 

When the magnetic field intensity is removed (H = 0), the flux density goes to its neg- 
ative residual value (—Br), as shown in Figure 28(e). From the — Br value, the flux density 
follows the curve indicated in part (f) back to its maximum positive value when the mag- 
netic field intensity equals H,,, in the positive direction. 

The complete B-H curve is shown in Figure 28(g) and is called the hysteresis curve. 
The magnetic field intensity required to make the flux density zero is called the coercive 
force, Hc. 

Materials with a low retentivity do not retain a magnetic field very well while those with 
high retentivities exhibit values of Br very close to the saturation value of B. Depending on 
the application, retentivity in a magnetic material can be an advantage or a disadvantage. In 
permanent magnets and memory cores, for example, high retentivity is required. In ac 
motors, retentivity is undesirable because the residual magnetic field must be overcome 
each time the current reverses, thus wasting energy. 


flux density? 
ne retentivity. 


given wirewound core, how does an increase in current through the coil affect 


4 5 ELECTROMAGNETIC INDUCTION 


In this section, you are introduced to electromagnetic induction. Electromagnetic 
induction is what makes transformers, electrical generators, electrical motors, and 
many other devices possible. 


After completing this section, you should be able to 
¢ Discuss the principle of electromagnetic induction 
¢ Explain how voltage is induced in a conductor in a magnetic field 
¢ Determine polarity of an induced voltage 
¢ Discuss forces on a conductor in a magnetic field 
¢ State Faraday’s law 
¢ State Lenz’s law 


¢ Explain how a crankshaft position sensor works 


Relative Motion 


When a straight conductor is moved perpendicular to a magnetic field, there is a relative 
motion between the conductor and the magnetic field. Likewise, when a magnetic field is 
moved past a stationary conductor, there is also relative motion. In either case, this relative 
motion results in an induced voltage (¥;,q) across the conductor, as Figure 29 indicates. 
This principle is known as electromagnetic induction. The lowercase v stands for 
instantaneous voltage. The amount of the induced voltage depends on the rate at which the 
conductor and the magnetic field move with respect to each other: The faster the relative 
motion, the greater the induced voltage. 


www.EngineeringBooksPdf.com 


319 


> FIGURE 29 


Relative motion between a straight 
conductor and a magnetic field. 
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Equation 7 
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I I 
| Ce Induced voltage (v;,q) | We 


Induced voltage (v;,q) 


(a) Conductor moving downward (b) Magnetic field moving upward 


Polarity of the Induced Voltage 


If the conductor in Figure 29 is moved first one way and then another in the magnetic field, 
a reversal of the polarity of the induced voltage will be observed. When the relative motion 
of the conductor is downward, a voltage is induced with the polarity indicated in 
Figure 30(a). When the relative motion of the conductor is upward, the polarity is as indi- 
cated in part (b) of the figure. 


(a) Downward relative motion (b) Upward relative motion 


A FIGURE 30 


Polarity of induced voltage depends on direction of motion of the conductor relative to the magnetic 
field. 


When a straight conductor moves perpendicular to a constant magnetic field, the 
induced voltage is given by 


Ving = Bly 
where vjnq is the induced voltage in volts, B, is the component of the magnetic flux density 


that is perpendicular to the moving conductor (in teslas), / is the length of the conductor 
that is exposed to the magnetic field, and v is the velocity of the conductor in m/s. 


EXAMPLE 7 


Solution 


Related Problem 


Assume the conductor in Figure 30 is 10 cm long and the pole face of the magnet is 
5.0 cm wide. The flux density is 0.5 T, and the conductor is moved upward at a velocity 
of 0.8 m/s. What voltage is induced in the conductor? 


Although the conductor is 10 cm, only 5.0 cm (0.05 m) is in the magnetic field 
because of the size of the pole faces. Therefore, 


Ving = Bylv = (0.5 T)(0.05 m)(0.8 m/s) = 20mV 


What is the induced voltage if the velocity is doubled? 
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Induced Current 


When a load resistor is connected to the conductor in Figure 30, the voltage induced by the 
relative motion between the conductor and the magnetic field will cause a current in the 
load, as shown in Figure 31. This current is called the induced current (i;,q). The lower- 
case i stands for instantaneous current. 


<¢ FIGURE 31 


Induced current (ij,q) in a load as the 
conductor moves through the mag- 
netic field. 


The action of producing a voltage and a current in a load by moving a conductor across 
a magnetic field is the basis for electrical generators. A single conductor will have a small 
induced current, so practical generators use coils with many turns. Also, the existence of a 
conductor in a moving magnetic field is fundamental to the concept of inductance in an 
electric circuit. 


Faraday’s Law 


Michael Faraday discovered the principle of electromagnetic induction in 1831. The key 
idea behind Faraday’s law is that a changing magnetic field can induce a voltage in a con- 
ductor. Sometimes Faraday’s law is stated as Faraday’s law of induction. Faraday experi- 
mented with coils, and his law is an extension of the principle of electromagnetic induction 
for straight conductors discussed previously. 

When a conductor is coiled into multiple turns, more conductors can be exposed to the 
magnetic field, increasing the induced voltage. When the flux is caused to change by any 
means, an induced voltage will result. The change in the magnetic field can be caused by 
relative motion between the magnetic field and the coil. Faraday’s observations can be 
stated as follows: 


1. The amount of voltage induced in a coil is directly proportional to the rate of change 
of the magnetic field with respect to the coil. 


2. The amount of voltage induced in a coil is directly proportional to the number of 
turns of wire in the coil. 


Faraday’s first observation is demonstrated in Figure 32, where a bar magnet is moved 
through a coil, thus creating a changing magnetic field. In part (a) of the figure, 


HS LOR Y NOTE 


Faraday was an English physicist 
and chemist who is best 
remembered for his contribution 
to the understanding of 
electromagnetism. He discovered 
that electricity could be produced 
by moving a magnet inside a coil 
of wire, and he was able to build 
the first electric motor. He later 
built the first electromagnetic 
generator and transformer. The 
statement of the principles of 
electromagnetic induction is 
known today as Faraday’s law. 
Also, the unit of capacitance, the 
farad, is named after him. (Photo 
credit: Library of Congress.) 


(a) As the magnet moves slowly to the right, its magnetic field 
is changing with respect to the coil, and a voltage is induced. 


greater voltage is induced. 


A FIGURE 32 


A demonstration of Faraday’s first observation: The amount of induced voltage is directly proportional 
to the rate of change of the magnetic field with respect to the coil. 


(b) As the magnet moves more rapidly to the right, its magnetic 
field is changing more rapidly with respect to the coil, and a 
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(a) Magnet moves through a coil and induces a voltage. 


HISTORY NOTE 


WA 


Lenz was born in Estonia (then 
Russia) and became a professor at 
the University of St. Petersburg. He 
carried out many experiments 
following Faraday’s lead and 
formulated the principle of 
electromagnetism, which defines 
the polarity of induced voltage in a 
coil. The statement of this 
principle is named in his honor. 
(Photo credit: AIP Emilio Segré 
Visual Archives, E. Scott Barr 
Collection.) 
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(b) Magnet moves at same rate through a coil with more turns 
(loops) and induces a greater voltage. 


A FIGURE 33 


A demonstration of Faraday’s second observation: The amount of induced voltage is directly propor- 
tional to the number of turns in the coil. 


the magnet is moved at a certain rate, and a certain induced voltage is produced as indi- 
cated. In part (b), the magnet is moved at a faster rate through the coil, creating a greater 
induced voltage. 

Faraday’s second observation is demonstrated in Figure 33. In part (a), the magnet is 
moved through the coil and a voltage is induced as shown. In part (b), the magnet is moved 
at the same rate through a coil that has a greater number of turns. The greater number of 
turns creates a greater induced voltage. 

Faraday’s law is stated as follows: 


The voltage induced across a coil equals the number of turns in the coil times the 
rate of change of the magnetic flux. 


Any relative motion between the magnetic field and the magnet will produce the 
changing magnetic field that will induce a voltage in the coil. The changing magnetic 
field can even be induced by ac applied to an electromagnet, just as if there were 
motion. This type of changing magnetic field is the basis for transformer action in 
ac circuits. 


Lenz’s Law 


You have learned that a changing magnetic field induces a voltage in a coil that is directly 
proportional to the rate of change of the magnetic field and the number of turns in the coil. 
Lenz’s law defines the polarity or direction of the induced voltage. 


When the current through a coil changes, the polarity of the induced voltage cre- 
ated by the changing magnetic field is such that it always opposes the change in 
current that caused it. 


An Application of Electromagnetic Induction 


In automobiles, it is necessary to know the position of the crankshaft to control ignition 
timing and sometimes to adjust the fuel mixture. As mentioned previously, a Hall-effect 
sensor is one method to determine the position of the crankshaft (or camshaft). Another 
widely used method is to detect a change in the magnetic field as a metallic tab moves 
though the air gap in a magnetic assembly. A basic concept is shown in Figure 34. A steel 
disk with protruding tabs is connected to the end of the crankshaft. As the crankshaft 
turns, the tabs move through the magnetic field. Steel has a much lower reluctance than 
does air, so the magnetic flux increases when a tab is in the air gap. This change in the 
magnetic flux causes an induced voltage to appear across the coil, indicating the position 
of the crankshaft. 
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<4 FIGURE 34 
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Forces on a Current-Carrying Conductor 
in a Magnetic Field (Motor Action) 


Figure 35(a) shows current inward through a wire in a magnetic field. The electromag- 
netic field set up by the current interacts with the permanent magnetic field; as a result, the 
permanent lines of force above the wire tend to be deflected down under the wire because 
they are opposite in direction to the electromagnetic lines of force. Therefore, the flux 
density above is reduced, and the magnetic field is weakened. The flux density below the 
conductor is increased, and the magnetic field is strengthened. An upward force on the 
conductor results, and the conductor tends to move toward the weaker magnetic field. 
Figure 35(b) shows the current outward, resulting in a force on the conductor in the down- 
ward direction. These upward and downward forces on a conductor are the basis for 
electric motors. 


ee ae 
| 
a, 
moe 
eee 
(a) Upward force: weak field above, strong (b) Downward force: strong field above, 
field below. weak field below 


@ Current in 
© Current out 


A FIGURE 35 


Forces on a current-carrying conductor in a magnetic field. 


The force on a current-carrying conductor is given by the equation 
F = Bil 


where F is the force in newtons, B is the magnetic flux density in teslas, / is the current in 
amperes, and / is the length of the conductor exposed to the magnetic field in meters. 
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to signal-processing A crankshaft position sensor that 
produces a voltage when a tab passes 
through the air gap of the magnet. 


Equation 8 
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EXAMPLE 8 


Related Problem What is the direction of the force if the field is directed up (along the y axis), and the 


Solution The length of conductor exposed to the magnetic flux is 3.0 cm (0.030 m). Therefore, 


Assume a magnetic pole face is a square that is 3.0 cm on a side. Find the force on a 
conductor that has a current of 2 A if the conductor is perpendicular to the field and 
the flux density is 0.35 T. 


F = Bil = (0.35 T)(2.0 A)(0.03 m) = 0.21 N 


current (electron flow) is directed inward (along the z axis)? 


duced voltage across a stationary conductor in a stationary magnetic 


ite at which a conductor is moved through a magnetic field is increased, 


ee 6 DC GENERATORS 
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DC generators produce a voltage that is proportional to the magnetic flux and the 
rotational speed of the armature. 


After completing this section, you should be able to 
¢ Explain how a dc generator works 
¢ Draw an equivalent circuit for a self-excited shunt-type dc generator 


¢ Discuss the parts of a de generator 


Figure 36 shows a greatly simplified dc generator consisting of a single loop of wire that 
rotates in a magnetic field. Notice that each end of the loop is connected to a split-ring 
arrangement. This conductive metal ring is called a commutator. As the wire loop rotates in 
the magnetic field, the split commutator ring also rotates. Each half of the split ring rubs 
against the fixed contacts, called brushes, and connects the wire to an external circuit. 

Driven by an external mechanical force, the loop of wire rotates through the magnetic 
field and cuts through the flux lines at varying angles, as illustrated in Figure 37. At posi- 
tion A in its rotation, the loop is effectively moving parallel with the magnetic field. There- 
fore, at this instant, the rate at which it is cutting through the magnetic flux lines is zero. As 
the loop moves from position A to position B, it cuts through the flux lines at an increasing 
rate. At position B, it is moving effectively perpendicular to the magnetic field and thus is 
cutting through a maximum number of lines. As the loop rotates from position B to posi- 
tion C, the rate at which it cuts the flux lines decreases to minimum (zero) at C. From 
position C to position D, the rate at which the loop cuts the flux lines increases to a maxi- 
mum at D and then back to a minimum again at A. 

As you have learned, when a wire moves through a magnetic field, a voltage is induced, 
and by Faraday’s law, the amount of induced voltage is proportional to the number of loops 
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A FIGURE 37 
A FIGURE 36 End view of loop of wire cutting 
A simplified dc generator. through the magnetic field. 


(turns) in the wire and the rate at which it is moving with respect to the magnetic field. The 
angle at which the wire moves with respect to the magnetic flux lines determines the 
amount of induced voltage because the rate at which the wire cuts through the flux lines 
depends on the angle of motion. 

Figure 38 illustrates how a voltage is induced in the external circuit as a single loop of 
wire rotates in the magnetic field. Assume that the loop is in its instantaneous horizontal 
position, so the induced voltage is zero. As the loop continues in its rotation, the induced 
voltage builds up to a maximum at position B, as shown in part (a) of the figure. Then, as the 
loop continues from B to C, the voltage decreases to zero at C, as shown in part (b). 

During the second half of the revolution, shown in Figure 38(c) and (d), the brushes 
switch to opposite commutator sections, so the polarity of the voltage remains the same 
across the output. Thus, as the loop rotates from position C to D and then back to A, the 
voltage increases from zero at C to a maximum at D and back to zero at A. 

Figure 39 shows how the induced voltage varies as a wire loop in a de generator goes 
through several rotations (three in this case). This voltage is a dc voltage because its 
polarity does not change. However, the voltage is pulsating between zero and its maxi- 
mum value. 

In practical generators, multiple coils are pressed into slots in a ferromagnetic-core 
assembly. The entire assembly, called the rotor, is connected to bearings and rotates in the 
magnetic field. Figure 40 is a diagram of the rotor core with no wire loops (coils) shown. 
The commutator is divided into segments, with each pair of segments connected to the end 
of a coil. With more coils, the voltages from several coils are combined because the brushes 
can contact more than one of the commutator segments at once. The loops do not reach max- 
imum voltage at the same time, so the pulsating output voltage is much smoother than is the 
case with only one coil or loop shown previously. The variations can be further smoothed by 
filters to produce a nearly constant dc output. 

Instead of permanent magnets, most generators use electromagnets to provide the 
required magnetic field. One advantage to this is that flux density can be controlled, thus 
controlling the output voltage of the generator. The windings for the electromagnets are 
appropriately called the field windings. The field windings require current to produce the 
magnetic field. 
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Position B: Loop is moving perpendicular to flux lines, Position C: Loop is moving parallel with flux lines, 


and voltage is maximum. 


and voltage is zero. 


Position D: Loop is moving perpendicular to flux lines, Position A: Loop is moving parallel with flux lines, 


and voltage is maximum. 


» FIGURE 39 


Induced voltage over three rotations 
of a wire loop in a dc generator. 
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and voltage is zero. 


A FIGURE 38 


Basic operation of a dc generator. 
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The current for the field windings can be provided from a separate voltage source, but 
this is a disadvantage. A better method is to use the generator itself to provide the current 
for the electromagnets; this is called a self-excited generator. The generator starts because 
there is normally enough residual magnetism in the field magnets due to hysteresis that 
causes a small initial field and allows the generator to start producing a voltage. In cases 
where a generator has not been used for a long time, it may be necessary to provide an 
external source to the field windings to start it. 

The stationary part of a generator (or a motor) includes all of the nonmoving parts and 
is called the stator. Figure 41 illustrates a simplified two-pole de generator showing the 
magnetic paths (end caps, bearings, and commutator are not shown). Notice that the frame 
is part of the magnetic path for the field magnets. To make a generator have high efficiency, 
the air gap is kept as small as possible. The armature is the power-producing component 
and can be either on the rotor or the stator. In the de generator described previously, the 
armature is the rotor because power is produced in the moving conductors and taken from 
the rotor via the commutator. 


Magnetic path 


Air gap 


Field coil 
(only a few of many 
windings shown) 


Equivalent Circuit for a DC Generator 


A self-excited generator can be represented by a basic de circuit with a coil to produce the 
magnetic field and a mechanically driven generator, as shown in Figure 42. There are other 
configurations of dc generators, but this represents a common one. In the case shown, the 
field windings are in parallel with the source; this configuration is called a shunt-wound 
generator. The resistance of the field windings is shown as Rp. For the equivalent circuit, this 
resistance is shown in series with the field windings. The armature is driven by a mechan- 
ical input, causing it to spin; the armature is the generator voltage source, Vg. The armature 


<4 FIGURE 40 


A simplified rotor core. The coils are 
pressed into the slots and connected 


to the commutator. 


<4 FIGURE 41 


The magnetic structure of a genera- 


tor (or motor). In this case, the rotor 


is also the armature because it pro- 
duces the power. 
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> FIGURE 42 Rrec 
Equivalent circuit for a self-excited { 
shunt dc generator. 2 
Rp Ra 
Vout 
Field Yo 
windings J¢ 
Mechanical-~~ athe 
input 
O 


resistance is shown as the series resistance, Ra. The rheostat, RpRG, is in series with the 
field winding resistance and regulates the output voltage by controlling the current to the 
field windings and thus the flux density. 

When a load is connected to the output, current in the armature is shared between the 
load and the field windings. The efficiency of the generator can be calculated as the ratio of 
the power delivered to the load (P;) to the total power (Py), which includes the losses in the 
armature and the resistance in the field circuit. 


ing part of a generator called? 
ose of a commutator? 
iter resistance in the field windings of a generator affect the output 


by a self-excited generator? 


Motors convert electrical energy to mechanical motion by taking advantage of the 
force produced when a current-carrying conductor is in a magnetic field. A dc motor 
operates from a de source and can use either an electromagnet or a permanent magnet 
to supply the field. 


After completing this section, you should be able to 
¢ Explain how a de motor works 
¢ Draw an equivalent circuit for a series and a shunt-type dc motor 
¢ Discuss back emf and how it reduces armature current 


¢ Discuss power rating of motors 


Basic Operation 


As in the case of generators, motor action is the result of the interaction of magnetic fields. In 
adc motor, the rotor field interacts with the magnetic field set up by current in the stator wind- 
ings. The rotor in all dc motors contains the armature winding, which sets up a magnetic field. 
The rotor moves because of the attractive force between opposite poles and the repulsive 
force between like poles, as illustrated in the simplified diagram of Figure 43. The rotor 
moves because of the attraction of its north pole with the south pole of the stator (and vice- 
versa). As the two poles near each other, the polarity of the rotor current is suddenly switched 


www.EngineeringBooksPdf.com 


MAGNETISM AND ELECTROMAGNETISM 


Fy ceviiias <4 FIGURE 43 
output 


Simplified dc motor. 


[x | 


ia 


Gui 
= \ 


Commutator Brushes 


Wu 
SZ 


External input 


+ 


by the commutator, reversing the magnetic poles of the rotor. The commutator serves as a me- 
chanical switch to reverse the current in the armature just as the unlike poles are near each 
other, continuing the rotation of the rotor. 


Brushless DC Motors 


Many dc motors do not use a commutator to reverse the polarity of the current. Instead of 
supplying current to a moving armature, the magnetic field is rotated in the stator windings 
using an electronic controller. The direction of current in the field coils is periodically re- 
versed by the controller by producing an ac waveform (or modified ac waveform) from the 
dc input. This causes the stator field to rotate, and the permanent magnet rotor moves in 
the same direction to keep up with the rotating field. A common way to sense the position 
of the rotating magnet is to use a Hall-effect sensor, which provides the controller with po- 
sition information by sending pulses every time a magnet passes it. Brushless motors have 
higher reliability than traditional brushed motors because they do not need to have periodic 
brush replacement, but have the added complexity of the electronic controller. Figure 44 


Laminations Stator <4 FIGURE 44 


Cutaway view of a brushless dc 
motor. (Courtesy of Bodine Electric 


Company) 
Hall sensor 
commutator 
assembly Motor end 
shield 


Permanent magnet Shaft 
rotor (segmented 
ring magnets) 
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One characteristic of 
dc motors is that if 
they are allowed to 
run without a load, 
the torque can cause 
the motor to “run 
away” to a speed beyond the 
manufacturer's rating. Therefore, 
dc motors should always be 
operated with a load to prevent 
self-destruction. 


Equation 9 


Equation 10 


EXAMPLE 9 


Solution 


Related Problem 
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shows a cutaway view of a brushless dc motor that includes a pulse width modulation con- 
trol within the motor housing as well as an optical encoder to indicate the shaft position. 


Back EMF 


When a de motor is first started, a magnetic field is present from the field windings. Armature 
current develops another magnetic field that interacts with the one from the field windings and 
starts the motor turning. The armature windings are now spinning in the presence of the mag- 
netic field, so generator action occurs. In effect, the spinning armature has a voltage developed 
across it that opposes the original applied voltage in accordance with Lenz’s law. This self- 
generated voltage is called back emf (electromotive force). The term emf was once common 
for voltage but is not favored because voltage is not a “force” in the physics sense, but back 
emf is still applied to the self-generated voltage in motors. Back emf, also called counter emf, 
serves to significantly reduce the armature current when the motor is turning at constant speed. 


Motor Ratings 


Some motors are rated by the torque they can provide; others are rated by the power they 
produce. Torque and power are important parameters for any motor. Although torque and 
power are different physical parameters, if one is known, the other can be obtained. 
Torque tends to rotate an object. In a dc motor, the torque is proportional to the amount of 
flux and to the armature current. Torque, T, in a dc motor can be calculated from the equation 


T = Kl, 


where T is torque in newton-meters (N-m) K is a constant that depends on physical parameters 
of the motor, ¢ is magnetic flux in webers (Wb), and /, is armature current in amperes (A). 

Recall that power is defined as the rate of doing work. To calculate power from torque, 
you must know the speed of the motor in rpm for the torque that you measured. The equa- 
tion to determine the power, given the torque at a certain speed, is 


P = 0.105Ts 


where P is power in W, T is torque in N-m, and s is speed of motor in rpm. 


What is the power developed by a motor that turns at 350 rpm when the torque is 3.6 N-m? 


Substitute into Equation 10. 
P = 0.105Ts = 0.105(3.6 N-m)(350 rpm) = 132 W 


There are 746 W in one hp. What is the hp of this motor under these conditions? 
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Series DC Motors 


The series de motor has the field coil windings and the armature coil windings in series. A 
schematic of this arrangement is shown in Figure 45(a). The internal resistance is generally 
small and consists of field coil resistance, armature winding resistance, and brush resist- 
ance. As in the case of generators, dc motors may also contain an interpole winding, as 
shown, and current limiting for speed control. In a series dc motor, the armature current, 
field current, and line current are all the same. 

As you know, magnetic flux is proportional to the current in a coil. The magnetic flux 
created by the field windings is proportional to armature current because of the series 
connection. Thus, when the motor is loaded, armature current rises, and the magnetic flux 
rises too. Recall that Equation 9 showed that the torque in a dc motor is proportional to both 
the armature current and the magnetic flux. Thus, the series-wound motor will have a 
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very high starting torque when the current is high because flux and armature current are 
high. For this reason, series dc motors are used when high starting torques are required 
(such as a starter motor in a car). 

The plot of the torque and motor speed for a series dc motor is shown in Figure 45(b). 
The starting torque is at its maximum value. At low speeds, the torque is still very high, 
but drops off dramatically as the speed increases. As you can see, the speed can be very 
high if the torque is low; for this reason, the series-wound dc motor always is operated 
with a load. 


Shunt DC Motors 


A shunt de motor has the field coil in parallel with the armature, as shown in the equiva- 
lent circuit in Figure 46(a). In the shunt motor, the field coil is supplied by a constant volt- 
age source, so the magnetic field set up by the field coils is constant. The armature 
resistance and the back emf produced by generator action in the armature determine the 
armature current. 


Full load torque 
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> 
Speed 


Torque 


(a) (b) 


The torque-speed characteristic for a shunt dc motor is quite different than for a series 
dc motor. When a load is applied, the shunt motor will slow down, causing the back emf to 
be reduced and the armature current to increase. The increase in armature current tends to 
compensate for the added load by increasing the torque of the motor. Although the motor 
has slowed because of the additional load, the torque-speed characteristic is nearly a 
straight line for the shunt de motor as shown in Figure 46(b). At full load, the shunt dc 
motor still has high torque. 


<¢ FIGURE 45 


Simplified schematic for a series 
dc motor and torque-speed 
characteristic. 


<4 FIGURE 46 


Simplified schematic for a shunt dc 


motor and torque-speed characteristic. 


creates back emf? 


back emf affect current in a rotating armature as it comes up to speed? 
type of dc motor has the highest starting torque? 
1e major advantage of a brushless motor over a brushed motor? 
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The relay is a common type of electro- 
magnetic device that is used in many 
types of control applications. With a 
relay, a lower voltage, such as from a 
battery, can be used to switch a much higher voltage, such as the 
120 V from an ac outlet. In this application, you will see how a 
relay can be used in a basic security alarm system. 

The schematic in Figure 47 shows a simplified intrusion 
alarm system that uses a relay to turn on an audible alarm (siren) 
and lights. The system operates from a 9 V battery so that even 
if power to the house is off, the audible alarm will still work. 

The magnetic detection switches are normally open (NO) 
switches that are parallel connected and located in the windows 
and doors. The relay is a triple-pole—double-throw device that 
operates with a coil voltage of 9 V dc and draws approximately 


>» FIGURE 47 


Simplified security alarm system. 


Application Assignment 


PuTTING YOUR KNOWLEDGE 
To WorK 


: 50 mA. When an intrusion occurs, one of the switches closes and 
allows current from the battery through the relay coil, which ener- 
gizes the relay and causes the three sets of normally open contacts 
to close. Closure of contact A turns on the audible alarm, which 

: draws 2 A from the battery. Closure of contact C turns on a light 
circuit in the house. Closure of contact B latches the relay and 
keeps it energized even if an intruder closes the door or window 
through which entry was made. If not for contact B in parallel 
with the detection switches, the alarm and lights would go off as 
soon as the window or door was shut behind the intruder. 


The relay contacts are not physically remote in relation to the 


coil as the schematic indicates. The schematic is drawn this way 
for functional clarity. The entire triple-pole—double-throw relay 
is housed in the package shown in Figure 48. Also shown are the 
: pin diagram and internal schematic for the relay. 


Magnetic detection switches 


» FIGURE 48 


Triple-pole—double-throw relay. 
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ee Siren 


M N oO P Q R 
Wal switch 


Magnetic switches 


U V 


System ON/OFF 
toggle switch 


Relay terminal board Battery 


Step 1: Connecting the System 


<1 FIGURE 49 


Array of security alarm components. 


a 
oe 
To room 
J lighting circuit 


ia 


AG): a) Gd 


Review 


Develop a connection diagram and point-to-point wire list for in- 
terconnecting the components in Figure 49 to create the alarm 
system shown in the schematic of Figure 47. The connection 
points on the components are indicated by letters. 


Step 2: Testing the System 


1. How many magnetic detection switches in Figure 47 must be 
closed to activate the system? 


2. What is the purpose of each of the three relay contacts? 


Develop a step-by-step procedure to check out the completely 


wired burglar alarm system. 


SUMMARY 
% 


5 
od 


. 


Sd 


Unlike magnetic poles attract each other, and like poles repel each other. 
Materials that can be magnetized are called ferromagnetic. 


When there is current through a conductor, it produces an electromagnetic field around the 
conductor. 


You can use the left-hand rule to establish the direction of the electromagnetic lines of force 
around a conductor. 


An electromagnet is basically a coil of wire around a magnetic core. 


When a conductor moves within a magnetic field, or when a magnetic field moves relative to a 
conductor, a voltage is induced across the conductor. 


The faster the relative motion between a conductor and a magnetic field, the greater is the induced 
voltage. 
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ees SYMBOL QUANTITY SI UNIT 


B Magnetic flux density Tesla (T) 

Flux Weber (Wb) 

Permeability Webers/ampere-turn - meter (Wb/At -m) 
Reluctance Ampere-turns/weber (At/Wb) 
Magnetomotive force (mmf) Ampere-turn (At) 

Magnetic field intensity Ampere-turns/meter (At/m) 

Force Newton (N) 


Torque Newton-meter (N-m) 


3 eo Ss 


Table 3 summarizes the quantities and SI units used in this chapter. 

Hall-effect sensors use current to sense the presence of a magnetic field. 

DC generators convert mechanical power to dc electrical power. 

The moving part of a generator or motor is called the rotor; the stationary part is called the stator. 


DC motors convert electrical power to mechanical power. 


¢-¢¢ Oh OO 


Brushless dc motors use a permanent magnet as the rotor, and the stator is the armature. 


KEY TERMS 


Ampere-turn (At) The SI unit of magnetomotive force (mmf). 


Electromagnetic field A formation of a group of magnetic lines of force surrounding a conductor 
created by electrical current in the conductor. 


Electromagnetic induction The phenomenon or process by which a voltage is produced in a con- 
ductor when there is relative motion between the conductor and a magnetic or electromagnetic field. 


Electromagnetism The production of a magnetic field by current in a conductor. 


Faraday’slaw A law stating that the voltage induced across a coil equals the number of turns in the 
coil times the rate of change of the magnetic flux. 


Gauss A CGS unit of flux density. 


Hall effect A change in current density across a conductor or semiconductor when current in the 
material is perpendicular to a magnetic field. The change in current density produces a small trans- 
verse voltage in the material, called the Hall voltage. 


Hysteresis A characteristic of a magnetic material whereby a change in magnetization lags the ap- 
plication of the magnetic field intensity. 


Induced current (ijyq) A current induced in a conductor as a result of a changing magnetic field. 
Induced voltage (Vv ing) | Voltage produced as a result of a changing magnetic field. 


Lenz’s law_A physical law that states when the current through a coil changes, the polarity of the 
induced voltage created by the changing magnetic field is such that it always opposes the change in 
current that caused it. The current cannot change instantaneously. 


Lines of force Magnetic flux lines in a magnetic field radiating from the north pole to the south pole. 
Magnetic field A force field radiating from the north pole to the south pole of a magnet. 


Magnetic flux The lines of force between the north and south poles of a permanent magnet or an 
electromagnet. 


Magnetic field intensity The amount of mmf per unit length of magnetic material. 
Magnetomotive force (mmf) The cause of a magnetic field, measured in ampere-turns. 
Permeability The measure of ease with which a magnetic field can be established in a material. 


Relay An electromagnetically controlled mechanical device in which electrical contacts are 
opened or closed by a magnetizing current. 


Reluctance (R) The opposition to the establishment of a magnetic field in a material. 
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Retentivity The ability of a material, once magnetized, to maintain a magnetized state without the 
presence of a magnetizing force. 

Solenoid An electromagnetically controlled device in which the mechanical movement of a shaft 
or plunger is activated by a magnetizing current. 


Speaker An electromagnetic device that converts electrical signals to sound waves. 
Tesla (T) The SI unit of flux density. 
Weber (Wb) The SI unit of magnetic flux, which represents 10° lines. 


FORMULAS 
p ; 
1 B= ra Magnetic flux density 
Mu . a 
2 pp, = — Relative permeability 
Mo 
l 
3 R= — Reluctance 
pA 
4 Fy = NI Magnetomotive force 
Fin . 
5 od = — Magnetic flux 
R 
Fin en ee 
6 = a Magnetic field intensity 
7 Ving = Bly Induced voltage 
8 F = Bil Force on current-carrying conductor 
9 T = kdl, Torque in a de motor 
10 P = 0.105Ts Power from torque 
} TRUE/FALSE QUIZ Answers are at the end of the chapter. 
1. The tesla (T) and the gauss (G) are both units for magnetic flux density. 
2. The unit for measuring magnetomotive force (mmf) is the volt. 
3. Ohm’s law for a magnetic circuit gives the relationship between flux density, magnetomotive 
force, and reluctance. 
4. A solenoid is a form of electromagnetic switch that opens and closes mechanical contacts. 
5. A hysteresis curve is a plot of flux density (B) as a function of field intensity (4). 
6. To produce an induced voltage in a coil, the magnetic field surrounding it can be changed. 
7. The speed of a generator can be controlled with a rheostat in the field windings. 
8. A self-excited de generator will normally have enough residual magnetism in the field magnets 
to start the generator, producing voltage at the output when it is first turned on. 
9. The power developed by a motor is proportional to its torque. 
10. Ina brushless motor, the magnetic field is supplied by permanent magnets. 
SELF-TEST Answers are at the end of the chapter. 
; 1. When the south poles of two bar magnets are brought close together, there will be 
(a) a force of attraction (b) a force of repulsion 
(c) an upward force (d) no force 


2. A magnetic field is made up of 
(a) positive and negative charges (b) magnetic domains 


(c) flux lines (d) magnetic poles 
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3. The direction of a magnetic field is from 


(a) north pole to south pole (b) south pole to north pole 
(c) inside to outside the magnet (d) front to back 
4. Reluctance in a magnetic circuit is analogous to 
(a) voltage in an electric circuit (b) current in an electric circuit 
(c) power in an electric circuit (d) resistance in an electric circuit 


5. The unit of magnetic flux is the 
(a) tesla (b) weber (c) gauss (d) ampere-turn 
6. The unit of magnetomotive force is the 
(a) tesla (b) weber (c) ampere-turn (d) electron-volt 
7. A unit of magnetic flux density is the 
(a) tesla (b) weber (c) ampere-turn (d) ampere-turns/meter 
8. The electromagnetic activation of a movable shaft is the basis for 
(a) relays (b) circuit breakers 
(c) magnetic switches (d) solenoids 
9. When there is current through a wire placed in a magnetic field, 
(a) the wire will overheat (b) the wire will become magnetized 
(c) a force is exerted on the wire (d) the magnetic field will be cancelled 


10. A coil of wire is placed in a changing magnetic field. If the number of turns in the coil is 
increased, the voltage induced across the coil will 


(a) remain unchanged (b) decrease 
(c) increase (d) be excessive 


11. If a conductor is moved back and forth at a constant rate in a constant magnetic field, the 
voltage induced in the conductor will 


(a) remain constant (b) reverse polarity 
(c) be reduced (d) be increased 
12. In the crankshaft position sensor in Figure 34, the induced voltage across the coils is 
caused by 
(a) current in the coil (b) rotation of the disk 


(c) a tab passing through the magnetic field (d) acceleration of the disk’s rotational speed 
13. The purpose of the commutator in a generator or motor is to 

(a) change the direction of the current to the rotor as it spins 

(b) change the direction of the current to the stator windings 

(c) support the motor or generator shaft 

(d) provide the magnetic field for the motor or generator 
14. In a motor, back emf serves to 

(a) increase the power from the motor (b) decrease the flux 

(c) increase the current in the field windings (d) decrease the current in the armature 
15. The torque of a motor is proportional to the 

(a) amount of flux (b) armature current 


(c) both of the above (d) none of the above 


PROBLEMS Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1. The Magnetic Field 


1. The cross-sectional area of a magnetic field is increased, but the flux remains the same. Does 
the flux density increase or decrease? 
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2. In a certain magnetic field the cross-sectional area is 0.5 m” and the flux is 1500 pW. What is 
the flux density? 


3. What is the flux in a magnetic material when the flux density is 2500 X 10° T and the cross- 
sectional area is 150 cm”? 


4. Ata given location, the earth’s magnetic field is 0.6 G (gauss). Express this flux density in tesla. 


5. A very strong permanent magnet has a field of 100,000 wT. Express this flux density in gauss. 


SECTION 2 Electromagnetism 


6. What happens to the compass needle in Figure 11 when the current through the conductor is 
reversed? 


7. What is the relative permeability of a ferromagnetic material whose absolute permeability is 
750 X 10° Wb/At:m? 


8. Determine the reluctance of a material with a length of 0.28 m and a cross-sectional area of 
0.08 m? if the absolute permeability is 150 < 10-7 Wb/At: m. 


9. What is the magnetomotive force in a 500 turn coil of wire with 3 A through it? 


SECTION 3 Electromagnetic Devices 
10. Typically, when a solenoid is activated, is the plunger extended or retracted? 
11. (a) What force moves the plunger when a solenoid is activated? 
(b) What force causes the plunger to return to its at-rest position? 


12. Explain the sequence of events in the circuit of Figure 50 starting when switch 1 (SW1) is closed. 


> FIGURE 50 
i 
] +9V 
| 
2 | 
ow o 
Swi 
+ 
=_—s ~) Lamp 2 Lamp | 
Relay = = 
13. What causes the pointer in a d’ Arsonval meter movement to deflect when there is current 
through the coil? 
SECTION 4 Magnetic Hysteresis 
14. What is the magnetizing force in Problem 9 if the length of the core is 0.2 m? 
15. How can the flux density in Figure 51 be changed without altering the physical characteristics 
of the core? 
> FIGURE 51 
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SECTION 5 


SECTION 6 


SECTION 7 
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16. In Figure 51, determine the following if the winding has 100 turns: 
(ay) H (bh) d) (© B 


17. Determine from the hysteresis curves in Figure 52 which material has the most retentivity. 


> FIGURE 52 


: Material A 


Material B 


>H 
Material C 


Electromagnetic Induction 


18. According to Faraday’s law, what happens to the induced voltage across a given coil if the rate 
of change of magnetic flux doubles? 


19. The voltage induced across a certain coil is 100 mV. A 100 Q resistor is connected to the coil 
terminals. What is the induced current? 


20. In Figure 34, why is there no induced voltage when the steel disk is not rotating? 


21. A 20 cm long conductor is moving upward between the poles of a magnet as shown in 
Figure 53. The pole faces are 8.5 cm on each side and the flux is 1.24 mWb. The motion pro- 
duces an induced voltage across the conductor of 44 mV. What is the speed of the conductor? 


> FIGURE 53 


22. (a) For the conductor shown in Figure 53, what is the polarity of the end marked with the 
letter A? 


(b) Assuming a complete path is provided and current is in the direction you indicated, what 
direction is the induced force on the conductor? 


DC Generators 


23. If a generator is 80% efficient and delivers 45 W to a load, what is the input power? 


24. Assume the self-excited shunt dc generator in Figure 42 has a load connected to it that draws 
12 A. If the field windings draw 1.0 A, what is the armature current? 


25. (a) If the output voltage in Problem 24 is 14 V, what power is supplied to the load? 
(b) What power is dissipated in the field resistance? 


DC Motors 

26. (a) What power is developed by a motor that turns at 1200 rpm and has a torque of 3.0 N-m? 
(b) What is the horsepower rating of the motor? (746 W = 1 hp) 

27. Assume a motor dissipates 12 W internally when it delivers 50 W to a load. What is the efficiency? 


ADVANCED PROBLEMS 


28. A basic one-loop dc generator is rotated at 60 rps. How many times each second does the de 
output voltage peak (reach a maximum)? 
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29. Assume that another loop of wire, 90° from the first loop, is added to the dc generator in 
Problem 28. Describe the output voltage. Let the maximum voltage be 10 V. 


30. Open file P07-30; files are found at www.prenhall.com/floyd. Determine if there is a fault in 
the circuit. If so, identify the fault. 


MULTISIM TROUBLESHOOTING PROBLEMS 
ee oll 


31. Open file PO7-31 and determine if there is a fault in the circuit. If so, identify the fault. 


~ANSWERS 


SECTION CHECKUPS 


SECTION 1. The Magnetic Field 
1. The north poles repel. 


2. Magnetic flux is the group of lines of force that make up a magnetic field; magnetic flux den- 
sity is the flux per area. 


3. The gauss and the tesla 
4. B = 6/A = 900 pT 


SECTION 2 Electromagnetism 


1. Electromagnetism is produced by current through a conductor. An electromagnetic field exists 
only when there is current. A magnetic field exists independently of current. 


2. The direction of the magnetic field also reverses when the current is reversed. 
3. Flux equals magnetomotive force divided by reluctance. 


4. Flux is analogous to current, mmf is analogous to voltage, and reluctance is analogous to resistance. 


SECTION 3 _ Electromagnetic Devices 


1. A solenoid provides mechanical movement of a shaft. A relay provides an electrical contact 
closure. 


2. The movable part of a solenoid is the plunger. 
3. The movable part of a relay is the armature. 


4. The d’Arsonval meter movement is based on the interaction of magnetic fields. 


SECTION 4 Magnetic Hysteresis 


1. In a wirewound core, an increase in current increases the flux density. 


2. Retentivity is the ability of a material to remain magnetized after removal of the magnetizing 
force. 


SECTION 5 _ Electromagnetic Induction 
1. The induced voltage is zero. 
2. The induced voltage increases. 
3. A force is exerted on the current-carrying conductor in a magnetic field. 


4. The induced voltage is zero. 


SECTION 6 _ DC Generators 
1. The rotor 
2. The commutator reverses the current in the rotating coil. 
3. Greater resistance will reduce the magnetic flux, causing the output voltage to drop. 


4. A generator in which the field windings derive their current from the output 
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SECTION 7 DC Motors 


1. Back emf is a voltage developed in a motor because of generator action as the rotor turns. It 
opposes the original supply voltage. 


2. Back emf reduces the armature current. 
3. A series-wound motor 


4. Higher reliability because there are no brushes to wear out 


RELATED PROBLEMS FOR EXAMPLES 
1 196% 10° T 

2 31.0T 

3 The reluctance is reduced to 12.8 X 10° At/Wb. 
4 Reluctance is 165.7 X 10° At/Wb 

5 7.2 mWb 

6 F,, = 42.5 At; R = 8.5 X 10+ At/Wb 

7 40mV 

8 The direction is along the negative x axis. 

9 0.18 hp 


SELF-TEST 
1. (b) 2. (c) 3. (a) 4. (d) 5. (b) 6. (c) 7. (a) 8. (d) 
9. (c) 10. (c) 11. (b) 12. (c) 13. (a) 14. (d) 15. (c) 


TRUE/FALSE QUIZ 
1. T 2. F 3. F 4. F 5. T 6. T 7.F 8. T 
9. T 10. F 


PROBLEMS —- ODD-NUMBERED ANSWERS 
. Decrease 

. 37.5 w~Wb 

1000 G 

597 

. 1500 At 

11. (a) Electromagnetic force (b) Spring force 


enn wp 


13. Electromagnetic force 

15. Change the current. 

17. Material A 

19. 1 mA 

21. 3.02 m/s 

23. 56.3 W 

25. (a) 168 Ws (b) 14 W 

27. 80.6% 

29. The output voltage has a 10 V dc peak with a 120 Hz ripple. 


31. Design is flawed. Twelve volts is not enough voltage to operate two 12 V relays in series; 
24 V is too much voltage to operate a 12 V lamp. Install a separate 12 V power supply for 
the lamp and change the 12 V to 24 V for the relays. 


OR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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The Sinusoidal Waveform 
Voltage and Current Values of Sine Waves 
Angular Measurement of a Sine Wave 


The Sine Wave Formula 
Analysis of AC Circuits 
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AC Motors 


Nonsinusoidal Waveforms 


The Oscilloscope 
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Application Assignment: Putting Your Knowledge 


to Work 


@ Identify a sinusoidal waveform and measure its characteristics 


Determine the voltage and current values of sine waves 


Describe angular relationships of sine waves 


Mathematically analyze a sinusoidal waveform 


Apply the basic circuit laws to resistive ac circuits 


Describe how an alternator generates electricity 


Explain how ac motors convert electrical energy into rotational 


motion 


Identify the characteristics of basic nonsinusoidal waveforms 


Use the oscilloscope to measure waveforms 


OLTAGE 


yids 
SS 4 i 4 


4a 


been assigned to the testing of a new function generator tha 
produces various types of time-varying voltages with ad- 


record the limits of operation of a prototype model. After . 
studying this chapter, you should be able to complete the apaey 
plication assignment. > 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


This chapter provides an introduction to alternating curent PG 
(ac) circuits. Alternating voltages and currents fluctuate wit A 
time and periodically change polarity and direction accord 
ing to certain patterns called waveforms. Particular emphasis 
is given to the sinusoidal waveform (sine wave) because of its 
basic importance in ac circuits. Alternators, which generate » 
sine waves, and ac motors are introduced. Other types of 
waveforms are also introduced, including pulse, triangular, 
and sawtooth. The use of an oscilloscope for displaying and 
measuring waveforms is discussed. 


Sine wave @ Phase 

Waveform Induction motor 

Cycle Synchronous motor 

Period (T) Squirrel cage 

Frequency (f) Slip 

Hertz (Hz) @ Pulse 

Oscillator @ Pulse width (ty) 

Function generator ® Rise time (t,) 

Instantaneous value ¢ Fall time (t) 

Peak value Periodic 

Amplitude @ Duty cycle 

Peak-to-peak value @ Ramp 

rms value @ Fundamental frequency 

Degree @ Harmonics 

Radian @ Oscilloscope 
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INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


Qe 1 THE SINUSOIDAL WAVEFORM 


A FIGURE 1 


Symbol for a sinusoidal voltage 
source. 
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The sinusoidal waveform or sine wave is the fundamental type of alternating current 
(ac) and alternating voltage. It is also referred to as a sinusoidal wave, or, simply, sinu- 
soid. The electrical service provided by the power companies is in the form of sinu- 
soidal voltage and current. In addition, other types of repetitive waveforms are 
composites of many individual sine waves called harmonics. 


After completing this section, you should be able to 
¢ Identify a sinusoidal waveform and measure its characteristics 
¢ Define and determine the period 
¢ Define and determine the frequency 
¢ Relate the period and the frequency 


¢ Describe two types of electronic signal generators 


Sine waves, or sinusoids, are produced by two types of sources: rotating electrical ma- 
chines (ac generators) or electronic oscillator circuits, which are used in instruments com- 
monly known as electronic signal generators. Electronic signal generators are covered in 
this section; alternators, which generate ac by electromechanical means, are covered in 
Section 6. Figure 1 shows the symbol used to represent a source of sinusoidal voltage. 

Figure 2 is a graph that shows the general shape of a sine wave, which can be either an 
alternating current or an alternating voltage. Voltage (or current) is displayed on the verti- 
cal axis, and time (7) is displayed on the horizontal axis. Notice how the voltage (or current) 
varies with time. Starting at zero, the voltage (or current) increases to a positive maximum 
(peak), returns to zero, and then increases to a negative maximum (peak) before returning 
again to zero, thus completing one full cycle. 


>» FIGURE 2 A 
: + Voltage (+V) Positive maximum 
Graph of one cycle of a sine wave. or 
current (+/) Z 
0 > Time (t) 


— Voltage (-V) 
or Negative maximum 
current (—I) y 


Polarity of a Sine Wave 


As mentioned, a sine wave changes polarity at its zero value; that is, it alternates between 
positive and negative values. When a sinusoidal voltage source (V;) is applied to a resistive 
circuit, as in Figure 3, an alternating sinusoidal current results. When the voltage changes 
polarity, the current correspondingly changes direction as indicated. 

During the positive alternation of the source voltage V,, the current is in the direction 
shown in Figure 3(a). During a negative alternation of the source voltage, the current is in 
the opposite direction, as shown in Figure 3(b). The combined positive and negative alter- 
nations make up one cycle of a sine wave. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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V, 


S 
A Positive alternation 


I 
bs 
-V, 
(a) During a positive alternation of the voltage, current is in the direction 
shown. 
A FIGURE 3 


= 
Y 
x 


Sr 


Negative alternation 


-V, 


s 


(b) During a negative alternation of the voltage, current reverses direction, 
as shown. 


Alternating current and voltage. 


Period of a Sine Wave 


A sine wave varies with time (f) in a definable manner. 


The time required for a given sine wave to complete one full cycle is called the 


period (T). 


Figure 4(a) illustrates the period of a sine wave. Typically, a sine wave continues to repeat 
itself in identical cycles, as shown in Figure 4(b). Since all cycles of a repetitive sine wave 
are the same, the period is always a fixed value for a given sine wave. The period of a sine 
wave can be measured from a zero crossing to the next corresponding zero crossing, as in- 
dicated in Figure 4(a). The period can also be measured from any peak in a given cycle to 


the corresponding peak in the next cycle. 


<4 FIGURE 4 


: The period of a given sine wave is the 
same for each cycle. 


0 


T 
| 
| 
|«—— Period (T) = 


(a) (b) 


ies Ist cycle ue cycle Aen 3rd cycle at 


EXAMPLE 1 


» FIGURE 5 


> 


What is the period of the sine wave in Figure 5? 


> t(s) 
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Solution As shown in Figure 5, it takes twelve seconds (12 s) to complete three cycles. 
Therefore, to complete one cycle it takes four seconds (4 s), which is the period. 


T=4s 


Related Problem’ What is the period if a given sine wave goes through five cycles in 12 s? 


* Answers are at the end of the chapter. 


EXAMPLE 2 Show three possible ways to measure the period of the sine wave in Figure 6. How 
many cycles are shown? 


» FIGURE 6 


>< 


/ 
0 > t (Us) 
2 


Solution Method 1: The period can be measured from one zero crossing to the corresponding 
zero crossing in the next cycle (the slope must be the same at the corre- 
sponding zero crossings). 


Method 2: The period can be measured from the positive peak in one cycle to the 
positive peak in the next cycle. 


Method 3: The period can be measured from the negative peak in one cycle to the 
negative peak in the next cycle. 


These measurements are indicated in Figure 7, where two cycles of the sine wave 
are shown. Keep in mind that you obtain the same value for the period no matter 
which corresponding peaks or corresponding zero crossings on the waveform you use. 


» FIGURE 7 


Measurement of the period of a A Zero to zero 
sine wave. 


[<——— T———" Peak to peak 
Zero to zero 


Y 


Related Problem If a positive peak occurs at 1 ms and the next positive peak occurs at 2.5 ms, what is 
the period? 
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Frequency of a Sine Wave HISTORY NOTE 
Frequency is the number of cycles that a sine wave completes in one second. 


The more cycles completed in one second, the higher the frequency. Frequency (f) is mea- 
sured in units of hertz (Hz). One hertz is equivalent to one cycle per second; for example, 
60 Hz is 60 cycles per second. Figure 8 shows two sine waves. The sine wave in part (a) 
completes two full cycles in one second. The one in part (b) completes four cycles in one 
second. Therefore, the sine wave in part (b) has twice the frequency of the one in part (a). 


Hertz, a German physicist, was the 
v Vv first to broadcast and receive 


A A ; : 
electromagnetic (radio) waves. He 
produced electromagnetic waves in 

Fy the laboratory and measured their 
0 >t 0 >t parameters. Hertz also proved that 
Y . the nature of the reflection and 
refraction of electromagnetic 

FE is a ie Is i waves was the same as that of 

Y y light. The unit of frequency is 

(a) Lower frequency: fewer cycles per second (b) Higher frequency: more cycles per second named in his honor. (Photo credit: 

Deutsches Museum, courtesy AIP 
A FIGURE 8 Emilio Segre Visual Archives, 
Illustration of frequency. Physics Today Collection.) 
Relationship of Frequency and Period 
The formulas for the relationship between frequency and period are 
ra : Equation 1 
=a. uation 
T q 
T : Equation 2 
= quation 
f 

There is a reciprocal relationship between f and 7: Knowing one, you can calculate the 
other with the x! or I/x key on your calculator. (On some calculators, the reciprocal key is 
a secondary function.) This inverse relationship indicates that a sine wave with a longer pe- 
riod goes through fewer cycles in one second than one with a shorter period. 

EXAMPLE 3 Which sine wave in Figure 9 has the higher frequency? Determine the frequency and 

the period of both waveforms. 
» FIGURE 9 
= V 4 
A 
0 0 i t 0 0 is >t 
y 
(a) (b) 
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The sine wave in Figure 9(b) has the higher frequency because it completes more 
cycles in | s than does the one in part (a). 
In Figure 9(a), three cycles are completed in | s. Therefore, 


f=3Hz 
One cycle takes 0.333 s (one-third second), so the period is 
T = 0.333s = 333 ms 
In Figure 9(b), five cycles are completed in | s. Therefore, 
f = 5Hz 
One cycle takes 0.2 s (one-fifth second), so the period is 
T = 0.2s = 200 ms 


If the time interval between consecutive negative peaks of a given sine wave is 50 ys, 
what is the frequency? 
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EXAMPLE 4 


Solution 


Related Problem 


The period of a certain sine wave is 10 ms. What is the frequency? 


Use Equation 1. 


1 1 1 
T 10ms 10X 10s 


f= = 100 Hz 


A certain sine wave goes through four cycles in 20 ms. What is the frequency? 


EXAMPLE 5 


Solution 


Related Problem 


The frequency of a sine wave is 60 Hz. What is the period? 


Use Equation 2. 


If f = 1 kHz, what is 7? 


Electronic Signal Generators 


The signal generator is an instrument that electronically produces sine waves for use in 
testing or controlling electronic circuits and systems. There are a variety of signal genera- 
tors, ranging from special-purpose instruments that produce only one type of waveform in 
a limited frequency range to programmable instruments that produce a wide range of fre- 
quencies and a variety of waveforms. All signal generators consist basically of an 
oscillator, which is an electronic circuit that produces sinusoidal voltages or other types of 
waveforms whose amplitude and frequency can be adjusted. 


Function Generators and Arbitrary Waveform Generators The function generator 
provides pulse waveforms as well as sine waves and triangular waves. Typical function 
generators are shown in Figure 10(a). The arbitrary waveform generator can be used to 
generate standard signals like sine waves, triangular waves, and pulses as well as signals 
with various shapes and characteristics. Waveforms can be defined by mathematical or 
graphical input. A typical arbitrary waveform generator is shown in Figure 10(b). 
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(a) Examples of function generators (b) A typical arbitrary waveform generator 


A FIGURE 10 


Typical signal generators. Copyright © Tektronix, Inc. Reproduced by permission. 


cle of a sine wave. 
PS a Sine wave change polarity? 

im points does a sine wave have during one cycle? 
od of a sine wave measured? 

_and state its unit. 


Ge 2 VOLTAGE AND CURRENT VALUES OF SINE WAVES 


Five ways to express and measure the value of a sine wave in terms of its voltage or its 
current magnitude are instantaneous, peak, peak-to-peak, rms, and average values. 


After completing this section, you should be able to 
¢ Determine the voltage and current values of sine waves 
¢ Find the instantaneous value at any point 
¢ Find the peak value 
¢ Find the peak-to-peak value 
¢ Define rms and find the rms value 


¢ Explain why the average value of an alternating sine wave is always zero over 
a complete cycle 


¢ Find the half-cycle average value 


Instantaneous Value 


Figure 11 illustrates that at any point in time on a sine wave, the voltage (or current) has an 
instantaneous value. This instantaneous value is different at different points along the 
curve. Instantaneous values are positive during the positive alternation and negative during 
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the negative alternation. Instantaneous values of voltage and current are symbolized by 
lowercase v and i, respectively. The curve in part (a) shows voltage only, but it applies 
equally for current when v’s are replaced with i’s. An example of instantaneous values is 
shown in part (b), where the instantaneous voltage is 3.1 V at 1 ws, 7.07 V at 2.5 ys, 10 V 
at 5 ws, 0 V at 10 ws, —3.1 V at 11 ys, and so on. 


V(V) 


>t 0 t (us) 


A FIGURE 11 


Example of instantaneous values of a sinusoidal voltage. 


Peak Value 


The peak value of a sine wave is the value of voltage (or current) at the positive or the neg- 
ative maximum (peaks) with respect to zero. Since positive and negative peak values are 
equal in magnitude, a sine wave is characterized by a single peak value, as is illustrated in 
Figure 12. For a given sine wave, the peak value is constant and is represented by V, or J,,. 
The maximum or peak value of a sine wave is also called its amplitude. The amplitude is 
measured from the 0 V line to the peak. In the figure, the peak voltage is 8 V, which is also 
its amplitude. 


> FIGURE 12 
Peak voltage. 


Peak-to-Peak Value 


The peak-to-peak value of a sine wave, as illustrated in Figure 13, is the voltage (or cur- 
rent) from the positive peak to the negative peak. It is always twice the peak value as ex- 
pressed by the following equations. Peak-to-peak values are represented by V,,, or Ipp. 


Equation 3 Vip = 2Vy 
Equation 4 Inp = 2p 


In Figure 13, the peak-to-peak voltage is 16 V. 
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V(V) <@ FIGURE 13 
+8 Peak-to-peak voltage. 
0 >t en 


RMS Value 


The term rms stands for root mean square. Most ac voltmeters display the rms voltage. The 
120 V at your wall outlet is an rms value. The rms value, also referred to as the effective 
value, of a sinusoidal voltage is actually a measure of the heating effect of the sine wave. 
For example, when a resistor is connected across an ac (sinusoidal) voltage source, as 
shown in Figure 14(a), it dissipates a certain amount of heat. Figure 14(b) shows the same 
resistor connected across a dc voltage source. The value of the ac voltage can be adjusted 
so that the resistor gives off the same amount of heat as it does when connected to the dc 
source. 


Sinusoidal voltage 
| source 


Same amount 


of radiated 
Radiated heat as 
heat in part (a) 


(a) 


A FIGURE 14 


When the same amount of heat is being produced by the resistor in both setups, the sinusoidal volt- 
age has an rms value equal to the dc voltage. 


The rms value of a sinusoidal voltage is equal to the dc voltage that produces the 
same amount of heat in a resistance as does the sinusoidal voltage. 


You can convert the peak value of a sine wave to the corresponding rms value by using 
the following relationships for either voltage or current: 


Vims = 0.707V, 
Irms = 0.7071, 


Using these formulas, you can also determine the peak value if you know the rms value. 


_ Vims 
Y= 0707 
V> = 1.414V ims 
Similarly, 
I, = 1.414] pms 
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Equation 6 


Equation 7 


Equation 8 
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Equation 10 
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To find the peak-to-peak values, simply double the peak value, which is equivalent to 
multiplying the rms value by 2.828. 


~< 
ll 


of = DBIBV asa 


and 


~ 
ll 


C9 = Dale 


Average Value 


The average value of a sine wave when taken over one complete cycle is always zero be- 
cause the positive values (above the zero crossing) offset the negative values (below the 
zero crossing). 

To be useful for comparison purposes and in determining the average value of a rectified 
voltage such as found in power supplies, the average value of a sine wave is defined over 
a half-cycle rather than over a full cycle. The average value is expressed in terms of the 
peak value as follows for both voltage and current sine waves: 


Vave = 0.637V, 
Inyg = 0.6371, 


The half-cycle average value of a voltage sine wave is illustrated in Figure 15. 


> FIGURE 15 V 


Half-cycle average value. 


oe, 


Vag = 00s7V, 


EXAMPLE 6 


Determine V,,, Vpp, Vims, and the half-cycle V,y, for the sine wave in Figure 16. 


» FIGURE 16 
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Solution As taken directly from the graph, V, = 4.5 V. From this value, calculate the other values. 
Cee 2G) = 9V 
Vims = 0.707V, = 0.707(4.5 V) = 3.18 V 
Vet 037, — 0.0374.5 V) = 2.87 V 


Related Problem If V, = 25 V, determine V,,, Vrms, and Vayg for a sine wave. 


ch case when 
(Vee —1414V (0 Vag = 3V 
each case when 

(b) Vpp = 10V (C) Vayg = 1.5V 
“cycle Vj, in each case when 

((D) Vers = ZV (C) Vpp = 60V 


Ge 3 ANGULAR MEASUREMENT OF A SINE WAVE 


As you have seen, sine waves can be measured along the horizontal axis on a time ba- 
sis; however, since the time for completion of one full cycle or any portion of a cycle 
is frequency-dependent, it is often useful to specify points on the sine wave in terms of 
an angular measurement expressed in degrees or radians. Angular measurement is in- 
dependent of frequency. 


After completing this section, you should be able to 
¢ Describe angular relationships of sine waves 
¢ Show how to measure a sine wave in terms of angles 
¢ Define radian 
¢ Convert radians to degrees 


¢ Determine the phase of a sine wave 


A sinusoidal voltage can be produced by an alternator, which is an ac generator. There 
is a direct relationship between the rotation of the rotor in an alternator and the sine wave 
output. Thus, the angular measurement of the rotor’s position is directly related to the an- 
gle assigned to the sine wave. 


Angular Measurement 1 rad 


A degree is an angular measurement corresponding to 1/360 of a circle or a complete rev- EX \ 
olution. A radian (rad) is the angle formed when the distance along the circumference of 

a circle is equal to the radius of the circle. One radian is equivalent to 57.3°, as illustrated 

in Figure 17. In a 360° revolution, there are 277 radians. 


The Greek letter 77 (pi) represents the ratio of the circumference of any circle to its 


diameter and has a constant value of approximately 3.1416. A FIGURE 17 
Scientific calculators have a 7 function so that the actual numerical value does not have to Angular measurement showing rela- 
be entered. tionship of the radian to degrees. 
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Table 1 lists several values of degrees and the corresponding radian values. These angu- 
lar measurements are illustrated in Figure 18. 


V TABLE 1 90°, m/2 rad 
DEGREES (°) RADIANS (RAD) cy liable 
0 0 
45 7/4 cee oer 
90 Bp rei 360°, 27 rad 
135 37/4 
180 7 225°, 57/4 rad 315°, 77/4 rad 
DUS 57/4 
270°, 32/2 rad 
270 37/2 
A FIGURE 18 
315 Tala Angular measurements starting at 0° 
360 Qa and going counterclockwise. 


Radian/Degree Conversion 


Degrees can be converted to radians using Equation 13. 


Equation 13 rad = | — = Xx degrees 
Similarly, radians can be converted to degrees with Equation 14. 
; 180° 
Equation 14 degrees = x rad 
a rad 


EXAMPLE 7 (a) Convert 60° to radians. (b) Convert 77/6 radian to degrees. 


180° 3 


180° \f 7 
(b) Degrees = rad } = 30° 
a rad /\ 6 


Related Problem (a) Convert 15° to radians. (b) Convert 57/8 radians to degrees. 


al 
Solution (a) Rad = & Jeo a ad 


Sine Wave Angles 


The angular measurement of a sine wave is based on 360° or 27 rad for a complete cy- 
cle. A half-cycle is 180° or 7 rad; a quarter-cycle is 90° or 77/2 rad; and so on. Figure 19(a) 
shows angles in degrees over a full cycle of a sine wave; part (b) shows the same points 
in radians. 
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y vy 
(a) Degrees (b) Radians 


A FIGURE 19 


Sine wave angles. 


Phase of a Sine Wave 


The phase of a sine wave is an angular measurement that specifies the position of that sine 
wave relative to a reference. Figure 20 shows one cycle of a sine wave to be used as the ref- 
erence. Note that the first positive-going crossing of the horizontal axis (zero crossing) is 
at 0° (0 rad), and the positive peak is at 90° (77/2 rad). The negative-going zero crossing is 
at 180° (a rad), and the negative peak is at 270° (37r/2 rad). The cycle is completed at 
360° (277 rad). When the sine wave is shifted left or right with respect to this reference, 
there is a phase shift. 


Positive peak (90°) 


Positive-going 
zero crossing (0°) 
i 
90° 
(1/2) 


Negative-going 
zero crossing (180°) 
| 
270° 
(37/2) 


Negative peak (270°) 


A FIGURE 20 


Phase reference. 


Figure 21 illustrates phase shifts of a sine wave. In part (a), sine wave B is shifted to the 
right by 90° (7/2 rad) with respect to sine wave A. Thus, there is a phase angle of 90° be- 
tween sine wave A and sine wave B. In terms of time, the positive peak of sine wave B oc- 
curs later than the positive peak of sine wave A because time increases to the right along the 
horizontal axis. In this case, sine wave B is said to lag sine wave A by 90° or 7/2 radians. 
In other words, sine wave A leads sine wave B by 90°. 

In Figure 21(b), sine wave B is shown shifted left by 90° with respect to sine wave A. 
Thus, again there is a phase angle of 90° between sine wave A and sine wave B. In this case, 
the positive peak of sine wave B occurs earlier in time than that of sine wave A; therefore, 
sine wave B is said to lead sine wave A by 90°. In both cases there is a 90° phase angle be- 
tween the two waveforms. 
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A B B A 
90° — 90° 0° 
Y 
(a) A leads B by 90°, or B lags A by 90°. (b) B leads A by 90°, or A lags B by 90°. 

A FIGURE 21 

Illustration of a phase shift. 
EXAMPLE 8 What are the phase angles between sine waves A and B in Figure 22(a) and 22(b)? 
® FIGURE 22 

A A 
A 
> > 
0°1.745°90° 135° 
Y Y 
(a) (b) 

Solution In Figure 22(a), the zero crossing of sine wave A is at 0°, and the corresponding zero 
crossing of sine wave B is at 45°. There is a 45° phase angle between the two wave- 
forms with sine wave A leading. 

In Figure 22(b) the zero crossing of sine wave B is at —30°, and the corresponding 
zero crossing of sine wave A is at 0°. There is a 30° phase angle between the two 
waveforms with sine wave B leading. 

Related Problem _ If the positive-going zero crossing of one sine wave is at 15° relative to the 0° refer- 
ence and that of the second sine wave is at 23° relative to the 0° reference, what is the 
phase angle between the sine waves? 


When you measure the phase shift between two waveforms on an oscilloscope, you should 
align the waveforms vertically and make them appear to have the same amplitude. This is 
done by taking one of the channels out of vertical calibration and adjusting the corresponding 
waveform until its apparent amplitude equals that of the other waveform. This procedure 
eliminates the error caused if both waveforms are not measured at their exact center. 


Polyphase Power 


One important application of phase-shifted sine waves is in electrical power systems. Elec- 
trical utilities generate ac with three phases that are separated by 120° as shown in Figure 23. 
The reference is called neutral. Normally, three-phase power is delivered to the user with 
four lines—three hot lines and neutral. There are important advantages to three-phase power 
for ac motors. Three-phase motors are more efficient and simpler than an equivalent single- 
phase motor. Motors are discussed further in Section 7. 


www.EngineeringBooksPdf.com 


INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


A <4 FIGURE 23 
Phase 1 Phase 2 Phase 3 


AMT 


<- 120° oe 120° oe 120° >| 
v 


Three-phase power waveforms. 


The three phases can be split up by the utility company to supply three separate single- 
phase systems. If only one of the three phases plus neutral is supplied, the result is standard 
120 V, which is single-phase power. Single-phase power is distributed to residential and 
small commercial buildings; it consists of two 120 V hot lines that are 180° out of phase 
with each other and a neutral, which is grounded at the service entrance. The two hot lines 
allow for connecting to 240 V for high-power appliances (dryers, air conditioners). 


of a sine wave occurs at 0°, at what angle does 


ees, OF radians. 
es, OF radians. 


A 


45° 90° 


4 THE SINE WAVE FORMULA 


A sine wave can be graphically represented by voltage or current values on the vertical 
axis and by angular measurement (degrees or radians) along the horizontal axis. This 
graph can be expressed mathematically, as you will see. 
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A generalized graph of one cycle of a sine wave is shown in Figure 25. The sine wave 
amplitude, A, is the maximum value of the voltage or current on the vertical axis; angular 
values run along the horizontal axis. The variable y is an instantaneous value representing 
either voltage or current at a given angle, 0. The symbol 6 is the Greek letter theta. 


> FIGURE 25 Vorl 


One cycle of a generic sine wave 
showing amplitude and phase. 


All electrical sine waves follow a specific mathematical formula. The general expres- 
sion for the sine wave curve in Figure 25 is 


Equation 15 y = Asind 


This formula states that any point on the sine wave, represented by an instantaneous value y, 
is equal to the maximum value A times the sine (sin) of the angle @ at that point. For exam- 
ple, a certain voltage sine wave has a peak value of 10 V. The instantaneous voltage at a point 
60° along the horizontal axis can be calculated as follows, where y = v and A = V,;: 


v = V,sin@ = (10 V)sin 60° = (10 V)0.866 = 8.66 V 


Figure 26 shows this particular instantaneous value on the curve. You can find the sine of 
any angle on most calculators by first entering the value of the angle and then pressing the 
SIN key. The calculator must be in the degree mode. 


» FIGURE 26 V(V) 
A 


Illustration of the instantaneous 
value of a voltage sine wave at 10 
6 = 60°. 8.66 


0° —- 60° 90° 


Derivation of the Sine Wave Formula 


As you move along the horizontal axis of a sine wave, the angle increases and the magni- 
tude (height along the y axis) varies. At any given instant, the magnitude of a sine wave can 
be described by the values of the phase angle and the amplitude (maximum height) and can, 
therefore, be represented as a phasor quantity. A phasor quantity is one that has both mag- 
nitude and direction (phase angle). A phasor is represented graphically as an arrow that ro- 
tates around a fixed point. The length of a sine wave phasor is the peak value (amplitude), 
and its angular position as it rotates is the phase angle. One full cycle of a sine wave can be 
viewed as the rotation of a phasor through 360°. 
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Figure 27 illustrates a phasor rotating counterclockwise through a complete revolution 
of 360°. If the tip of the phasor is projected over to a graph with the phase angles running 
along the horizontal axis, a sine wave is “traced out,” as shown in the figure. At each angu- 
lar position of the phasor, there is a corresponding magnitude value. As you can see, at 90° 
and at 270°, the amplitude of the sine wave is maximum and equal to the length of the pha- 
sor. At 0° and at 180°, the sine wave is equal to zero because the phasor lies horizontally at 
these points. 


180° 
SL 25° 270° 315° 360° 
~ 6 


I 
| 
| I 
| | 
| | 
0° 45° 90° 135° 


Let’s examine a phasor representation at one specific angle. Figure 28 shows the voltage 
phasor at an angular position of 45° and the corresponding point on the sine wave. The in- 
stantaneous value, v, of the sine wave at this point is related to both the position (angle) and 
the length (amplitude) of the phasor. The vertical distance from the phasor tip down to the 
horizontal axis represents the instantaneous value of the sine wave at that point. 


> 6 


Notice that when a vertical line is drawn from the phasor tip down to the horizontal axis, 
a right triangle is formed, as shown in Figure 28. The length of the phasor is the hy- 
potenuse of the triangle, and the vertical projection is the opposite side. From trigonometry, 
the opposite side of a right triangle is equal to the hypotenuse times the sine of the angle 0. 
In this case, the length of the phasor is the peak value of the voltage sine wave, V,,. Thus, the 
opposite side of the triangle, which is the instantaneous value, can be expressed as 


v = V,sin 0 
This formula also applies to a current sine wave. 


i = I,sin0 


Expressions for Phase-Shifted Sine Waves 


When a sine wave is shifted to the right of the reference (lags) by a certain angle, @, (Greek 
letter phi) as illustrated in Figure 29(a), the general expression is 


y = Asin(O — @) 


<4 FIGURE 27 


Sine wave represented by a rotating 
phasor. 


<( FIGURE 28 


Right triangle derivation of sine wave 


formula, v = V, sin 0. 


Equation 16 


Equation 17 


Equation 18 
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> 6 


(a) y=A sin (0— @) (b) y=A sin (9+ @) 


A FIGURE 29 


Shifted sine waves. 


where y represents instantaneous voltage or current, and A represents the peak value 
(amplitude). When a sine wave is shifted to the left of the reference (leads) by a certain 
angle, @, as shown in Figure 29(b), the general expression is 


Equation 19 y = Asin(O + ) 


EXAMPLE 9 Determine the instantaneous value at 90° on the horizontal axis for each voltage sine 
wave in Figure 30. 


» FIGURE 30 


Solution Sine wave A is the reference. Sine wave B is shifted left 20° with respect to A, so B 
leads. Sine wave C is shifted right 45° with respect to A, so C lags. 
va = V,sin@ = (10 V)sin 90° = 10V 
vg = V,sin(@ + dg) = (5 V)sin(90° + 20°) = (5 V)sin 110° = 4.70 V 
vc = V,sin(@ — oc) = (8 V)sin(90° — 45°) = (8 V)sin 45° = 5.66 V 


Related Problem A sine wave has a peak value of 20 V. What is the instantaneous value at +65° from 
the 0° reference? 


he following angles: 
(©) 90° 
eous value at 120° for the sine wave in Figure 26. 


taneous value at 45° on a voltage sine wave that leads the zero 
10V). 
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5 ANALYSIS OF AC CIRCUITS 


When a time-varying ac voltage such as a sinusoidal voltage is applied to a circuit, the 
circuit laws and power formulas that you studied earlier still apply. Ohm’s law, Kirch- 
hoff’s laws and the power formulas apply to ac circuits in the same way that they 
apply to de circuits. 


After completing this section, you should be able to 
¢ Apply the basic circuit laws to resistive ac circuits 
« Apply Ohm’s law to resistive circuits with ac sources 
¢ Apply Kirchhoff’s voltage law and current law to resistive circuits with ac sources 
¢ Determine power in resistive ac circuits 


¢ Determine total voltages that have both ac and dc components 


If a sinusoidal voltage is applied across a resistor, as shown in Figure 31, there is a 
sinusoidal current. The current is zero when the voltage is zero and is maximum when the 
voltage is maximum. When the voltage changes polarity, the current reverses direction. As 
a result, the voltage and current are said to be in phase with each other. 

When you use Ohm’s law in ac circuits, remember that both the voltage and the current 
must be expressed consistently, that is, both as peak values, both as rms values, both as av- 
erage values, and so on. 


Sine wave generator <¢ FIGURE 31 


W/7/ 


A sinusoidal voltage produces a 
sinusoidal current. 


Kirchhoff’s voltage and current laws apply to ac circuits as well as to dc circuits. Figure 32 
illustrates Kirchhoff’s voltage law in a resistive circuit that has a sinusoidal voltage 
source. As you can see, the source voltage is the sum of all the voltage drops across the re- 
sistors, just as in a de circuit. 


<¢ FIGURE 32 


Illustration of Kirchhoff’s voltage law 
in an ac circuit. 
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Power in resistive ac circuits is determined the same as for dc circuits except that you 
must use rms values of current and voltage. Recall that the rms value of a sine wave volt- 
age is equivalent to a dc voltage of the same value in terms of its heating effect. The gen- 
eral power formulas are restated for a resistive ac circuit as 


P = Vims/tms 
p = Vims 
R 
P = FrmsR 
EXAMPLE 10 Determine the rms voltage across each resistor and the rms current in Figure 33. The 


source voltage is given as an rms value. Also, determine the total power. 


» FIGURE 33 


R 
1.0kO 


V, 
120 V 


Ry 
560 0 


Solution The total resistance of the circuit is 
Riop = Ry + Ro = 1.0k0, + 5600 = 1.56k0, 
Use Ohm’s law to find the rms current. 


Vs(ms) 120 V 
Riot 1.56 kO 


= 76.9mA 


Trms 


The rms voltage drop across each resistor is 
Viems) = lemsy = (76.9mA)(1.0kO) = 76.9 V 
Voams) = Iims2 = (76.9mA)(560 ©) = 43.1V 
The total power is 
Peek = (76.9 mA)*(1.56kQ) = 9.23 W 


Related Problem Repeat this example for a source voltage of 10 V peak. 


Open Multisim file E08-10; files are found at www.pearsonhighered.com/floyd/. Measure the 
> rms voltage across each resistor and compare to the calculated values. Change the 


source voltage to a peak value of 10 V, measure each resistor voltage, and compare to 
your calculated values. 


EXAMPLE 11 All values in Figure 34 are given in rms. 
(a) Find the unknown peak voltage drop in Figure 34(a). 
(b) Find the total rms current in Figure 34(b). 
(c) Find the total power in Figure 34(b). 
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10mA = R, 3m = R 


R, 
12V 
V, Ry V, 
24V 8V 24V 
R; 
(a) (b) 
A FIGURE 34 


Solution (a) Use Kirchhoff’s voltage law to find V3. 
V, = V\ =F V> =F V3 


Vacs) = V sms) me Vics) - VoGms) = 24V —-12V — 8 V =4V 


Convert rms to peak. 


Vag) — 1414 Va6ms) — 1.414(4V) = 5.66 V 


(b) Use Kirchhoff’s current law to find J/,,;. 


rama iam) © (2¢msy) — 1OmA + 3mA = 13mA 


(C) Pror = Vemshrms = (24 V)(13 mA) = 312mW 


Related Problem A series circuit has the following voltage drops: Viqms) = 3.50 V, Vap) = 4.25 V, 
V3 (avg) = 1.70 V. Determine the peak-to-peak source voltage. 


Superimposed DC and AC Voltages 


In many practical circuits, you will find both de and ac voltages combined. An example of 
this is in amplifier circuits where ac signal voltages are superimposed on dc operating volt- 
ages. Figure 35 shows a dc source and an ac source in series. These two voltages will add 
algebraically to produce an ac voltage “riding” on a dc level, as measured across the resistor. 


<4 FIGURE 35 
“ @) Superimposed dc and ac voltages. 


r= Vae* Ve 
fe 


If Vpc is greater than the peak value of the sinusoidal voltage, the combined ac and de 
voltage is a sine wave that never reverses polarity and is therefore nonalternating. That is, 
the sine wave is riding on a dc level, as shown in Figure 36(a). If Vpc is less than the peak 
value of the sine wave, the sine wave will be negative during a portion of its lower half- 
cycle, as illustrated in Figure 36(b), and is therefore alternating. In either case, the sine 
wave will reach a maximum voltage equal to Vpc + V,, and it will reach a minimum volt- 
age equal to Vpc — V+. 
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» FIGURE 36 A 


Sine waves with dc levels. 


Voc 
0 >t 0 
y Y 
(a) Vpc > V,,. The sine wave never goes (b) Voc < V,. The sine wave reverses 
negative. polarity during a portion of its cycle. 


12V + 10V = 22 V 


= 12V-10V =2V 


362 


www.EngineeringBooksPdf.com 


INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


The minimum voltage across R is 
Vee pe — Vp — —4V 


Therefore, Vaio is an alternating sine wave that varies from +16 V to —4 V, as 
shown in Figure 38(b). 


Related Problem Explain why the waveform in Figure 38(a) is nonalternating but the waveform in part 
(b) is considered to be alternating. 


with a half-cycle average value of 12.5 V is applied to a circuit with 
. What is the peak current in the circuit? 


in a series resistive circuit are 6.2 V, 11.3 V, and 7.8 V. What is 
source voltage? 


positive value of the resulting total voltage when a sine wave 
to a dc voltage of +2.5 V? 


ge in Question 3 alternate polarity? 
estion 3 is —2.5 V, what is the maximum positive value of the 


Gs 6 ALTERNATORS (AC GENERATORS) 


An alternator is an ac generator that converts energy of motion into electrical energy. 
Although it is similar to a de generator, the alternator is more efficient than the dc gen- 
erator. Alternators are widely used in vehicles, boats, and other applications even when 
dc is the final output. 


After completing this section, you should be able to 
¢ Describe how an alternator generates electricity 
¢ Identify the main parts of an alternator, including the rotor, stator, and slip rings 
¢ Explain why the output of a rotating-field alternator is taken from the stator 
¢ Describe the purpose of the slip rings 


¢ Explain how an alternator can be used to produce dc 


Simplified Alternator 


Both the dc generator and the alternator, which generates ac voltage, are based on the prin- 
ciple of electromagnetic induction that produces a voltage when there is relative motion 
between a magnetic field and a conductor. For a simplified alternator, a single rotating loop 
passes permanent magnetic poles. The natural voltage that is generated by a rotating loop 
is ac. In an alternator, instead of the split rings used in a de generator, solid rings called slip 
rings are used to connect to the rotor, and the output is ac. The simplest form of an alterna- 
tor has the same appearance as a dc generator except for the slip rings, as shown in 
Figure 39. 
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> FIGURE 39 


A simplified alternator. 


Equation 20 


> FIGURE 40 


Four poles produce twice the 
frequency of two poles for the same 
rotational speed. 
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Armature 


Pole piece 


gp 
oe 


on 


so 


Slip ring 


i. Magnetic field 


R, 


Frequency 


In the simplified alternator in Figure 39, each revolution of the loop produces one cycle of 
a sine wave. The positive and negative peaks occur when the loop cuts the maximum num- 
ber of flux lines. The rate the loop spins determines the time for one complete cycle and the 
frequency. If it takes 1/60 of a second to make a revolution, the period of the sine wave is 
1/60 of a second and the frequency is 60 Hz. Thus, the faster the loop rotates, the higher 
the frequency. 

Another way of achieving a higher frequency is to use more magnetic poles. When four 
poles are used instead of two, as shown in Figure 40, the conductor passes under a north 
and a south pole during one-half a revolution, which doubles the frequency. Alternators can 
have many more poles, depending on the requirements; some have as many as 100. The 
number of poles and the speed of the rotor determine the frequency in accordance with the 
following equation: 


where fis the frequency in hertz, N is the number of poles, and s is the rotational speed in 
revolutions per minute. 


< rev >| 


EXAMPLE 13 


Solution 


Related Problem 


Assume a large alternator is turned by a turbine at 300 rpm and has 24 poles. What is 
the output frequency? 
Ns — (24)(300 rpm) 


f=—= = 60 Hz 
120 120 


At what speed must the rotor move to produce a 50 Hz output? 
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Practical Alternators 


The single loop in our simplified alternator produces only a tiny voltage. In a practical al- 
ternator, hundreds of loops are wound on a magnetic core, which forms the rotor. Practical 
alternators usually have fixed windings surrounding the rotor instead of permanent mag- 
nets. Depending on the type of alternator, these fixed windings can either provide the mag- 
netic field (in which case they are called field windings) or act as the fixed conductors that 
produce the output (in which case they are the armature windings). 


Rotating-Armature Alternators In a rotating-armature alternator, the magnetic field is 
stationary and is supplied by permanent magnets or electromagnets operated from dc. With 
electromagnets, field windings are used instead of permanent magnets and provide a fixed 
magnetic field that interacts with the rotor coils. Power is generated in the rotating assem- 
bly and supplied to the load through the slip rings. 

In a rotating-armature alternator, the rotor is the component from which power is taken. 
In addition to hundreds of windings, the practical rotating-armature alternator usually has 
many pole pairs in the stator that alternate as north and south poles, which serve to increase 
the output frequency. 


Rotating-Field Alternator The rotating-armature alternator is generally limited to low- 
power applications because all output current must pass through the slip rings and brushes. 
To avoid this problem, rotating-field alternators take the output from the stator coils and use 
a rotating magnet, hence the name. Small alternators may have a permanent magnet for a 
rotor, but most use an electromagnet formed by a wound rotor. A relatively small amount 
of dc is supplied to the rotor (through the slip rings) to power the electromagnet. As the ro- 
tating magnetic field sweeps by the stator windings, power is generated in the stator. The 
stator is therefore the armature in this case. 

Figure 41 shows how a rotating-field alternator can generate three-phase sine waves. 
(For simplicity, a permanent magnet is shown for the rotor.) AC is generated in each wind- 
ings as the north pole and the south pole of the rotor alternately sweep by a stator winding. 
If the north pole generates the positive portion of the sine wave, the south pole will gener- 
ate the negative portion; thus, one rotation produces a complete sine wave. Each winding 
has a sine wave output; but because the windings are separated by 120°, the three sine waves 
are also shifted by 120°. This produces the three-phase output as shown. Most alternators 
generate three-phase voltage because it is more efficient to produce and is widely used in 
industry. If the final output is dc, three-phase is easier to convert to de. 


Stator winding Outputs 


Phase 1 
Rotor Phase 1 Phase 2 


Neutral 


Phase 3 


Phase 3 


—— “vs 


A FIGURE 41 


The rotor shown is a permanent magnet that produces a strong magnetic field. As it sweeps by each 
stator winding, a sine wave is produced across that winding. The neutral is the reference. 
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Rotor Current 


A wound rotor offers important control advantages to alternators. A wound rotor enables 
control over the strength of the magnetic field by controlling the rotor current and hence the 
output voltage. For wound rotors, dc must be supplied to the rotor. This current is usually 
supplied through brushes and slip rings, which are made of a continuous ring of material, 
(unlike a commutator, which is segmented). Because the brushes need to pass only the 
magnetizing rotor current, they last longer and are smaller than the brushes in an equivalent 
de generator, which pass all of the output current. 

In wound-rotor alternators, the only current through the brushes and slip rings is the dc 
that is used to maintain its magnetic field. The dc is usually derived from a small portion of 
the output current, which is taken from the stator and converted to dc. Large alternators, 
such as in power stations, may have a separate dc generator, called an exciter, to supply 
current to the field coils. An exciter can respond very fast to changes in output voltage to 
keep the alternator’s output constant, an important consideration in high-power alternators. 
Some exciters are set up using a stationary field with the armature on the rotating main 
shaft. The result is a brushless system because the exciter output is on the rotating shaft. A 
brushless system eliminates the primary maintenance issue with large alternators in clean- 
ing, repairing, and replacing brushes. 


An Application 


Alternators are used in nearly all modern automobiles, trucks, tractors, and other vehicles. 
In vehicles, the output is usually three-phase ac taken from stator windings and then con- 
verted to de with diodes that are housed inside the alternator case. (Diodes are solid-state 
devices that allow current in only one direction.) Current to the rotor is controlled by a volt- 
age regulator, which is also internal to the alternator. The voltage regulator keeps the out- 
put voltage relatively constant for engine speed changes or changing loads. Alternators 
have replaced de generators in automobiles and most other applications because they are 
more efficient and more reliable. 

Important parts of a small alternator, such as you might find in an automobile are 
shown in Figure 42. Like a self-excited generator, the rotor has a small residual 
magnetism to begin with, so an ac voltage is generated in the stator as soon as the 
rotor starts spinning. This ac is converted to dc by a set of diodes. A portion of the de is 
used to provide current to the rotor; the rest is available for the loads. The amount of current 


Housing 


Stator coils 


Diode plate 


x 


Slip rings 


A FIGURE 42 


Simplified view of a rotor, stator, and diode plate for a small alternator that produces dc. 
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required by the rotor is much less than the total current from the alternator, so it can 
easily provide the required current to the load. 

In addition to the fact that three-phase voltage is more efficient to produce, it can pro- 
duce a stable dc output easily by using two diodes in each winding. Since vehicles require 
dc for the charging system and loads, the output of the alternator is converted to dc inter- 
nally using a diode array mounted on a diode plate. Thus, a standard three-phase automo- 
tive alternator will normally have six diodes inside to convert the output to dc. (Some 
alternators have six independent stator coils and twelve diodes.) 


is an exciter? 


two factors affect the frequency of an alternator? 
e advantage of taking the output from the stator in a rotating-field alternator? 


he purpose of the diodes in an automobile alternator? 


7 AC Motors 


Motors are electromagnetic devices that represent the most common loads for ac in 
power applications. AC motors are used to operate household appliances such as heat 
pumps, refrigerators, washers, dryers, and vacuums. In industry, ac motors are used in 
many applications to move and process materials as well as refrigeration and heating 
units, machining operations, pumps, and much more. In this section, the two major 
types of ac motors, induction motors and synchronous motors, are introduced. 


After completing this section, you should be able to 
¢ Explain how ac motors convert electrical energy into rotational motion 
¢ Cite the main differences between induction and synchronous motors 
¢ Explain how the magnetic field rotates in an ac motor 


¢ Explain how an induction motor develops torque 


AC Motor Classification 


The two major classifications of ac motors are induction motors and synchronous motors. 
Several considerations determine which of these types are best for any given application. 
These considerations include the speed and power requirements, voltage rating, load char- 
acteristics (such as starting torque required), efficiency requirements, maintenance require- 
ments, and operating environment (such as underwater operation or temperature). 

An induction motor is so named because a magnetic field induces current in the ro- 
tor, creating a magnetic field that interacts with the stator field. Normally, there is no 
electrical connection to the rotor!, so there is no need for slip rings or brushes, which 
tend to wear out. The rotor current is caused by electromagnetic induction, which also 
occurs in transformers, so induction motors are said to work by transformer action. 

In a synchronous motor, the rotor moves in sync (at the same rate) as the rotating field 
of the stator. Synchronous motors are used in applications where maintaining constant 


‘An exception is the wound-rotor motor, which is a type of large induction motor that generally has limited 
application. 
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ANDS DNSIP 


New motor 
technology for high 
power motors will use 
high temperature 
superconductors 


(HTS). The new technology 
significantly reduces the size and 
weight of large motors by 
hundreds of tons. One application 
is for ships’ propulsion motors, 
which will reduce fuel 
consumption and free up space on 
board. A 49,000 HP HTS motor has 
passed initial tests for the Navy and 
will be installed in the near future 
on Navy ships. 


Inputs 


Phase | 
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speed is important. Synchronous motors are not self-starting and must receive starting 
torque from an external source or from built-in starting windings. Like alternators, syn- 
chronous motors use slip rings and brushes to provide current to the rotor. 


Rotating Stator Field 


Both synchronous and induction ac motors have a similar arrangement for the stator wind- 
ings, which allow the magnetic field of the stator to rotate. The rotating stator field is equiv- 
alent to moving a magnet in a circle except that the rotating field is produced electrically, 
with no moving parts. 

How can the magnetic field in the stator rotate if the stator itself does not move? The 
rotating field is created by the changing ac itself. Let’s look at a rotating field with a 
three-phase stator, as shown in Figure 43. Notice that one of the three phases “dominates” at 
different times. When phase | is at 90°, the current in the phase | winding is at a maxi- 
mum and current in the other windings is smaller. Therefore, the stator magnetic field 
will be oriented toward the phase-1 stator winding. As the phase-1 current declines, the 
phase-2 current increases, and the field rotates toward the phase-2 winding. The mag- 
netic field will be oriented toward the phase-2 winding when current in it is a maximum. 
As the phase-2 current declines, the phase-3 current increases, and the field rotates to- 
ward the phase-3 winding. The process repeats as the field returns to the phase-1 wind- 
ing. Thus, the field rotates at a rate determined by the frequency of the applied voltage. 
With a more detailed analysis, it can be shown that the magnitude of the field is un- 
changed; only the direction of the field changes. 

As the stator field moves, the rotor moves in sync with it in a synchronous motor but 
lags behind in an induction motor. The rate the stator field moves is called the synchronous 
speed of the motor. 


Induced magnetic field 
from the 3-phase inputs 


Phase 2 


Phase 3 


Inputs 


A FIGURE 43 


The application of three phases to the stator produces a net magnetic field as shown by the red 
arrow. The rotor (not shown) moves in response to this field. 
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Induction Motors 


The theory of operation is essentially the same for both single-phase and three-phase in- 
duction motors. Both types use the rotating field described previously, but the single-phase 
motor requires starting windings or another method to produce torque for starting the mo- 
tor, whereas the three-phase motor is self-starting. When starting windings are employed in 
a single-phase motor, they are removed from the circuit by a mechanical centrifugal switch 
as the motor speeds up. 

The core of the induction motor’s rotor consists of an aluminum frame that forms the con- 
ductors for the circulating current in the rotor. (Some larger induction motors use copper bars.) 
The aluminum frame is similar in appearance to the exercise wheel for pet squirrels (common 
in the early 20th century), so it is aptly called a squirrel cage, illustrated in Figure 44. The alu- 
minum squirrel cage itself is the electrical path; it is embedded within a ferromagnetic mate- 
rial to provide a low reluctance magnetic path through the rotor. In addition, the rotor has 
cooling fins that may be molded into the same piece of aluminum as the squirrel cage. The en- 
tire assembly must be balanced so that it spins easily and without vibrating. 


Ferromagnetic <4 FIGURE 44 
material 


Diagram of a squirrel-cage rotor. 


Aluminum 
conductors 


Operation of an Induction Motor When the magnetic field from the stator moves 
across the squirrel cage of the inductor, a current is generated in the squirrel cage. This cur- 
rent creates a magnetic field that reacts with the moving field of the stator, causing the ro- 
tor to start turning. The rotor will try to “catch-up” with the moving field, but cannot, in a 
condition known as slip. Slip is defined as the difference between the synchronous speed 
of the stator and the rotor speed. The rotor can never reach the synchronous speed of the 
stator field because, if it did, it would not cut any field lines and the torque would drop to 
zero. Without torque, the rotor could not turn itself. 

Initially, before the rotor starts moving, there is no back emf, so the stator current is 
high. As the rotor speeds up, it generates a back emf that opposes the stator current. As the 
motor speeds up, the torque produced balances the load and the current is just enough to 
keep the rotor turning. The running current is significantly lower than the initial start-up 
current because of the back emf. If the load on the motor is then increased, the motor will 
slow down and generate less back emf. This increases the current to the motor and in- 
creases the torque it can apply to the load. Thus, an induction motor can operate over a 
range of speeds and torque. Maximum torque occurs when the rotor is spinning at about 
75% of the synchronous speed. 


Synchronous Motors 


Recall that an induction motor develops no torque if it runs at the synchronous speed, so it 
must run slower than the synchronous speed, depending on the load. The synchronous mo- 
tor will run at the synchronous speed and still develop the required torque for different loads. 
The only way to change the speed of a synchronous motor is to change the frequency. 

The fact that synchronous motors maintain a constant speed for all load conditions is a 
major advantage in certain industrial operations and in applications where clock or timing 
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requirements are involved (such as a telescope drive motor or a chart recorder). In fact, the 
first application of synchronous motors was in electric clocks (in 1917). 

Another important advantage to large synchronous motors is their efficiency. Although 
their original cost is higher than a comparable induction motor, the savings in power will 
often pay for the cost difference in a few years. 


Operation of a Synchronous Motor Essentially, the rotating stator field of the synchro- 
nous motor is identical to that of an induction motor. The primary difference in the two mo- 
tors is in the rotor. The induction motor has a rotor that is electrically isolated from a 
supply, and the synchronous motor uses a magnet to follow the rotating stator field. Small 
synchronous motors use a permanent magnet for the rotor; larger motors use an electro- 
magnet. When an electromagnet is used, dc is supplied from an external source via slip 
rings as in case of the alternator. 


s the main difference between an induction motor and a synchronous motor? 
appens to the magnitude of the rotating stator field as it moves? 

e purpose of a squirrel cage? 

erence to motors, what does the term slip mean? 


8 NONSINUSOIDAL WAVEFORMS 


Sine waves are important in electronics, but they are not the only type of ac or time- 
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varying waveform. Two other major types of waveforms are the pulse waveform and 
the triangular waveform. 


After completing this section, you should be able to 
¢ Identify the characteristics of basic nonsinusoidal waveforms 
¢ Discuss the properties of a pulse waveform 
¢ Define duty cycle 
¢ Discuss the properties of triangular and sawtooth waveforms 


¢ Discuss the harmonic content of a waveform 


Pulse Waveforms 


Basically, a pulse can be described as a very rapid transition (leading edge) from one volt- 
age or current level (baseline) to another level; and then, after an interval of time, a very 
rapid transition (trailing edge) back to the original baseline level. The transitions in level 
are called steps. An ideal pulse consists of two opposite-going steps of equal amplitude. 
When the leading or trailing edge is positive-going, it is called a rising edge. When the 
leading or trailing edge is negative-going, it is called a falling edge. 

Figure 45(a) shows an ideal positive-going pulse consisting of two equal but oppo- 
site instantaneous steps separated by an interval of time called the pulse width. Figure 
45(b) shows an ideal negative-going pulse. The height of the pulse measured from the 
baseline is its voltage (or current) amplitude. Commonly, analysis is simplified by treat- 
ing all pulses as ideal (composed of instantaneous steps and perfectly rectangular in 
shape). 
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Leading (rising) edge Leading (falling) edge <( FIGURE 45 
Trailing (falling) edge Trailing (rising) edge Ideal pulses. 
T y 7 \ Baseline 
Amplitude Amplitude 
4 Baseline 4 
|< Pulse >| |< Pulse—>| 
width width 
(a) Positive-going pulse (b) Negative-going pulse 


Actual pulses, however, are never ideal. Pulses cannot change from one level to an- 
other instantaneously. Time is always required for a transition (step), as illustrated in 
Figure 46(a). As you can see, there is an interval of time during which the pulse is rising 
from its lower value to its higher value. This interval is called the rise time, t,. 


Rise time is the time required for the pulse to go from 10% of its amplitude to 90% 
of its amplitude. 


The interval of time during which the pulse is falling from its higher value to its lower 
value is called the fall time, tf: 


Fall time is the time required for the pulse to go from 90% of its amplitude to 10% 
of its amplitude. 


Pulse width (ty) also requires a precise definition for the nonideal pulse because the 
leading and trailing edges are not vertical. 


Pulse width is the time between the point on the leading edge where the value is 
50% of the amplitude and the point on the trailing edge where the value is 50% of 
the amplitude. 


Pulse width is shown in Figure 46(b). 


<@ FIGURE 46 


Nonideal pulse. 


0.1A 


t 


= 


r 


it 
I 
(a) Rise and fall times (b) Pulse width 


Repetitive Pulses Any waveform that repeats itself at fixed intervals is periodic. 
Figure 47 shows some examples of periodic pulse waveforms. Notice that in each case, the 


>| Kty 


oe Ted a dd ee ee ee 
k—T—>| - a 
(a) (b) 
>| Kk ty 
<T>| 
(c) 
A FIGURE 47 


Repetitive pulse waveforms. 
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pulses repeat at regular intervals. The rate at which the pulses repeat is the pulse repetition 
frequency, which is the fundamental frequency of the waveform. The frequency can be ex- 
pressed in hertz or in pulses per second. The time from one pulse to the corresponding point 
on the next pulse is the period (7). The relationship between frequency and period is the 
same as with the sine wave, f = 1/T. 

An important characteristic of periodic pulse waveforms is the duty cycle. 


The duty cycle is the ratio of the pulse width (ty) to the period (7) and is usually 
expressed as a percentage. 


t 
Percent duty cycle = (*) 100% 


EXAMPLE 14 


Related Problem 


Solution 


Determine the period, frequency, and duty cycle for the pulse waveform in Figure 48. 


>| K lus 
<——10 ws ——> 


A FIGURE 48 


As indicated in Figure 48, the period is 
T = 10 ps 


Use Equations | and 21 to determine the frequency and duty cycle. 


a = 100kHz 


1 
fF Tous 


tw 1 pS 
Percent duty cycle = | — ]100% = | —— |100% = 10% 
If 10 ws 


A certain pulse waveform has a frequency of 200 kHz and a pulse width of 0.25 ws. 
Determine the duty cycle expressed as a percentage. 


Equation 22 


Square Waves A square wave is a pulse waveform with a duty cycle of 50%. Thus, the 
pulse width is equal to one-half of the period. A square wave is shown in Figure 49. 


> FIGURE 49 


Square wave. 
| AT | Ve T | 


The Average Value of a Pulse Waveform The average value of a pulse waveform is 
equal to its baseline value plus the product of its duty cycle and its amplitude. The lower 
level of a positive-going waveform or the upper level of a negative-going waveform is 
taken as the baseline. The formula for average voltage is as follows: 

Vayg = baseline + (duty cycle)(amplitude) 


The following example illustrates the calculation of the average voltage of pulse 
waveforms. 
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EXAMPLE 15 Determine the average voltage of each of the positive-going waveforms in Figure 50. 
V(V) 
—>|_|<~-1 ms 
0 <——10 ms > ae 
(a) 
Vv(v) V(V) 


> t (Us) 


10 20 30 40 50 60 


A FIGURE 50 


Solution In Figure 50(a), the baseline is at 0 V, the amplitude is 2 V, and the duty cycle is 10%. 
The average voltage is 


Vayg = baseline + (duty cycle)(amplitude) 
=0V+ O0.1)2V) = 0.2V 


The waveform in Figure 50(b) has a baseline of +1 V, an amplitude of 5 V, and a 
duty cycle of 50%. The average voltage is 


Vayg = baseline + (duty cycle)(amplitude) 
=1V+(05)5V)=1V4+25V=3.5V 


The waveform in Figure 50(c) is a square wave with a baseline of —1 V and an 
amplitude of 2 V. The duty cycle is 50%. The average voltage is 


Vave = baseline + (duty cycle)(amplitude) 
=-1V+052V)=-1V+1V=0V 
This is an alternating square wave, and, like an alternating sine wave, it has an average 


voltage of zero over a full cycle. 


Related Problem _ If the baseline of the waveform in Figure 50(a) is shifted to +1 V, what is the average 
voltage? 


Triangular and Sawtooth Waveforms 


Triangular and sawtooth waveforms are formed by voltage or current ramps. A ramp is 
a linear increase or decrease in the voltage or current. Figure 51 shows both positive- and 
negative-going ramps. In part (a), the ramp has a positive slope; in part (b), the ramp has 
a negative slope. The slope of a voltage ramp is +V/t and the slope of a current ramp 
is +J/t. 
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Voltage ramps. 
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i} Slope = + 
wee 


|<———  ——_>| |<———  ——_>| a 
(a) Positive ramp (b) Negative ramp 
EXAMPLE 16 What are the slopes of the voltage ramps in Figure 52? 
» FIGURE 52 
V(V) V(V) 
10}--- 
5 
0 5 oe 0 100" ic 
(a) (b) 
Solution In Figure 52(a), the voltage increases from 0 V to +10 V in 5 ms. Thus, V = 10 V and 
t = 5 ms. The slope is 
Vee LOR, 
= = 2 V/ms 
t Sms / 
In Figure 52(b), the voltage decreases from +5 V to 0 V in 100 ms. Thus, 
V = —S5 V andt = 100 ms. The slope is 
V =5 
_— = = — 0.05 V/ms 
t 100 ms / 
Related Problem A certain voltage ramp has a slope of +12 V/s. If the ramp starts at zero, what is the 


voltage at 0.01 ms? 
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Triangular Waveforms Figure 53 shows that a triangular waveform is composed of 
positive-going and negative-going ramps having equal slopes. The period of this waveform 
can be measured from one peak to the next corresponding peak, as illustrated. This partic- 
ular triangular waveform is alternating and has an average value of zero. 


> FIGURE 53 V 


Alternating triangular waveform. 


_ SS 


Figure 54 depicts a triangular waveform with a nonzero average value. The frequency 
for triangular waves is determined in the same way as for sine waves, that is, f = 1/T. 


www.EngineeringBooksPdf.com 


INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


V <4 FIGURE 54 


Nonalternating triangular waveform. 


Sawtooth Waveforms The sawtooth waveform is actually a special case of the triangu- 
lar waveform consisting of two ramps, one of much longer duration than the other. Saw- 
tooth waveforms are used in many electronic systems. For example, a sawtooth waveform 
is used in automatic test equipment, control systems, and certain types of displays, includ- 
ing analog oscilloscopes. 

Figure 55 is an example of a sawtooth waveform. Notice that it consists of a positive- 
going ramp of relatively long duration, followed by a negative-going ramp of relatively 
short duration. 


/<——__ T ——>| 


T—— | 


Harmonics 


A repetitive nonsinusoidal waveform contains sinusoidal waveforms with a fundamental 
frequency and harmonic frequencies. The fundamental frequency is the repetition rate of 
the waveform, and the harmonics are higher-frequency sine waves that are multiples of 
the fundamental. 


Odd Harmonics Odd harmonics are frequencies that are odd multiples of the fundamen- 
tal frequency of a waveform. For example, a 1 kHz square wave consists of a fundamental 
of | kHz and odd harmonics of 3 kHz, 5 kHz, 7 kHz, and so on. The 3 kHz frequency in this 
case is the third harmonic; the 5 kHz frequency is the fifth harmonic; and so on. 


Even Harmonics Even harmonics are frequencies that are even multiples of the funda- 
mental frequency. For example, if a certain wave has a fundamental of 200 Hz, the second 
harmonic is 400 Hz, the fourth harmonic is 800 Hz, the sixth harmonic is 1200 Hz, and so 
on. These are even harmonics. 


Composite Waveform Any variation from a pure sine wave produces harmonics. A 
nonsinusoidal wave is a composite of the fundamental and the harmonics. Some types of 
waveforms have only odd harmonics, some have only even harmonics, and some contain 
both. The shape of the wave is determined by its harmonic content. Generally, only the fun- 
damental frequency and the first few harmonics are of significant importance in determin- 
ing the wave shape. 

A square wave is an example of a waveform that consists of a fundamental frequency and 
only odd harmonics. When the instantaneous values of the fundamental and each odd har- 
monic are added algebraically at each point, the resulting curve will have the shape of a 
square wave, as illustrated in Figure 56. In part (a), the fundamental and the third harmonic 
produce a wave shape that begins to resemble a square wave. In part (b), the fundamental, 


<4 FIGURE 55 


Alternating sawtooth waveform. 


ANDS DNSIP 


The frequency 
response of an 
oscilloscope limits the 
accuracy with which 
waveforms can be 
accurately displayed. To view pulse 
waveforms, the frequency response 
must be high enough for all 
significant harmonics of the 
waveform. For example, a 100 MHz 
oscilloscope distorts a 100 MHz 
pulse waveform because the third, 
fifth, and higher harmonics are 
greatly attenuated. 
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A A Fundamental + 3rd + 5th + 7th 


Fundamental Ideal square wave 
ra 3rd harmonic 


5th harmonic 


7>t 


3rd harmonic 


(a) 


A FIGURE 56 
Odd harmonics combine to produce a square wave. 


third, and fifth harmonics produce a closer resemblance. When the seventh harmonic is 
included, as in part (c), the resulting wave shape becomes even more like a square wave. As 
more harmonics are included, a square wave is approached. 


(©) pulse width 


ing pulse waveform, the pulses are 200 ws wide and 
the frequency of this waveform? 


litude, and average value of the waveform in 


~ roms) 4s ius) 


(c) 


ir wave in Figure 57(b)? 
ooth wave in Figure 57(c)? 


fundamental frequency of 1 kHz? 
ncy of a square wave having a period of 10 jus? 
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4 9 THE OSCILLOSCOPE 


The oscilloscope, or (scope for short) is a widely used and versatile test instrument for 
observing and measuring waveforms. 


After completing this section, you should be able to 
¢ Use an oscilloscope to measure waveforms 
¢ Recognize common oscilloscope controls 
« Measure the amplitude of a waveform 


¢ Measure the period and frequency of a waveform 


The oscilloscope is basically a graph-displaying device that traces a graph of a meas- 
ured electrical signal on its screen. In most applications, the graph shows how signals 
change over time. The vertical axis of the display screen represents voltage and the hori- 
zontal axis represents time. You can measure amplitude, period, and frequency of a signal 
using an oscilloscope. Also, you can determine the pulse width, duty cycle, rise time, and 
fall time of a pulse waveform. Most scopes can display at least two signals on the screen at 
one time, enabling you to observe their time relationship. Typical oscilloscopes are shown 
in Figure 58. 


A FIGURE 58 


Typical oscilloscopes. Copyright © Tektronix. Reproduced by permission. 


Two basic types of oscilloscopes, analog and digital, can be used to view digital wave- 
forms. The analog scope works by applying the measured waveform directly to control the 
up and down motion of the electron beam in the cathode-ray tube (CRT) as it sweeps across 
the screen. As a result, the beam traces out the waveform pattern on the screen. The digital 
scope converts the measured waveform to digital information by a sampling process in an 
analog-to-digital converter (ADC). The digital information is then used to reconstruct the 
waveform on the screen. 

The digital scope is more widely used than the analog scope. However, either type can 
be used in many applications; each has characteristics that make it more suitable for cer- 
tain situations. An analog scope displays waveforms as they occur in “real time.” Digital 
scopes are useful for measuring transient pulses that may occur randomly or only once. 
Also, because information about the measured waveform can be stored in a digital scope, 
it may be viewed at some later time, printed out, or thoroughly analyzed by a computer or 
other means. 
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Basic Operation of Analog Oscilloscopes 


To measure a voltage, a probe must be connected from the scope to the point in a circuit at 
which the voltage is present. Generally, a X10 probe is used that reduces (attenuates) the 
signal amplitude by ten. The signal goes through the probe into the vertical circuits where 
it is either further attenuated (reduced) or amplified depending on the actual amplitude and 
on where you set the vertical control of the scope. The vertical circuits then drive the verti- 
cal deflection plates of the CRT. Also, the signal goes to the trigger circuits that trigger the 
horizontal circuits to initiate repetitive horizontal sweeps of the electron beam across the 
screen using a sawtooth waveform. There are many sweeps per second so that the beam ap- 
pears to form a solid line across the screen in the shape of the waveform. This basic opera- 
tion is illustrated in Figure 59. 


eT 
Vertical circuits 


Oscilloscope 


Trigger circuits) ————_ Horizontal circuits 


Serghei Velusceac/Fotolia 


A FIGURE 59 


Block diagram of an analog oscilloscope. 


Basic Operation of Digital Oscilloscopes 


Some parts of a digital scope are similar to the analog scope. However, the digital scope is 
more complex than an analog scope and typically has an LCD screen rather than a CRT. 
Rather than displaying a waveform as it occurs, the digital scope first acquires the meas- 
ured analog waveform and converts it to a digital format using an analog-to-digital con- 
verter (ADC). The digital data is stored and processed. The data then goes to the 
reconstruction and display circuits for display in its original analog form. Figure 60 shows 
a block diagram for a digital oscilloscope. 


Oscilloscope Controls 


A front panel view of a typical dual-channel oscilloscope is shown in Figure 61. Instru- 
ments vary depending on model and manufacturer, but most have certain common features. 
For example, the two vertical sections contain a Position control, a channel menu button, 
and a Volts/Div control. The horizontal section contains a Sec/Div control. 

Some of the main controls are now discussed. Refer to the user manual for complete de- 
tails of your particular scope. 


Vertical Controls In the Vertical section of the scope in Figure 61, there are identical 
controls for each of the two channels (CH1 and CH2). The position control lets you move 
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Acquisition circuits 


Oscilloscope 


Processing 


1010011010 | 


ADC 


—+-| 


Memory 


Serghei Velusceac/Fotolia 


Board under test 


A FIGURE 60 


Mneeencitcnitss, > 


Horizontal circuits 


Block diagram of a digital oscilloscope. 


‘SAVE/RECALL 


MENUS (J 
(HARDCOPY) 


HARDCOPY 


LC} 


HORIZONTAL 
Position fy 


HORIZONTAL 
MENU 


A FIGURE 61 


PROBE COMP 
5V IL 


1010011010 Reconstruction 
and display 
circuits 


TRIGGER 
LEVEL 


HOLDOFI 
TRIGGER MENU 


SET LEVEL TO 50% 
FORCE TRIGGER 


TRIGGER VIEW 


A typical dual-channel oscilloscope. Numbers below screen indicate the values for each division on 
the vertical (voltage) and horizontal (time) scales and can be varied using the vertical and horizontal 


controls on the scope. 


a displayed waveform up or down vertically on the screen. The Menu button provides for 
the selection of several items that appear on the screen, such as the coupling modes (ac, dc, 
or ground) and coarse or fine adjustment for the Volts/Div. The Volts/Div control adjusts 
the number of volts represented by each vertical division on the screen. The Volts/Div set- 
ting for each channel is displayed on the bottom of the screen. The Math Menu button pro- 
vides a selection of operations that can be performed on the input waveforms, such as 


subtraction and addition of signals. 


www.EngineeringBooksPdf.com 


379 


INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


Horizontal Controls In the Horizontal section, the controls apply to both channels. The 
Position control lets you move a displayed waveform left to right horizontally on the 
screen. The Horizontal Menu button provides for the selection of several items that appear 
on the screen such as the main time base, expanded view of a portion of a waveform, and 
other parameters. The Sec/Div control adjusts the time represented by each horizontal di- 
vision or main time base. The Sec/Div setting is displayed at the bottom of the screen. 


Trigger Controls In the Trigger section, the Level control determines the point on the 
triggering waveform where triggering occurs to initiate the sweep to display input wave- 
forms. The Trigger Menu button provides for the selection of several items that appear on 
the screen including edge or slope triggering, trigger source, trigger mode, and other pa- 
rameters. There is also an input for an external trigger signal. 

Triggering stabilizes a waveform on the screen and properly triggers on a pulse that oc- 
curs only one time or randomly. Also it allows you to observe time delays between two 
waveforms. Figure 62 compares a triggered to an untriggered signal. The untriggered sig- 
nal tends to drift across the screen producing what appears to be multiple waveforms. 


(a) Untriggered waveform display (b) Triggered waveform display 


A FIGURE 62 


Comparison of an untriggered and a triggered waveform on an oscilloscope. 


Coupling a Signal into the Scope Coupling is the method used to connect a signal volt- 
age to be measured into the oscilloscope. The DC and AC coupling modes are selected 
from the Vertical menu. DC coupling allows a waveform including its dc component to be 
displayed. AC coupling blocks the dc component of a signal so that you see the waveform 
centered at 0 V. The Ground mode allows you to connect the channel input to ground to see 
where the 0 V reference is on the screen. Figure 63 illustrates the result of DC and AC cou- 
pling using a sinusoidal waveform that has a dc component. 


fo pow 


(a) DC coupled waveform (b) AC coupled waveform 


A FIGURE 63 


Displays of the same waveform having a dc component. 
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The voltage probe, shown in Figure 64, is used for connecting a signal to the scope. 
Since all instruments tend to affect the circuit being measured due to loading, most scope 
probes provide an attenuation network to minimize loading effects. Probes that attenuate 
the measured signal by a factor of 10 are called X10 (times ten) probes. Probes with no at- 
tenuation are called <1 (times one) probes. Most oscilloscopes automatically adjust the 
calibration for the attenuation of the type of probe being used. For most measurements, the 
X10 probe should be used. However, if you are measuring very small signals, a X1 may 
be the best choice. 


-<¢ FIGURE 64 


An oscilloscope voltage probe. Copy- 
right © Tektronix, Inc. Reproduced 
by permission. 


The probe has an adjustment that allows you to compensate for the input capacitance of 
the scope. Most scopes have a probe compensation output that provides a calibrated square 
wave for probe compensation. Before making a measurement, you should make sure that 
the probe is properly compensated to eliminate any distortion introduced. Typically, there 
is a screw or other means of adjusting compensation on a probe. Figure 65 shows scope 
waveforms for three probe conditions: properly compensated, undercompensated, and 
overcompensated. If the waveform appears either over- or undercompensated, adjust the 
probe until the properly compensated square wave is achieved. 


Properly compensated Undercompensated Overcompensated 


A FIGURE 65 


Probe compensation conditions. 


EXAMPLE 17 Determine the peak-to-peak value and period of each sine wave in Figure 66 
from the digital scope screen displays and the settings for Volts/Div and Sec/Div, 
which are indicated under the screens. Sine waves are centered vertically on the 
screens. 
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Chi 0.5V 


(a) 


Ch1 2V 


Solution 


Ch1 50mV 


(b) 


Chi 5V 


(d) 


A FIGURE 66 


Looking at the vertical scale in Figure 66(a), 
Vpp = 6 divisions X 0.5 V/division = 3.0 V 
From the horizontal scale (one cycle covers ten divisions), 
T = 10divisions X 2 ms/division = 20 ms 
Looking at the vertical scale in Figure 66(b), 
Vpp = 5 divisions x 50 mV/division = 250 mV 
From the horizontal scale (one cycle covers six divisions), 
T = 6divisions X 0.1 ms/division = 0.6 ms = 600 js 
Looking at the vertical scale in Figure 66(c), 
Vpp = 6.8 divisions X 2 V/division = 13.6 V 
From the horizontal scale (one-half cycle covers ten divisions), 


T = 20 divisions X 10 ys/division = 200 us 
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Looking at the vertical scale in Figure 66(d), 

Vpp = 4 divisions X 5 V/division = 20 V 
From the horizontal scale (one cycle covers two divisions), 

T = 2 divisions X 2 ps/division = 4 ws 


Related Problem Determine the rms value and the frequency for each waveform displayed in Figure 66. 


1. What is the main difference between a digital and an analog oscilloscope? 
2. \s voltage read horizontally or vertically on a scope screen? 

3. What does the Volts/Div control on an oscilloscope do? 

4. What does the Sec/Div control on an oscilloscope do? 

5. When should you use a X10 probe for making a voltage measurement? 


n Assignment PuTTING YOUR KNOWLEDGE 


To WorRK 


Assume you are assigned to check out} Step 1: Familiarization with the Function Generator 


a particular function generator that : The function generator is shown in Figure 67. Each control is 


produces sine wave, triangular wave, marked by a circled number and a description follows. 


and pulse outputs. For each type of 
output, you will analyze oscilloscope measurements of the mini- | 1. Power on/off switch Press this push-button switch to turn 


mum and maximum frequencies and amplitudes, the maximum the power on. Press again to release the switch and turn the 
positive and negative dc offsets, and the minimum and maxi- power off. 

mum duty cycles for the pulse waveform. You will record the : 2. Function switches Press one of the switches to select either 
measurements in a logical format. a sinusoidal, triangular, sawtooth, or pulse output. 


renter 
number 


TRIG STATE 


A FIGURE 67 


Function generator. 
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3. Frequency/amplitude range switches These menu- 
selectable switches are used in conjunction with the 


adjustment control (4). 


4. Frequency adjustment control Turn this dial to set a 
specific frequency in the range selected. 


5. DC offset/duty cycle control This control adjusts the dc 
level of the ac output. You can add a positive or a negative dc 
level to a waveform and adjust the duty cycle of the pulse 
waveform output. The sine wave or triangular wave outputs 
are not affected by this control. 


Step 2: Measuring the Sinusoidal Output 


The output of the function generator is connected to the channel 
1 (CH1) input of the scope and the sinusoidal output function is 
selected. The scope is set to dc coupling. 


function generator are set to their minimum values. Measure 
and record these values. Express amplitude in both peak and 
rms. 

In Figure 68(b), assume the amplitude and frequency are set 
to their maximum values. Measure and record these values. Ex- 
press amplitude in both peak and rms. 


» FIGURE 68 


(a) The horizontal axis is 0 V. 


» FIGURE 69 


5us 


(a) The horizontal axis is 0 V. 


: Step 3: Measuring the DC Offset 


: Assume the sinusoidal amplitude and frequency of the function 
: generator are set to arbitrary values for dc offset measurement. 
: The scope is set to de coupling. 


In Figure 69(a), the de offset of the function generator is ad- 


: justed to the maximum positive value. Measure and record this 
: value. 


In Figure 69(b), the dc offset is adjusted to the maximum 


: negative value. Measure and record this value. 


Step 4: Measuring the Triangular Output 


: The triangular output of the function generator is selected. The 
| scope is set to ac coupling. 


In Figure 70(a), the amplitude and frequency of the function 


: generator are set to the minimum values. Measure and record 


: these values. 
In Figure 68(a), assume the amplitude and frequency of the | 


In Figure 70(b), the amplitude and frequency are set to the 


| maximum values. Measure and record these values. 


Step 5: Measuring the Pulse Output 


| The pulse output of the function generator is selected. The scope 


i is set to de coupling. 


0.1us 


(b) The horizontal axis is 0 V. 


5us 


(b) The horizontal axis is 0 V. 
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» FIGURE 70 


(a) The horizontal axis is 0 V. 


> FIGURE 71 


(a) The horizontal axis is 0 V. 


In Figure 71(a), the amplitude from the baseline and fre- 
quency of the function generator are set to the minimum values. 
The duty cycle is adjusted to minimum. Measure and record 
these values. Express the duty cycle as a percentage. 


mum values. The duty cycle is adjusted to maximum. Measure and 
record these values. Express the duty cycle as a percentage. 


Multisim Analysis 


Open your Multisim software. Place an oscilloscope 
and a function generator on the screen connected as 


shown in Figure 72. Double-click each instrument to 
see the detailed controls in an expanded view. Select the sine 


> FIGURE 72 


0.1us 


(b) The horizontal axis is 0 V. 


0.1us 


(b) The horizontal axis is 0 V. 


wave function; set the amplitude to 100 MVpp and the frequency 
to 1 kHz. Verify the values by oscilloscope measurement. Repeat 
for 1 V and 50 kHz and for 10 V and 1 MHz. 

: ; s Review 

In Figure 71(b), the amplitude and frequency are set to the maxi- | 
: 1. Generally, what setting of the Sec/Div control on a scope 


should be used to obtain the most accurate measurement of 
frequency? 


: 2. Generally, what setting of the Volts/Div control on a scope 


should be used to obtain the most accurate measurement of 
amplitude? 


3. Explain the purpose of each coupling mode setting (AC, DC, 


and GND) for each channel of an oscilloscope. 
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~SUMMARY 


The sine wave is a time-varying, periodic waveform. 
The sine wave is the fundamental type of alternating current (ac) and alternating voltage. 
Alternating current changes direction in response to changes in the polarity of the source voltage. 


One cycle of an alternating sine wave consists of a positive alternation and a negative alternation. 


¢¢¢ OO 


The average value of a sine wave determined over one half-cycle is 0.637 times the peak value. 
The average value of a sine wave determined over a full cycle is zero. 

® A full cycle of a sine wave is 360°, or 27 radians. A half-cycle is 180°, or 7 radian. A quarter- 
cycle is 90° or 77/2 radians. 


¢ 


Phase angle is the difference in degrees (or radians) between two sine waves or between a sine 
wave and a reference wave. 


¢ 


The angular position of a phasor represents the angle of a sine wave, and the length of the phasor 
represents the amplitude. 


® Voltages and currents must all be expressed with consistent units when you apply Ohm’s or Kirch- 
hoff’s laws in ac circuits. 


® Power in a resistive ac circuit is determined using rms voltage and/or current values. 


® Alternators (ac generators) produce power when there is relative motion between a magnetic field 
and a conductor. 


Most alternators take the output from the stator. The rotor provides a moving magnetic field. 
Two major types of ac motors are induction motors and synchronous motors. 


Sd 
¢ 
® Induction motors have a rotor that turns in response to a rotating field from the stator. 
® Synchronous motors move at a constant speed in sync with the field of the stator. 

5 


A pulse consists of a transition from a baseline level to an amplitude level, followed by a transi- 
tion back to the baseline level. 


¢ 


A triangular or sawtooth wave consists of positive-going and negative-going ramps. 


¢ 


Harmonic frequencies are odd or even multiples of the repetition rate (or fundamental frequency) 
of a nonsinusoidal waveform. 


Sd 


Conversions of sine wave values are summarized in Table 2. 


BADE? TO CHANGE FROM TO MULTIPLY BY 


Peak rms 0.707 
Peak Peak-to-peak 2 
Peak Average 0.637 
rms Peak 1.414 
Peak-to-peak Peak 0.5 
Average Peak Sy 


KEY TERMS 


Amplitude The maximum value of a voltage or current. 
Cycle One repetition of a periodic waveform. 
Degree The unit of angular measure corresponding to 1/360 of a complete revolution. 


Duty cycle A characteristic of a pulse waveform that indicates the percentage of time that a pulse is 
present during a cycle; the ratio of pulse width to period expressed as either a fraction or as a percentage. 


Fall time (¢) The time interval required for a pulse to change from 90% to 10% of its amplitude. 


Frequency (f) A measure of the rate of change of a periodic function; the number of cycles com- 
pleted in 1 s. The unit of frequency is the hertz. 


Function generator An instrument that produces more than one type of waveform. 
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Fundamental frequency The repetition rate of a waveform. 


Harmonics The frequencies contained in a composite waveform, which are integer multiples of the 
pulse repetition frequency (fundamental). 


Hertz (Hz) The unit of frequency. One hertz equals one cycle per second. 
Induction motor An ac motor that achieves excitation to the rotor by transformer action. 
Instantaneous value The voltage or current value of a waveform at a given instant in time. 


Oscillator An electronic circuit that produces a time-varying signal without an external input sig- 
nal using positive feedback. 


Oscilloscope A measurement instrument that displays signal waveforms on a screen. 


Peak-to-peak value The voltage or current value of a waveform measured from its minimum to its 
maximum points. 


Peak value The voltage or current value of a waveform at its maximum positive or negative points. 
Period (T) The time interval of one complete cycle of a periodic waveform. 
Periodic Characterized by a repetition at fixed-time intervals. 


Phase The relative angular displacement of a time-varying waveform in terms of its occurrence 
with respect to a reference. 


Pulse A type of waveform that consists of two equal and opposite steps in voltage or current sepa- 
rated by a time interval. 


Pulse width (tw) The time interval between the opposite steps of an ideal pulse. For a nonideal 
pulse, the time between the 50% points on the leading and trailing edges. 


Radian A unit of angular measurement. There are 277 radians in one complete 360° revolution. 
One radian equals 57.3°. 


Ramp _A type of waveform characterized by a linear increase or decrease in voltage or current. 
Rise time (¢,) The time interval required for a pulse to change from 10% to 90% of its amplitude. 


rms value The value of a sinusoidal voltage that indicates its heating effect, also known as the ef- 
fective value. It is equal to 0.707 times the peak value. rms stands for root mean square. 


Sine wave A type of waveform that follows a cyclic sinusoidal pattern defined by the formula 
v=Asiné. 


Slip The difference between the synchronous speed of the stator field and the rotor speed in an in- 
duction motor. 


Squirrel cage An aluminum frame within the rotor of an induction motor that forms the electrical 
conductors for a rotating current. 


Synchronous motor An ac motor in which the rotor moves at the same rate as the rotating mag- 
netic field of the stator. 


Waveform The pattern of variations of a voltage or current showing how the quantity changes with 


time. 
FORMULAS 
1 
1 f=cs Frequency 
T 
1 : 
2 T=-— Period 
f 
3 Vop = 2V_ Peak-to-peak voltage (sine wave) 
4 Inn = 2p Peak to peak current (sine wave) 
5 Vims = 9.707V, Root-mean-square voltage (sine wave) 
6 Tims = 9.7071, Root-mean-square current (sine wave) 
7 V, = 1.414Vims Peak voltage (sine wave) 
8 T, = 1.414Iins Peak current (sine wave) 
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TRUE/FALSE QUIZ 


PSeLe TEST 
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13 


14 


15 
16 
17 
18 
19 


20 


21 


22 


An 


CmAnNADA Nn Fw NY 


= 
i—) 


Vig = DB2BV ies 
1 = sas 


y = Asin(@ — ) 
y = Asin(@ + od) 


Ns 
~ 420 


Peak-to-peak voltage (sine wave) 
Peak-to-peak current (sine wave) 
Half-cycle average voltage (sine wave) 


Half-cycle average current (sine wave) 


Degrees to radian conversion 


Radian to degrees conversion 


General formula for a sine wave 
Sinusoidal voltage 
Sinusoidal current 
Lagging sine wave 


Leading sine wave 


Output frequency of an alternator 


Duty cycle 


t 
Percent duty cycle = (*) 100% 


Vavg = baseline + (duty cycle)(amplitude) Average voltage of pulse waveform 


swers are at the end of the chapter. 


. The period of a 60 Hz sine wave is 16.7 ms. 

. The rms and average value of a sine wave are the same. 

. A sine wave with a peak value of 10 V has the same heating effect as a 10 V dc source. 
. The peak value of a sine wave is the same as its amplitude. 

. The number of radians in 360° is 277. 

. In a three-phase electrical system, the phases are separated by 60°. 

. The purpose of an exciter is to supply dc rotor current to an alternator. 

. In an automotive alternator, the output current is taken from the rotor through slip rings. 
. A maintenance issue with induction motors is brush replacement. 


. A synchronous motor can be used when constant speed is required. 


Answers are at the end of the chapter. 
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. The difference between alternating current (ac) and direct current (dc) is 
(a) ac changes value and dc does not (b) ac changes direction and dc does not 
(c) both (a) and (b) (d) neither (a) nor (b) 
. During each cycle, a sine wave reaches a peak value 
(a) one time (b) two times (c) four times 
(d) a number of times depending on the frequency 


. A sine wave with a frequency of 12 kHz is changing at a faster rate than a sine wave with a fre- 
quency of 
(a) 20 kHz (b) 15,000 Hz (c) 10,000 Hz (d) 1.25 MHz 

. A sine wave with a period of 2 ms is changing at a faster rate than a sine wave with a period of 


(a) 1 ms (b) 0.0025 s (c) 1.5 ms (d) 1000 us 
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5. 


10. 


11. 


12. 


13. 


14. 


15. 


16. 


17. 


SYMPTOM AND CAUSE 


When a sine wave has a frequency of 60 Hz, in 10 s it goes through 
(a) 6 cycles (b) 10 cycles (c) 1/16 cycle (d) 600 cycles 


. If the peak value of a sine wave is 10 V, the peak-to-peak value is 


(a) 20 V (b) 5V (c) 100 V (d) none of these 


. If the peak value of a sine wave is 20 V, the rms value is 


(a) 14.14 V (b) 6.37 V (c) 7.07 V (d) 0.707 V 


. The average value of a 10 V peak sine wave over one complete cycle is 


(a) OV (b) 6.37 V (c) 7.07 V (d) 5V 


. The average half-cycle value of a sine wave with a 20 V peak is 


(a) OV (b) 6.37 V (c) 12.74 V (d) 14.14 V 


One sine wave has a positive-going zero crossing at 10° and another sine wave has a positive- 
going zero crossing at 45°. The phase angle between the two waveforms is 


(a) 55° (b) 35° (c) 0° (d) none of these 

The instantaneous value of a 15 A peak sine wave at a point 32° from its positive-going zero 
crossing is 

(a) 7.95 A (b) 7.5A (c) 2.13 A (d) 7.95 V 

If the rms current through a 10 kQ resistor is 5 mA, the rms voltage drop across the resistor is 
(a) 70.7 V (b) 7.07 V (c) 5V (d) SOV 


Two series resistors are connected to an ac source. If there is 6.5 V rms across one resistor and 
3.2 V rms across the other, the peak source voltage is 


(a) 9.7V (b) 9.19 V (c) 13.72 V (d) 4.53 V 

An advantage of a three-phase induction motor is that it 

(a) maintains constant speed for any load (b) does not require starting windings 
(c) has a wound rotor (d) all of the above 

The difference in the synchronous speed of the stator field and the rotor speed of a motor is called 
(a) differential speed (b) loading (c) lag (d) slip 

A 10 kHz pulse waveform consists of pulses that are 10 jzs wide. Its duty cycle is 

(a) 100% (b) 10% (c) 1% (d) not determinable 

The duty cycle of a square wave 

(a) varies with the frequency (b) varies with the pulse width 

(c) both (a) and (b) (d) is 50% 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 73. 


> FIGURE 73 vi 


The ac meters indicate the correct 
readings for this circuit. 


oi @ 1.0kQ 1.0kQ 
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1. Symptom: The voltmeter 1 reading is 0 V, and the voltmeter 2 reading is 20 V. 
Cause: 
(a) R, is open. (b) Rp» is open. (c) R3 is open. 

2. Symptom: The voltmeter | reading is 20 V, and the voltmeter 2 reading is 0 V. 
Cause: 
(a) R, is open. (b) Ro is shorted. (c) R3 is shorted. 

3. Symptom: The voltmeter | reading is 18.2 V, and the voltmeter 2 reading is 1.8 V. 
Cause: 
(a) R, is open. (b) Ro is open. (c) R, is shorted. 

4. Symptom: Both voltmeter readings are 10 V. 
Cause: 
(a) R, is open. (b) R, is shorted. (c) Rp is open. 

5. Symptom: The voltmeter 1 reading is 16.7 V, and the voltmeter 2 reading is 3.3 V. 
Cause: 
(a) R, is shorted. (b) Ro is 10 kQ instead of 1 kQ.. (c) R3 is 10kQ instead of 1kQ. 


PROBLEMS Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 The Sinusoidal Waveform 
1. Calculate the frequency for each of the following periods: 
(a) Is (b) 0.2 s (c) 50 ms (d) 1 ms (e) 500 us (f) 10 us 
2. Calculate the period for each of the following frequencies: 
(a) 1 Hz (b) 60 Hz (c) 500 Hz (d) 1 kHz (e) 200 kHz (f) 5 MHz 
3. A sine wave goes through 5 cycles in 10 ws. What is its period? 
4. A sine wave has a frequency of 50 kHz. How many cycles does it complete in 10 ms? 


5. How long does it take a 10 kHz sine wave to complete 100 cycles? 


SECTION 2 Voltage and Current Values of Sine Waves 
6. A sine wave has a peak value of 12 V. Determine the following voltage values: 
(a) rms (b) peak-to-peak (c) half-cycle average 
7. A sinusoidal current has an rms value of 5 mA. Determine the following current values: 
(a) peak (b) half-cycle average (c) peak-to-peak 


8. For the sine wave in Figure 74, determine the peak, peak-to-peak, rms, and half-cycle average 
values. 


9. If each horizontal division in Figure 74 is 1 ms, determine the instantaneous voltage value at 
(a) 1 ms (b) 2 ms (c) 4ms (d) 7 ms 


> FIGURE 74 


Pe ik: 
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SECTION 3 Angular Measurement of a Sine Wave 
10. In Figure 74, what is the instantaneous voltage at 
(a) 45° (b) 90° (c) 180° 


11. Sine wave A has a positive-going zero crossing at 30° from a reference. Sine wave B has a 
positive-going zero crossing at 45° from the same reference. Determine the phase angle 
between the two signals. Which signal leads? 


12. One sine wave has a positive peak at 75° and another has a positive peak at 100°. How much is 
each sine wave shifted in phase from the 0° reference? What is the phase angle between them? 


13. Draw two sine waves as follows: Sine wave A is the reference, and sine wave B lags A by 90°. 
Both have equal amplitudes. 


14. Convert the following angular values from degrees to radians: 
(a) 30° (b) 45° (c) 78° (d) 135° (e) 200° (f) 300° 
15. Convert the following angular values from radians to degrees: 
(a) 7/8 (b) 77/3 (ec) 7/2 (d) 37/5 (e) 67/5 (f) 1.87 


SECTION 4_ The Sine Wave Formula 


16. A certain sine wave has a positive-going zero crossing at 0° and an rms value of 20 V. 
Calculate its instantaneous value at each of the following angles: 


(a) 15° (b) 33° (c) 50° (d) 110° 
(e) 70° (f) 145° (g) 250° (h) 325° 


17. For a particular 0° reference sinusoidal current, the peak value is 100 mA. Determine the in- 
stantaneous value at each of the following points: 


(a) 35° (b) 95° (c) 190° (d) 215° (e) 275° (f) 360° 


18. For a 0° reference sine wave with an rms value of 6.37 V, determine its instantaneous value at 
each of the following points: 


(a) 77/8 rad (b) 7/4 rad (ce) 7/2 rad (d) 37/4 rad 
(e) mrad (f) 37/2 rad (g) 2a rad 


19. Sine wave A lags sine wave B by 30°. Both have peak values of 15 V. Sine wave A is the refer- 
ence with a positive-going crossing at 0°. Determine the instantaneous value of sine wave B at 
30°, 45°, 90°, 180°, 200°, and 300°. 


20. Repeat Problem 19 for the case when sine wave A leads sine wave B by 30°. 


SECTION 5 Analysis of AC Circuits 
21. A sinusoidal voltage is applied to the resistive circuit in Figure 75. Determine the following: 
(a) lems (b) Lave (c) Ip (d) Ipp (e) iat the positive peak 


22. Find the half-cycle average values of the voltages across R, and R, in Figure 76. All values 
shown are rms. 


23. Determine the rms voltage across R3 in Figure 77. 


RS 1.0 kO 16V 5V 
V, = 30V (peak-to-peak) (rms) = 
5 R 65 V R 
Y, R 120V ‘ © ; 
10V 1.0 kQ RS 30V Ry 
7 5600 
A FIGURE 75 A FIGURE 76 A FIGURE 77 
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SECTION 7 


SECTION 8 
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24. A sine wave with an rms value of 10.6 V is riding on a de level of 24 V. What are the maxi- 
mum and minimum values of the resulting waveform? 


25. How much dc voltage must be added to a 3 V rms sine wave in order to make the resulting 
voltage nonalternating (no negative values)? 


26. A 6 V peak sine wave is riding on a de voltage of 8 V. If the dc voltage is lowered to 5 V, how 
far negative will the sine wave go? 


Alternators (AC Generators) 


27. The conductive wire loop on the rotor of a simple two-pole, single-phase generator rotates at a 
rate of 250 rps. What is the frequency of the induced output voltage? 


28. A certain four-pole generator has a speed of rotation of 3600 rpm. What is the frequency of the 
voltage produced by this generator? 


29. At what speed of rotation must a four-pole generator be operated to produce a 400 Hz sinu- 
soidal voltage? 


30. A common frequency for alternators on aircraft is 400 Hz. How many poles does a 400 Hz 
alternator have if the speed of rotation is 3000 rpm? 


AC Motors 


31. What is the main difference between a one-phase induction motor and a three-phase induction 
motor? 


32. Explain how the field in a three-phase motor rotates if there are no moving parts to the field coils. 


Nonsinusoidal Waveforms 


33. From the graph in Figure 78, determine the approximate values of f,, f tw, and amplitude. 


t (ms) 


0 12 3 4 5 6 7 8 9 10 11 12 13 14 15 16 17 18 


A FIGURE 78 


34. Determine the duty cycle for each pulse waveform in Figure 79. 


V(V) 


t > ¢ (ms) 
0 10 20 30 40 50 60 70 


(a) (b) 


A FIGURE 79 
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35. Find the average value of each positive-going pulse waveform in Figure 79. 
36. What is the frequency of each waveform in Figure 79. 


37. What is the frequency of each sawtooth waveform in Figure 80? 


(a) 


L-\_"/ 
4 t 0 
> 1 (ps) 1 > t (ms) 


(b) 


10 |20/7 30 40,4 


A FIGURE 80 


38. A square wave has a period of 40 ws. List the first six odd harmonics. 


39. What is the fundamental frequency of the square wave mentioned in Problem 38? 


SECTION 9 The Oscilloscope 


40. Determine the peak value and the period of the sine wave displayed on the scope screen in 
Figure 81. The horizontal axis is 0 V. 


» FIGURE 81 
50ms 


41. Determine the rms value and the frequency of the sine wave displayed on the scope screen in 
Figure 81. 


42. Determine the rms value and the frequency of the sine wave displayed on the scope screen in 
Figure 82. The horizontal axis is 0 V. 


> FIGURE 82 
0.1us 


www.EngineeringBooksPdf.com 


393 


INTRODUCTION TO ALTERNATING CURRENT AND VOLTAGE 


43. Find the amplitude, pulse width, and duty cycle for the pulse waveform displayed on the scope 
screen in Figure 83. The horizontal axis is 0 V. 


> FIGURE 83 


ADVANCED PROBLEMS 

44. A certain sine wave has a frequency of 2.2 kHz and an rms value of 25 V. Assuming a given 
cycle begins (zero crossing) at t = 0s, what is the change in voltage from 0.12 ms to 0.2 ms? 

45. Figure 84 shows a sinusoidal voltage source in series with a de source. Effectively, the two 
voltages are superimposed. Draw the total voltage across R,. Determine the maximum current 
through R, and the average voltage across R;. 


46. A nonsinusoidal waveform called a stairstep is shown in Figure 85. Determine its average value. 


R, 

470, 
R, 
100.0 

+ 
200V = 
> ¢t(ms) 
A FIGURE 84 A FIGURE 85 


47. Refer to the oscilloscope screen in Figure 86. 
(a) How many cycles are displayed? 
(b) What is the rms value of the sine wave? 


(c) What is the frequency of the sine wave? 


> FIGURE 86 
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48. Accurately draw on a grid representing the scope screen in Figure 86 how the sine wave will 


49. 


50. 


appear if the Volts/Div control is moved to a setting of 5 V. 


Accurately draw on a grid representing the scope screen in Figure 86 how the sine wave will 


appear if the Sec/Div control is moved to a setting of 10 us. 


Based on the instrument settings and an examination of the scope display and the circuit board 
in Figure 87, determine the frequency and peak value of the input signal and output signal. The 
waveform shown is channel 1. Draw the channel 2 waveform as it would appear on the scope 

with the indicated settings. 


Input signal 


HORIZONTAL 
Position fy 


CURSOR 2 


CH2 HORIZONTAL 
MENU MENU 


VOLTS/DIV 


SEC/DIV 


CJ 
RIGGER 


LEVEL 


HOLDOFF 
TRIGGER MENU 


SET LEVEL TO 50% 
FORCE TRIGGER 


CO 


TRIGGER VIEW 


Ce 
——— PPro 
(a 
PPP 
PPP 


enema m 
noe 


ee 


EPP PPP 


LJ 


O00 Gkwz 6Yy 


[Freq] [ Amp | (Offset | 
| Period HiLevel LoLevel 


Local 


9) 


a ~~ 

lial 

Sync Output 
ku 


A FIGURE 87 
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51. Examine the circuit board and the oscilloscope display in Figure 88 and determine the peak 
value and the frequency of the unknown input signal. 


MEASURE ACQUIRE AUTOSET 


[ AUTOSET ) 
MENUS. (| 


HARDCOPY 
HORIZONTAL TRIGGER 
{Position fy LEVEL 


HOLDOFF 
TRIGGER MENU 


HORIZONTAL 
MENU 


SET LEVEL TO 50% 
FORCE TRIGGER 


TRIGGER VIEW 


rere 


ee | 
ee ee 


PPP PPP 
ee 
EER Pee 


PRP RPPPee eer eee 


Unknown input signal 


A FIGURE 88 


7 = MULTISIM TROUBLESHOOTING PROBLEMS 


a 52. Open file PO8—52; files are found at www.pearsonhighered.com/floyd/. Measure the peak value and 


period of the voltage sine wave using the oscilloscope. 
53. Open file PO8—53 and determine if there is a fault. If so, identify it. 
54. Open file PO8—54 and determine if there is a fault. If so, identify it. 


55. Open file PO8—55 and measure the amplitude and period of the pulse waveform using the 
oscilloscope. 


56. Open file PO8—56 and determine if there is a fault. If so, identify it. 


SECTION CHECKUPS 


SECTION 1_ The Sine Wave 


1. One cycle goes from the zero crossing through a positive peak, then through zero to a negative 
peak and back to the zero crossing. 


2. A sine wave changes polarity at the zero crossings. 


3. A sine wave has two maximum points (peaks) in one cycle. 
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4. The period is measured from one zero crossing to the next corresponding zero crossing, or 
from one peak to the next corresponding peak. 


5. Frequency is the number of cycles completed in one second and its unit is the hertz. 
6. f = 1/5 ps = 200 kHz 
7. T = 1/120Hz = 8.33 ms 


SECTION 2 Voltage and Current Values of Sine Waves 
1. (a) Vy, = 201 V) = 2V 
(b) Vp, = 2(1.414)(1.414 V) = 4V 
(c) Vpp = 2(1.57)(3 V) = 9.42 V 
2. (a) Vems = (0.707)(2.5 V) = 1.77V 
(b) Vims = (0.5)(0.707)(10 V) = 3.54. V 
(c) Vims = (0.707)(1.57)(1.5 V) = 1.66 V 
3. (a) Vayg = (0.637)(10 V) = 6.37 V 
(b) Vayg = (0.637)(1.414)(2.3 V) = 2.07 V 
(c) Vayg = (0.637)(0.5)(60 V) = 19.1V 


SECTION 3 Angular Measurements of a Sine Wave 
1. (a) The positive peak is at 90°. 
(b) The negative-going zero crossing is at 180°. 
(c) The negative peak is at 270°. 
(d) The cycle ends at 360°. 
2. A half-cycle is completed in 180° or 7 radians. 
3. A full cycle is completed in 360° or 277 radians. 
4. 6 = 90° — 45° = 45° 


SECTION 4_ The Sine Wave Formula 
1. (a) sin 30° = 0.5 
(b) sin 60° = 0.866 
(c) sin90° = 1 
2. v = 10sin 120° = 8.66 V 
3. v = 10sin(45° + 10°) = 8.19 V 


SECTION 5 Analysis of AC Circuits 
1, I, = V,/R = (1.57)(12.5 V)/330Q = 59.5 mA 
2 Vietensy = (0.70G3.3 V) = 179 V 
3. +Vina, =S5V+4+25V=75V 
4. Yes, it will alternate. 


5. +Vinge = IV — 25V = 25V 


max 


SECTION 6 _ Alternators (AC Generators) 
1. The number of poles and the rotor speed 
2. The brushes do not have to handle the output current. 
3. A dc generator that supplies rotor current to larger alternators 


4. The diodes convert the ac from the stator to de for the final output. 


SECTION 7 AC Motors 


1. The difference is the rotors. In an induction motor, the rotor obtains current by transformer 
action; in a synchronous motor, the rotor is a permanent magnet or an electromagnet that is 
supplied current from an external source through slip rings and brushes. 
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. The magnitude is constant. 


. The squirrel cage is composed of the electrical conductors that generate current in the 


rotor. 


. Slip is the difference between the synchronous speed of the stator field and the rotor 


speed. 


SECTION 8 _ Nonsinusoidal Waveforms 


1. 


rrtavan bk wWwhn 


(a) Rise time is the time interval from 10% to 90% of the amplitude; 
(b) Fall time is the time interval from 90% to 10% of the amplitude; 


(c) Pulse width is the time interval from 50% of the leading pulse edge to 50% of the trailing 
pulse edge. 


. f = 1/1 ms = 1 kHz 
. dc. = (1/5)100% = 20%; Ampl. 1.5 V; Vayg = 0.5 V + 0.2(1.5 V) = 0.8 V 


T = 16ms 


. f= 1/T = 1/1 ps = 1 MHz 

. Fundamental frequency is the repetition rate of the waveform. 
. 2nd harmonic: 2 kHz 

. f = 1/10 ws = 100 kHz 


SECTION 9_ The Oscilloscope 


1; 


Digital: Signal is converted to digital for processing and then reconstructed for display. 


Analog: Signal drives display directly. 


. Voltage is measured vertically. 


. The Volts/Div control sets the amount of volts represented by each division on the vertical 


scale. 


. The Sec/Div control sets the amount of time represented by each division on the horizontal 


scale. 


. Use a X10 probe most of the time except when measuring very small voltages. 


RELATED PROBLEMS FOR EXAMPLES 


NA wn BW NY 
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2.458 

1.5 ms 

20 kHz 

200 Hz 

1 ms 

Vop = 50 V3 Vims = 17.7 V3 Vayg = 15.9V 
(a) 7/12 rad 

(b) 112.5° 

go 

18.1 V 

Tims = 4-53 MA; Vigmsy = 4-53 V3 Vaams) = 2.54 V3 Pro = 32 mV 
23.7 V 


The waveform in part (a) never goes negative. The waveform in part (b) goes negative for a 
portion of its cycle. 


250 rpm 
5% 
12V 
120 V 
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17 


(a) Vins = 1.06 V; f = 50 Hz 

(b) Vins = 88.4mV; f = 1.67 kHz 
(c) Vims = 4.81 V; f = 5 kHz 

(d) Vins = 7-07 V3 f = 250 kHz 


TRUE/FALSE QUIZ 


1. T 2. F 3. F 4. T 5. T 6. F 7. T 
SELF-TEST 
1. (b) 2. (b) 3. (c) 4. (b) 5. (d) 6. (a) 


9. 
17. 


(c) 10(6) Ie@ 12@ 13@ 14 () 
(d) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 


1. (c) 
26:(C) 
3. 
4 
5 


(b) 


. (a) 
« (b) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. 


15. 


17. 


19. 


21. 


23. 
25. 
27. 


(a) 1 Hz (b) 5 Hz (c) 20 Hz 
(d) 1 kHz (e) 2 kHz (f) 100 kHz 
. 2 Us 
10 ms 
. (a) 7.07 mA (b) 4.5 mA (c) 14.14 mA 
. (a) 17.7V (b) 25 V (c) OV (d) —17.7V 
. 15°, A leads. 


. See Figure P-9, 


> FIGURE P-9 A B 
—— 
90° 

(a) 22.5° (b) 60° (c) 90° 

(d) 108° (e) 216° (f) 324° 


(a) 57.4mA (b) 99.6mA_ (ce) -—174mA 
(d) —57.4mA_ (e) —99.6mA (f) OmA 

30°: 13.0 V; 45°: 14.5 V; 90°: 13.0 V; 180°: —7.5 V; 
200°: —11.5 V; 300°: —7.5 V 


(a) 7.07 mA (b) OA (c) 1OmA 
(d) 20 mA (e) 1OmA 

7.38 V 

4.24 V 

250 Hz 
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7. (a) 
15. (d) 


10. T 


8. (a) 
16. (b) 
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29. 
31. 


33. 
35. 
37. 
39. 
41. 
43. 
45. 


200 rps 
A one phase motor requires a starting winding or other means to produce torque for starting the 
motor, whereas a three phase motor is self starting. 


t, = 3.0 ms; y= 3.0 ms; tw = 12.0ms; Ampl. = 5 V 
(a) —0.375 V (b) 3.01 V 


(a) 50 kHz (b) 10 Hz 
25 kHz 

0.424 V; 2 Hz 

1.4 V; 120 ms; 30% 


Tmax = 2.38 A; Vaye = 136 V; See Figure P-10. 


> FIGURE P-10 V,(V) 


47. 


(a) 2.5 (b) 3.96 V (c) 12.5 kHz 


49. See Figure P-11. 


» FIGURE P-11 


51. 


V 


p(in) = 4,44 V3 fin = 2Hz 


53. R3 is open. 
55. 5 V; 1 ms 


TS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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The Basic Capacitor 
Types of Capacitors 
Series Capacitors 

Parallel Capacitors 
Capacitors in DC Circuits 
Capacitors in AC Circuits 
Capacitor Applications 


to Work 


Analyze series capacitors 


Analyze parallel capacitors 


Capacitor 
Dielectric 
Capacitance 
Farad (F) 
Dielectric strength 
Temperature coefficient 
Dielectric constant 
Charging 

RC time constant 
Exponential 
Transient time 


Discuss various types of capacitors 


¢-¢ ¢ OO 


¢-¢¢ 6 O 


Application Assignment: Putting Your Knowledge 


Describe the basic structure and characteristics of a capacitor 


Describe how a capacitor operates in a dc switching circuit 
Describe how a capacitor operates in an ac circuit 


Discuss some capacitor applications 


Capacitive reactance 
Instantaneous power 
True power 

Reactive power 


VAR (volt-ampere 
reactive) 


Filter 

Ripple voltage 
Coupling 
Decoupling 
Bypass 


Capacitors are used in many applications. The application 
assignment in this chapter focuses on the use of capacitors © 
in amplifier circuits to couple an ac voltage from one point 
to another while blocking dc voltage. You will determine if 
voltages measured on an amplifier circuit board with an 
oscilloscope are correct; and if they are not correct, you will 
troubleshoot the problem. After studying this chapter, you 
should be able to complete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


The measure of the charge-storing ability of a capacitor is its ¥ 
capacitance. 

In this chapter, the basic capacitor is introduced and 
its characteristics are studied. The physical construction 
and electrical properties of various types of capacitors are 
discussed. Series and parallel combinations are analyzed, 
and the basic behavior of capacitors in both dc and ac circuits 
is studied. Representative applications also are discussed. 


CAPACITORS 


G4 1 THE Basic CAPACITOR 


A capacitor is a passive electrical component that stores electrical charge and has the 
property of capacitance. 


After completing this section, you should be able to 


¢ Describe the basic structure and characteristics of a capacitor 


« Explain how a capacitor stores charge 


Basic Construction 


In its simplest form, a capacitor is an electrical device constructed of two parallel conduc- 
tive plates separated by an insulating material called the dielectric. Connecting leads are 
attached to the parallel plates. A basic capacitor is shown in Figure 1(a), and the schematic 
symbol is shown in part (b). 


Dielectric <4 FIGURE 1 


The basic capacitor. 
Connecting leads 


Cc 


Conductive plates 7 as 


(a) Construction (b) Symbol 


How a Capacitor Stores Charge 


In the neutral state, both plates of a capacitor have an equal number of free electrons, as in- 
dicated in Figure 2(a). When the capacitor is connected to a de voltage source through a 
resistor, as shown in part (b), electrons (negative charge) are removed from plate A, and an 
equal number are deposited on plate B. As plate A loses electrons and plate B gains electrons, 
plate A becomes positive with respect to plate B. During this charging process, electrons 
flow only through the connecting leads and the source. No electrons flow through the 
dielectric of the capacitor because it is an insulator. The movement of electrons ceases when 
the voltage across the capacitor equals the source voltage, as indicated in Figure 2(c). If the 
capacitor is disconnected from the source, it retains the stored charge for a long period of 
time (the length of time depends on the type of capacitor) and still has the voltage across it, 
as shown in Figure 2(d). A charged capacitor can act as a temporary battery. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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{___ _vehene 
Leads 
a =<x—— Plates 
@ Electrons 
A B 
(a) Neutral (uncharged) capacitor (b) When connected to a voltage source, electrons flow 
(same charge on both plates) from plate A to plate B as the capacitor charges. 
+ Vs - Vs = 
an ) _ 
LS = 
=e - 
nx _ a) 
+ = = 
cy * Lo 
iw - + 
+ * i 
a) = + 
n = e 
a) — + 
~/ Dy B 
(c) After the capacitor charges to Vg, no electrons flow. (d) Ideally, the capacitor retains charge when 


disconnected from the voltage source. 


A FIGURE 2 


Illustration of a capacitor storing charge. 


Capacitance 


The amount of charge that a capacitor can store per unit of voltage across its plates is its ca- 
pacitance, designated C. That is, capacitance is a measure of a capacitor’s ability to store 
charge. The more charge per unit of voltage that a capacitor can store, the greater its ca- 
pacitance, as expressed by the following formula: 


Equation 1 C= 2 


V 


where C is capacitance, Q is charge, and V is voltage. 
By rearranging the terms in Equation 1, you can obtain two other formulas. 


Equation 2 Q = CV 
_@ 


Equation 3 V 
quation C 


The Unit of Capacitance The farad (F) is the basic unit of capacitance. Recall that the 
coulomb (C) is the unit of electrical charge. 


One farad is the amount of capacitance when one coulomb of charge is stored with 
one volt across the plates. 
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Most capacitors that are used in electronics work have capacitance values in microfarads 
(wF) and picofarads (pF). A microfarad is one-millionth of a farad (1 wF = 1 X 10 °F); 
and a picofarad is one-trillionth of a farad (1 pF = 1 X 107!” F). Conversions for farads, 
microfarads, and picofarads are given in Table 1. 


TO CONVERT FROM TO MOVE THE DECIMAL POINT ine! 
; : z Conversions for farads, microfarads, 

Farads Microfarads right 6 places (x 10°) and picofarads. 
Farads Picofarads right 12 places (x 10!7) 
Microfarads Farads left 6 places (X 10°) 
Microfarads Picofarads right 6 places (x 10°) 
Picofarads Farads left 12 places (x 10 !?) 
Picofarads Microfarads left 6 places (X 10°) 

EXAMPLE 1 (a) A certain capacitor stores 50 microcoulombs (50 wC) when 10 V are applied 


across its plates. What is its capacitance? 
(b) A 2.2 uF capacitor has 100 V across its plates. How much charge does it store? 


(c) Determine the voltage across a 100 pF capacitor that is storing 2 wC of charge. 


® | Kom 


Soluti == = 5 pF 
olution (a) C V i0V yp 
(b) O = CV = (2.2 wF)(100 V) = 220 nC 
Q Dee 
V=>= = 20kV 
(c) C 100pF 


Related Problem” Determine Vif C = 1000 pF and Q = 10 uC. 


* Answers are at the end of the chapter. 


EXAMPLE 2 Convert the following values to microfarads: 
(a) 0.00001F  (b) 0.0047F (c) 1000pF — (d)- 220 pF 
Solution (a) 0.00001 F X 10° wF/F = 10 uF 
(b) 0.0047 F X 10° wF/F = 4700 pF 
(c) 1000 pF X 10° wF/pF = 0.001 wF 
(d) 220 pF X 10° wF/pF = 0.00022 uF 


Related Problem Convert 47,000 pF to microfarads. 
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EXAMPLE 3 Convert the following values to picofarads: 
(a) 0.1 X 10°F (b) 0.000027 F (c) 0.01 wF (d) 0.0047 wF 
Solution (a) 0.1 X 10°F Xx 10'* pF/F = 1000 pF 
(b) 0.000027 F x 10!” pF/F = 27 x 10° pF 
(c) 0.01 wF X 10° pF/wF = 10,000 pF 
(d) 0.0047 uF X 10° pF/uwF = 4700 pF 
Related Problem Convert 100 yF to picofarads. 
How a Capacitor Stores Energy 
A capacitor stores energy in an electric field that is established by the opposite charges 
stored on the two plates. The electric field is represented by lines of force between the pos- 
itive and negative charges and is concentrated within the dielectric, as shown in Figure 3. 
The plates in Figure 3 have acquired a charge because they are connected to a battery. 
This creates an electric field between the plates, which stores energy. The energy stored in 
the electric field is directly related to the size of the capacitor and to the square of the volt- 
age as given by the following equation for the energy stored: 
A 1 2 
Equation 4 We Pea 


Lines of force 


WVvvyVy 


A FIGURE 3 


The electric field stores energy ina 
capacitor. The beige area indicates 
the dielectric. 
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When capacitance (C) is in farads and voltage (V) is in volts, the energy (W) is in joules. 


Voltage Rating 


Every capacitor has a limit on the amount of voltage that it can withstand across its plates. 
The voltage rating specifies the maximum dc voltage that can be applied without risk of 
damage to the device. If this maximum voltage, commonly called the breakdown voltage 
or working voltage, is exceeded, permanent damage to the capacitor can result. 

You must consider both the capacitance and the voltage rating before you use a capaci- 
tor in a circuit application. The choice of capacitance value is based on particular circuit re- 
quirements. The voltage rating should always be above the maximum voltage expected in 
a particular application. 


Dielectric Strength The breakdown voltage of a capacitor is determined by the 
dielectric strength of the dielectric material used. The dielectric strength is expressed in 
V/mil (1 mil = 0.001 in. = 2.54 X 107° meter). Table 2 lists typical values for several 
materials. Exact values vary depending on the specific composition of the material. 


>» TABLE 2 


DIELECTRIC 

Some common dielectric materials MATERIAL STRENGTH (V/MIL) 
and their typical dielectric strengths. 

Air 80 

Oil 375 

Ceramic 1000 

Paper (paraffined) 1200 

Teflon® 1500 

Mica 1500 

Glass 2000 
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The dielectric strength of a capacitor can best be explained by an example. Assume that 
a certain capacitor has a plate separation of | mil and that the dielectric material is ceramic. 
This particular capacitor can withstand a maximum voltage of 1000 V because its dielec- 
tric strength is 1000 V/mil. If the maximum voltage is exceeded, the dielectric may break 
down and conduct current, causing permanent damage to the capacitor. If the ceramic 
capacitor has a plate separation of 2 mils, its breakdown voltage is 2000 V. 


Temperature Coefficient 


The temperature coefficient indicates the amount and direction of a change in capaci- 
tance value with temperature. A positive temperature coefficient means that the capacitance 
increases with an increase in temperature or decreases with a decrease in temperature. 
A negative coefficient means that the capacitance decreases with an increase in temperature 
or increases with a decrease in temperature. 

Temperature coefficients typically are specified in parts per million per Celsius degree 
(ppm/°C). For example, a negative temperature coefficient of 150 ppm/°C for a 1 uF 
capacitor means that for every degree Celsius rise in temperature, the capacitance 
decreases by 150 pF (there are one million picofarads in one microfarad). 


Leakage 


No insulating material is perfect. The dielectric of any capacitor will conduct some very small 
amount of current. Thus, the charge on a capacitor will eventually leak off. Some types of ca- 
pacitors have higher leakages than others. An equivalent circuit for a nonideal capacitor is 
shown in Figure 4. The parallel resistor Rjeg, represents the extremely high resistance (several 
hundred kQ or more) of the dielectric material through which there is leakage current. 


Physical Characteristics of a Capacitor 


The following parameters are important in establishing the capacitance and the voltage rat- 
ing of a capacitor: plate area, plate separation, and dielectric constant. 


Plate Area Capacitance is directly proportional to the physical size of the plates as 
determined by the plate area, A. A large plate area produces more capacitance, and a smaller 
plate area produces less capacitance. Figure 5(a) shows that the plate area of a parallel plate 
capacitor is the area of one of the plates. If the plates are moved in relation to each other, as 
shown in Figure 5(b), the overlapping area determines the effective plate area. This variation 
in effective plate area is the basis for a certain type of variable capacitor. 


Plate Separation Capacitance is inversely proportional to the distance between the 
plates. The plate separation is designated d, as shown in Figure 6. A greater separation 


ee 


G = R leak 


A FIGURE 4 


Equivalent circuit for a nonideal 
capacitor. 


a 


f | 
(a) Full plate area: (b) Reduced plate area: (a) Plates closer together: (b) Plates further apart: 
more capacitance less capacitance more capacitance less capacitance 
A FIGURE 5 A FIGURE 6 
Capacitance is directly proportional to plate area (A). Capacitance is inversely proportional to the distance d between 
the plates. 
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of the plates produces a lesser capacitance, as illustrated in the figure. The breakdown volt- 
age is directly proportional to the plate separation. The further the plates are separated, the 
greater the breakdown voltage. 


Dielectric Constant As you know, the insulating material between the plates of a ca- 
pacitor is called the dielectric. Every dielectric material has the ability to concentrate the 
lines of force of the electric field existing between the oppositely charged plates of a ca- 
pacitor and thus increase the capacity for energy storage. The measure of a material’s abil- 
ity to establish an electric field is called the dielectric constant or relative permittivity, 
symbolized by ¢, (the Greek letter epsilon). 

Capacitance is directly proportional to the dielectric constant. The dielectric constant 
of a vacuum is defined as 1, and that of air is very close to 1. These values are used as a ref- 
erence, and all other materials have values of ¢, specified with respect to that of a vacuum 
or air. For example, a material with e, = 5 can have a capacitance five times greater than 
that of air, with all other factors being equal. 

Table 3 lists several common dielectric materials and a typical dielectric constant for 
each. The values can vary because it depends on the specific composition of the material. 


erable 4 MATERIAL TYPICAL €, VALUE 


Some common dielectric materials 


and their typical dielectric Air (vacuum) 1.0 

constants. Teflon® 2.0 
Paper (paraffined) 2S) 
Oil 4.0 
Mica 5.0 
Glass es) 
Ceramic 1200 


The dielectric constant (relative permittivity) is dimensionless because it is a relative 
measure. It is a ratio of the absolute permittivity of a material, ¢, to the absolute permittiv- 
ity of a vacuum, &p, as expressed by the following formula: 


Equation 5 ae ee 
r 


£0 
The value of gp is 8.85 X 107!* F/m (farads per meter). 


Formula for Capacitance You have seen how capacitance is directly related to plate 
area, A, and the dielectric constant, ¢,, and inversely related to plate separation, d. An exact 
formula for calculating the capacitance in terms of these three quantities is 


ia Ae,(8.85 X 107!? F/m) 


Equation 6 
- d 
where A is in square meters (m7), d is in meters (m), and C is in farads (F). 
EXAMPLE 4 Determine the capacitance in uF of a parallel plate capacitor having a plate area of 


0.01 m? and a plate separation of 0.5 mil (1.27 X 10> m). The dielectric is mica, 
which has a dielectric constant of 5.0. 
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X 10°!?F/m) _ (0.01 m2) (5.0) (8.85 X 10 '? F/m) 
d 27 < 10° m 


= 0.035 pF 


where A = 3.6 X 10> m2,d = 1 mil (2.54 X 10> m), and ce- 
ic! 


rads in one farad? 

Is in one farad? 

s in one microfarad? 

picofarads. To farads. 

ules is stored by a 0.01 vF capacitor with 15 V across its plates? 
‘a of a capacitor is increased, does the capacitance increase or 


between the plates is increased, does the capacitance increase 


C capacitor are separated by 2 mils. What is the typical break- 


G4 2 TYPES OF CAPACITORS 


Capacitors normally are classified according to the type of dielectric material. The most 
common types of dielectric materials are mica, ceramic, plastic-film, and electrolytic 
(aluminum oxide and tantalum oxide). 


After completing this section, you should be able to 
¢ Discuss various types of capacitors 


¢ Describe the characteristics of mica, ceramic, plastic-film, and electrolytic 


Fixed Capacitors 


Mica Capacitors Two types of mica capacitors are stacked-foil and silver-mica. The basic 
construction of the stacked-foil type is shown in Figure 7. It consists of alternate layers of 
metal foil and thin sheets of mica. The metal foil forms the plate, with alternate foil sheets 
connected together to increase the plate area. More layers are used to increase the plate area, 
thus increasing the capacitance. The mica/foil stack is encapsulated in an insulating material 
such as Bakelite®, as shown in Figure 7(b). The silver-mica capacitor is formed in a similar 
way by stacking mica sheets with silver electrode material screened on them. 
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> FIGURE 7 


Construction of a typical radial-lead 
mica capacitor. 


(a) Stacked layer arrangement (b) Layers are pressed together 
and encapsulated. 


Mica capacitors are generally available with capacitance values ranging from | pF to 
0.1 wF and voltage ratings from 100 V dc to 2500 V de and higher. Mica has a typical di- 
electric constant of 5. 


Ceramic Capacitors Ceramic dielectrics provide very high dielectric constants (1200 is 
typical). As a result, comparatively high capacitance values can be achieved in a small phys- 
ical size. Ceramic capacitors are commonly available in a ceramic disk form, as shown in 
Figure 8; in a multilayer radial-lead configuration, as shown in Figure 9; or in a leadless 
ceramic chip, as shown in Figure 10. 


Lead wire soldered 
to silver electrode 


Solder 


Dipped phenolic coating 
Ceramic 


dielectric I) Silver electrodes deposited on 


top and bottom of ceramic disk 
(a) (b) 
A FIGURE 8 


A ceramic disk capacitor and its basic construction. 


Solder 
Ceramic 
dielectric 


Electrode 


Molded case 


Solder 


(a) Typical capacitors (b) Construction view 


A FIGURE 9 


Examples of ceramic capacitors. 
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Copper (barrier layer) <4 FIGURE 10 
bc hens Construction view of a typical ce- 
ities © lectode i ae Solder — ramic chip capacitor used for surface 


mounting on printed circuit boards. 


Ceramic capacitors typically are available in capacitance values ranging from | pF to 
100 wF with voltage ratings up to 6 kV. 


Plastic-Film Capacitors Common dielectric materials used in plastic-film capacitors in- 
clude polycarbonate, propylene, polyester, polystyrene, polypropylene, and mylar. Some 
of these types have capacitance values up to 100 jF but most are less than 1 WF. 

Figure |1 shows a basic construction used in many plastic-film capacitors. A thin strip 
of plastic-film dielectric is sandwiched between two thin metal strips that act as plates. One 
lead is connected to the inner plate and one is connected to the outer plate as indicated. The 
strips are then rolled in a spiral configuration and encapsulated in a molded case. Thus, a 
large plate area can be packaged in a relatively small physical size, thereby achieving large 
capacitance values. Another method uses metal deposited directly on the film dielectric to 
form the plates. 


Lead connected 


: Lead connected 
to outer foil 


to inner foil 


Inner foil 


Plastic film 


Outer foil 


Figure 12(a) shows typical plastic-film capacitors. Figure 12(b) shows a construction 
view for one type of an axial-lead plastic-film capacitor. 


Electrolytic Capacitors Electrolytic capacitors are polarized so that one plate is posi- 
tive and the other negative. These capacitors are generally used for high capacitance val- 
ues from | wF up to over 200,000 uF, but they have relatively low breakdown voltages 
(350 V is a typical maximum but higher voltages are occasionally found) and high 
amounts of leakage. 

In recent years, manufacturers have developed new electrolytic capacitors with much 
larger capacitance values; however, these new capacitors have lower voltage ratings than 
smaller-value capacitors and tend to be expensive. Super capacitors with capacitances of 
hundreds of farads are available. These capacitors are useful for battery backup and for ap- 
plications like small motor starters that require a very large capacitance. 


ANDS DNTP 


Chip capacitors are 
for surface mounting 
ona printed circuit 
board and have 
conductive terminals 
plated on the ends. 
These capacitors will withstand the 
molten solder temperatures 
encountered in reflow and wave 
soldering used in automated circuit 
board assembly. Chip capacitors 
are in great demand because of the 
move toward miniaturization. 


<< FIGURE 11 


Basic construction of axial-lead tubu- 
lar plastic-film dielectric capacitors. 


Be extremely careful with 
electrolytic capacitors because it 
does make a difference which way 
an electrolytic capacitor is 
connected. Always observe the 
proper polarity. If a polarized 
capacitor is connected backwards, 


it may explode and cause injury. 
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Plastic film 
dielectric 


Lead wire 
soldered to 
end of section 


High-purity 
foil electrodes 


Outer wrap of 
polyester film 


Capacitor section 
(alternate strips of 
film dielectric and 
foil electrodes rolled 
into cylindrical shape) 


Solder-coated end assures that all turns 
of electrode are positively contacted 


(a) Typical capacitors (b) Construction view 


A FIGURE 12 


Examples of plastic-film capacitors. 


Electrolytic capacitors offer much higher capacitance values than mica or ceramic ca- 
pacitors, but their voltage ratings are typically lower. While other capacitors use two simi- 
lar plates, the electrolytic capacitor consists of one plate made of aluminum foil and 
another plate made of a conducting electrolyte applied to a material such as plastic film. 
These two “plates” are separated by a layer of aluminum oxide that forms on the surface of 
the aluminum plate. Figure 13(a) illustrates the construction of a typical aluminum elec- 
trolytic capacitor with axial leads. Other electrolytic capacitors with radial leads are shown 


in Figure 13(b); the symbol for an electrolytic capacitor is shown in part (c). 


Solder-coated brass case 


Sprayed metal end 
termination 

Oxide 

dielectric Plastic 


y 
Electrolyte 
plate 

Glass-to-metal Wire lead 
seal terminal 


(a) Construction view of an axial-lead electrolytic capacitor 


A FIGURE 13 


(b) Typical radial-lead electrolytics 


“fF 
(c) Symbol for an electrolytic 
capacitor. 


Examples of electrolytic capacitors. 
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Tantalum electrolytic capacitors can be in either a tubular configuration similar to 
Figure 13 or “tear drop” shape as shown in Figure 14. In the tear drop configuration, the 
positive plate is actually a pellet of tantalum powder rather than a sheet of foil. Tantalum 
pentoxide forms the dielectric, and manganese dioxide forms the negative plate. 


Tantalum pentoxide 
(dielectric) 


Sintered tantalum 


pellet Gaede) Manganese dioxide 


Dipped epoxy coating (solid-electrolyte) 


“ei Graphite 


Cathode lead soldered 
to silvered area of 
capacitor section 
Tantalum wire welded 
to tantalum pellet 


Nickel lead 
(positive) Nickel lead 
(negative) 
A FIGURE 14 


Construction view of a typical “tear drop” shaped tantalum electrolytic capacitor. 


Because of the process used for the insulating pentoxide dielectric, the metallic (alu- 
minum or tantalum) plate is always positive with respect to the electrolyte plate, and thus 
all electrolytic capacitors are polarized. The metal plate (positive lead) is usually indicated 
by a plus sign or some other obvious marking and must always be connected in a de circuit 
where the voltage across the capacitor does not change polarity. Reversal of the polarity of 
the voltage can result in complete destruction of the capacitor. 


Variable Capacitors 


Variable capacitors are used in a circuit when there is a need to adjust the capacitance value 
either manually or automatically. These capacitors are generally less than 300 pF but are 
available in larger values for specialized application. The schematic symbol for a variable 
capacitor is shown in Figure 15. 

Adjustable capacitors that normally have slotted screw-type adjustments and are used 
for very fine adjustments in a circuit are called trimmers. Ceramic or mica is a common 
dielectric in these types of capacitors, and the capacitance usually is changed by adjusting 
the plate separation. Generally, trimmer capacitors have values less than 100 pF. Figure 16 
shows some typical devices. 

The varactor is a semiconductive device that exhibits a capacitance characteristic that 
is varied by changing the voltage across its terminals. This device usually is covered in de- 
tail in a course on electronic devices. 


<4 FIGURE 16 


Trimmer capacitors. 


ANDS DNSIP 


Scientists are 
working with 


may be used for 
improved charge 


is important in many 
to improving the efficiency of 


new technology may speed 
development of renewable 


store large amounts of energy. 


——t—. 


A FIGURE 15 


Schematic symbol for a variable 
capacitor. 
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applications from office copiers 


energies such as wind and solar 
power, which need to be able to 


graphene, a carbon- 
based material that 


storage in rechargeable batteries 
and ultra-capacitors. The ability 
to store large amounts of charge 


electric and hybrid vehicles. The 
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Capacitor Labeling 


Capacitor values are indicated on the body of the capacitor either by numerical or al- 
phanumerical labels and sometimes by color codes. Capacitor labels indicate various pa- 
rameters such as capacitance, voltage rating, and tolerance. 

Some capacitors carry no unit designation for capacitance. In these cases, the units are 
implied by the value indicated and are recognized by experience. For example, a ceramic 
capacitor marked .001 or .01 has units of microfarads because picofarad values that small 
are not available. As another example, a ceramic capacitor labeled 50 or 330 has units of 
picofarads because microfarad units that large normally are not available in this type. In 
some cases a 3-digit designation is used. The first two digits are the first two digits of the 
capacitance value. The third digit is the multiplier or number of zeros after the second digit. 
For example, 103 means 10,000 pF. In some instances, the units are labeled as pF or uF; 
sometimes the microfarad unit is labeled as MF or MED. 

A voltage rating appears on some types of capacitors with WV or WVDC and is omit- 
ted on others. When it is omitted, the voltage rating can be determined from information 
supplied by the manufacturer. The tolerance of the capacitor is usually labeled as a per- 
centage, such as + 10%. The temperature coefficient is indicated by a parts per million 
marking. This type of label consists of a P or N followed by a number. For example, N750 
means a negative temperature coefficient of 750 ppm/°C, and P30 means a positive tem- 
perature coefficient of 30 ppm/°C. An NPO designation means that the positive and nega- 
tive coefficients are zero; thus the capacitance does not change with temperature. Certain 
types of capacitors are color coded. 


Capacitance Measurement 


A capacitance meter, such as the one shown in Figure 17, can be used to check the value 
of a capacitor. Also, many DMMs provide a capacitance measurement feature. All ca- 
pacitors change value over a period of time, some more than others. Ceramic capacitors, 
for example, often exhibit a 10% to 15% change in the value during the first year. Elec- 
trolytic capacitors are particularly subject to value change due to drying of the elec- 
trolytic solution. In other cases, capacitors may be labeled incorrectly or the wrong value 
may have been installed in the circuit. Although a value change represents less than 25% 
of defective capacitors, a value check should be made to quickly eliminate this as a 
source of trouble when troubleshooting a circuit. Values from 200 pF to 50,000 wF can 
be measured by simply connecting the capacitor, setting the switch, and reading the 
value on the display. 

Some capacitance meters can also be used to check for leakage current in capacitors. In 
order to check for leakage, a sufficient voltage must be applied across the capacitor to sim- 
ulate operating conditions. This is automatically done by the test instrument. Over 40% of 
A FIGURE 17 all defective capacitors have excessive leakage current and electrolytic capacitors are par- 
A typical capacitance meter. ticularly susceptible to this problem. 

(Courtesy of B+K Precision) 


. How are capacitors commonly classified? 

. What is the difference between a fixed and a variable capacitor? 

. What type of capacitor normally is polarized? 

. What precautions must be taken when a polarized capacitor is installed in a circuit? 


. An electrolytic capacitor is connected between a negative supply voltage and ground. 
Which capacitor lead should be connected to ground? 


nm PWN = 
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3 SERIES CAPACITORS 


The total capacitance of a series connection of capacitors is less than the individual 
capacitance of any of the capacitors. Capacitors in series divide voltage across them in 
proportion to their capacitance. 


After completing this section, you should be able to 


¢ Analyze series capacitors 


When capacitors are connected in series, the total capacitance is less than the smallest 
capacitance value because the effective plate separation increases. The calculation of total 
series capacitance is analogous to the calculation of total resistance of parallel resistors. 

Two capacitors can be used in series to show how the total capacitance is determined. 
Figure 18 shows two capacitors, which initially are uncharged, connected in series with a 
dc voltage source. When the switch is closed, as shown in part (a), current begins. 


a) 


(a) While charging, J = Q/t is the same at all (b) Both capacitors store the same amount of 
points. Capacitor voltages are increasing. charge (Qp = Q; = Qy). 


Recall that current is the same at all points in a series circuit and that current is defined 
as the rate of flow of charge (I = Q/t). In a certain period of time, a certain amount of 
charge moves through the circuit. Since current is the same everywhere in the circuit of 
Figure 18(a), the same amount of charge is moved from the negative side of the source to 
plate A of C,, and from plate B of C, to plate A of C>, and from plate B of C to the posi- 
tive side of the source. As a result, of course, the same amount of charge is deposited on the 
plates of both capacitors in a given period of time, and the total charge (Q;) moved through 
the circuit in that period of time equals the charge stored by C, and also equals the charge 
stored by C). 


Or = Q1 = Qo 


As the capacitors charge, the voltage across each one increases as indicated. 

Figure 18(b) shows the capacitors after they have been completely charged and the cur- 
rent has ceased. Both capacitors store an equal amount of charge (Q), and the voltage 
across each one depends on its capacitance value (V = Q/C). By Kirchhoff’s voltage law, 


<4 FIGURE 18 


Capacitors in series produce a total 
capacitance that is less than the 
smallest value. 
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which applies to capacitive circuits as well as to resistive circuits, the sum of the capacitor 
voltages equals the source voltage. 


Vs = V, + Vo 


Using the formula V = Q/C, you can substitute into the formula for Kirchhoff’s law and 
get the following relationship (where Q = Qy; = Q) = Q)): 


0 2,29 
Cy Cy G&G 
The Q can be factored out of the right side of the equation and canceled with the Q on the 


left side as follows: 
1 if 
Cr Cc G&G 


Thus, you have the following relationship for two capacitors in series: 
1 1 1 
— = — + — 
Cr CG G 


Taking the reciprocal of both sides of this equation gives the formula for the total capaci- 
tance for two capacitors in series. 


Cy = ——— 
an? ae 
a + —— 
Cy GQ 

This equation can also be expressed equivalently as 


Equation 7 Cp = OC, 
Cy + Cy 


n Figure 19. 


C C, 


100 pF 330 pF 


+ 


Vs 


(100 pF)(330 pF) 
Ci + Cy 100pF + 330pF 


= 76.7 pF 


and C> = 680 pF in Figure 19. 


General Formula The equation for two series capacitors can be extended to any number 
of capacitors in series, as shown in Figure 20. 
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|| | || | <4 FIGURE 20 
C, C Cy C, General circuit with n capacitors in 
series. 
Vs 


The formula for total capacitance for any number of capacitors in series is developed as 
follows; the subscript m can be any number. 


1 1 1 1 1 
= + ee ee eae 
CG CG Gr &; Ch 
C : Equation 8 
ie ee ae , 
GC C2 CG; Cn 
Remember, 
The total series capacitance is always less than the smallest capacitance. 
tance in Figure 21. 
C Cy C3 
10 uF 4.7 UF 8.2 UWF 
+ — 
ilk 
= : 2.30 pF 
1 i 1 1 ar 
+— + + 
C; 10uF 47 uF 8.2 uF 
is connected in series with the three existing capacitors in 
of Cr? 


Capacitor Voltages 


The voltage across each capacitor in a series connection depends on its capacitance value 
according to the formula V = Q/C. You can determine the voltage across any individual 
capacitor in series with the following formula: 
Cy : 
V, = |= ]Vs Equation 9 
Cy 
where C, is any capacitor in series, such as C,, Cy, and C3, and so on, and V, is the voltage 
across C,. 


The largest-value capacitor in a series connection will have the smallest voltage 
across it. The smallest-value capacitor will have the largest voltage across it. 
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EXAMPLE 7 


Solution 


Related Problem 


Find the voltage across each capacitor in Figure 22. 


C Cy C3 


O1uWF O47uF 0.22 uF 
yy == 
25 V - 
FIGURE 22 
Calculate the total capacitance. 
Cc : : 0.06 uF 
1 _ pe 
Cc, CG, Cy, O1pwF O47pF 0.22 uF 


C 0.06 uF 
v= ( “y, = ( us )asv = 15.0V 


Ci 0.1 uF 

V> = (=). = (seu asv = 3.19V 
G 0.47 uF 

V3 = (S)vs = (seu asv = 6.82V 
Cs 0.22 pF 


Another 0.47 «F capacitor is connected in series with the existing capacitors in 
Figure 22. Determine the voltage across the new capacitor, assuming all the capacitors 
are initially uncharged. 


Open Multisim file E09-07; files are found at www.pearsonhighered.com/floyd/. 
Measure the voltage across each of the capacitors and compare with the calculated 
values. Connect another 0.47 jF capacitor in series with the other three and measure 
the voltage across the new capacitor. Also measure the voltage across Cj, Co, and C3 
and compare with the previous voltages. Did the values increase or decrease after the 
fourth capacitor was added? Why? 
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ince of series capacitors less than or greater than the value of the 


acitors are in series: 100 pF, 220 pF, and 560 pF. What is the total 


voltage across the 0.01 «F capacitor in Question 3 if 10 V are con- 
two series capacitors. 
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4 PARALLEL CAPACITORS 
Capacitances add when they are connected in parallel. 
After completing this section, you should be able to 


¢ Analyze parallel capacitors 


When capacitors are connected in parallel, the total capacitance is the sum of the indi- 
vidual capacitances because the effective plate area increases. The calculation of total par- 
allel capacitance is analogous to the calculation of total series resistance. 

Figure 23 shows two parallel capacitors connected to a dc voltage source. When the 
switch is closed, as shown in part (a), current begins. A total amount of charge (Q;) moves 
through the circuit in a certain period of time. Part of the total charge is stored by C; and 
part by C). The portion of the total charge that is stored by each capacitor depends on its 
capacitance value according to the relationship Q = CV. 

Figure 23(b) shows the capacitors after they have been completely charged and the cur- 
rent has stopped. Since the voltage across both capacitors is the same, the larger capacitor 
stores more charge. If the capacitors are equal in value, they store an equal amount of 
charge. The charge stored by both of the capacitors together equals the total charge that was 
delivered from the source. 


Or =Q, + D 
Since Q = CV, Equation 2, you can use substitution to get the following relationship: 
CrVs = CVs at CiVs 


Because all the Vs terms are equal, they can be canceled. Therefore, the total capacitance 
for two capacitors in parallel is 


Cy = C, + G Equation 10 


‘oO 
i) 


d 
J 


(a) The amount of charge on (b) Or = Q; + Qo 
each capacitor is directly 
proportional to its 
capacitance value. 


A FIGURE 23 


Capacitors in parallel produce a total capacitance that is the sum of the individual capacitances. 
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EXAMPLE 8 What is the total capacitance in Figure 24? What is the voltage across each capacitor? 
FIGURE 24 
sv > To" TC" 


Solution The total capacitance is 
Cy = C, + Cy = 330 pF + 220 pF = 550 pF 
The voltage across each capacitor in parallel is equal to the source voltage. 
Vs = Vi = V2 =5V 


Related Problem What is Cy if a 100 pF capacitor is connected in parallel with C, and C> in Figure 24? 


General Formula Equation 10 can be extended to any number of capacitors in parallel, 
as shown in Figure 25. The expanded formula is as follows; the subscript n can be any 
number. 


Equation 11 Cp = Cy + Cp + C3 +++ + C, 


FIGURE 25 
General circuit with n capacitors in 
parallel. 


——, 


EXAMPLE 9 Determine Cy in Figure 26. 


I. Le lL. Le iz lL. 
oe i Lo ." Ty i: 022 uF 


FIGURE 26 
Solution Cr = Ci a C2 oP C3 at C4 ar Gs ar Co 
= 0.01 wF + 0.022 wF + 0.01 wF + 0.047 wF + 0.022 wF + 0.022 uF 
= 0.133 pF 


Related Problem If three more 0.01 F capacitors are connected in parallel in Figure 26, what is Cy? 
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total parallel capacitance determined? 

application, you need 0.05 wF. The only capacitor value available is 
nd this capacitor is available in large quantities. How can you get the total 
e that you need? 


ying capacitors are in parallel: 10 pF, 56 pF, 33 pF, and 68 pF. What is C;? 


5 Capacitors IN DC Circuits 


A capacitor will charge up when it is connected to a dc voltage source. The buildup 
of charge across the plates occurs in a predictable manner that is dependent on the 
capacitance and the resistance in a circuit. 


After completing this section, you should be able to 


¢ Describe how a capacitor operates in a de switching circuit 


¢ Describe the charging and discharging of a capacitor 


Charging a Capacitor 


A capacitor will charge when it is connected to a dc voltage source, as shown in Figure 27. 
The capacitor in part (a) is uncharged; that is, plate A and plate B have equal numbers of 
free electrons. When the switch is closed, as shown in part (b), the source moves electrons 
away from plate A through the circuit to plate B as the arrows indicate. As plate A loses 
electrons and plate B gains electrons, plate A becomes positive with respect to plate B. As 
this charging process continues, the voltage across the plates builds up rapidly until it 
is equal to the source voltage, Vs, but opposite in polarity, as shown in part (c). When the 
capacitor is fully charged, there is no current. 


A capacitor blocks constant de. 


When the charged capacitor is disconnected from the source, as shown in Figure 27(d), it 
remains charged for long periods of time, depending on its leakage resistance. The charge 
on an electrolytic capacitor generally leaks off more rapidly than in other types of capacitors. 


Fewer electrons More electrons 
AS =B make plate A hs =B make plate B A B A B 
= = more positive. = = more negative. 
> = <«<_ = ee + = + = 
= = = = eS) 
[e) y A { Vs ° Vs 
\, Vs Vs A Vs A Vs 
f = Y =P io Pago = = ad 
I] Ik Il Il 
(a) Uncharged (b) Charging (c) Fully charged (d) Retains charge 
A FIGURE 27 


Charging a capacitor. 
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Discharging a Capacitor 


When a conductor is connected across a charged capacitor, as shown in Figure 28, the ca- 
pacitor will discharge. In this particular case, a very low resistance path (the conductor) is 
connected across the capacitor with a switch. Before the switch is closed, the capacitor is 
charged to 50 V, as indicated in part (a). When the switch is closed, as shown in part (b), the 
excess electrons on plate B move through the circuit to plate A (indicated by the arrows); as 
a result of the current through the low resistance of the conductor, the energy stored by the 
capacitor is dissipated in the resistance of the conductor. The charge is neutralized when 
the numbers of free electrons on both plates are again equal. At this time, the voltage across 
the capacitor is zero, and the capacitor is completely discharged, as shown in part (c). 


>» FIGURE 28 A B A-| J=B AZ] J=B 
Discharging a capacitor. TILT rs |. See | = 
ro) A =9 ie y = ie = 
\ 50 V \ OV 
A «x =x <x <x 
(a) Retains charge (b) Discharging (c) Uncharged 
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Current and Voltage During Charging and Discharging 


Notice in Figures 27 and 28 that the direction of electron flow during discharge is opposite to 
that during charging. It is important to understand that, ideally, there is no current through the 
dielectric of the capacitor during charging or discharging because the dielectric is an insulat- 
ing material. There is current from one plate to the other only through the external circuit. 
Figure 29(a) shows a capacitor connected in series with a resistor and a switch to a de 
voltage source. Initially, the switch is open and the capacitor is uncharged with zero volts 


Current jumps to maximum at instant 
switch is closed; then it decreases. 


OA Vs 


wu 
hw" Vo Z| 


wy, i ~<— Voltage is 
zero at instant 
switch is 
closed; then 
it increases. 


ae 


7 Charging current 


(a) Charging: Capacitor voltage increases as the current (b) Fully charged: Capacitor voltage equals source voltage. 


and resistor voltage decrease. The current is zero. 


Current jumps to maximum at instant 
switch is closed; then it decreases. 


as capacitor 
discharges. 


Discharging current | 


—< 


(c) Discharging: Capacitor voltage, resistor voltage, and the current decrease 
from their initial maximum values. Note that the discharge current is 
opposite to the charge current. 


A FIGURE 29 


Current and voltage in a charging and discharging capacitor. 
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across its plates. At the instant the switch is closed, the current jumps to its maximum value 
and the capacitor begins to charge. The current is maximum initially because the capacitor 
has zero volts across it and, therefore, effectively acts as a short; thus, the current is limited 
only by the resistance. As time passes and the capacitor charges, the current decreases and 
the voltage across the capacitor (Vc) increases. The resistor voltage is proportional to the 
current during this charging period. 

After a certain period of time, the capacitor reaches full charge. At this point, the current 
is zero and the capacitor voltage is equal to the dc source voltage, as shown in Figure 29(b). 
If the switch were opened now, the capacitor would retain its full charge (neglecting any 
leakage). 

In Figure 29(c), the voltage source has been removed. When the switch is closed, the 
capacitor begins to discharge. Initially, the current jumps to a maximum but in a direction 
opposite to its direction during charging. As time passes, the current and capacitor voltage 
decrease. The resistor voltage is always proportional to the current. When the capacitor has 
fully discharged, the current and the capacitor voltage are zero. 

Remember these two rules about capacitors in dc circuits: 


1. A capacitor appears as an open to constant voltage. 
2. A capacitor appears as a short to an instantaneous change in voltage. 


Now let’s examine in more detail how the voltage and current change with time in a ca- 
pacitive circuit. 


The RC Time Constant 


In a practical situation, there cannot be capacitance without some resistance in a circuit. It 
may simply be the small resistance of a wire, or it may be a designed-in resistance. Because 
of this, the charging and discharging characteristics of a capacitor must always be consid- 
ered with the associated series resistance included. The resistance introduces the element 
of time in the charging and discharging of a capacitor. 

When a capacitor charges or discharges through a resistance, a certain time is required 
for the capacitor to charge fully or discharge fully. The voltage across a capacitor cannot 
change instantaneously because a finite time is required to move charge from one point to 
another. The time constant of a series RC circuit determines the rate at which the capacitor 
charges or discharges. 


The RC time constant is a fixed time interval that equals the product of the resist- 
ance and the capacitance in a series RC circuit. 


The time constant is expressed in units of seconds when resistance is in ohms and capaci- 
tance is in farads. It is symbolized by 7 (Greek letter tau), and the formula is 


7 = RC 


Recall that J = Q/t. The current depends on the amount of charge moved in a given 
time. When the resistance is increased, the charging current is reduced, thus increasing the 
charging time of the capacitor. When the capacitance is increased, the amount of charge in- 
creases; thus, for the same current, more time is required to charge the capacitor. 


Capacitors can store charge for a 
long time after power has been 
turned off. Be careful when 
touching or handling capacitors 
in or out of a circuit. If you touch 
the leads, you may be in for a 
shock as the capacitor discharges 
through you! It is good practice to 
discharge a capacitor using a 
shorting tool with an insulated 
grip before handling the 
capacitor. 


Equation 12 


EXAMPLE 10 A series RC circuit has a resistance of 1.0 MQ, and a capacitance of 4.7 wF. What is 
the time constant? 
Solution fee — (10 x 10°O)47 <x 10 °F) = 4.75 
Related Problem A series RC circuit has a 270 kQ resistor and a 3300 pF capacitor. What is the time 


constant in ws? 
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Vo 
A 


Vp (final voltage) 


Equation 13 
Equation 14 


Equation 15 


Ir 


2T 


(a) Charging curve with percentages of the final voltage 


CAPACITORS 


When a capacitor is charging or discharging between two voltage levels, the charge on 
the capacitor changes by approximately 63% of the difference in the levels in one time con- 
stant. An uncharged capacitor charges to approximately 63% of its fully charged voltage in 
one time constant. When a fully charged capacitor is discharging, its voltage drops to ap- 
proximately 100% — 63% = 37% of its initial voltage in one time constant. This change 
also corresponds to a 63% change. 


The Charging and Discharging Curves 


A capacitor charges and discharges following a nonlinear curve, as shown in Figure 30. In 
these graphs, the approximate percentage of full charge is shown at each time-constant 
interval. This type of curve follows a precise mathematical formula and is called an expo- 
nential curve. The charging curve is an increasing exponential, and the discharging curve 
is a decreasing exponential. It takes five time constants to reach 99% (considered 100%) of 
the final voltage. This five time-constant interval is generally accepted as the time to fully 
charge or discharge a capacitor and is called the transient time. 


Vo 


V, (initial voltage) 


37 4r Sr 0 Ir 2r 37 4r ar 


(b) Discharging curve with percentages of the initial voltage 


A FIGURE 30 


Exponential voltage curves for the charging and discharging of a capacitor in an RC circuit. 


General Formula The general expressions for either increasing or decreasing exponen- 
tial curves are given in the following equations for both instantaneous voltage and current: 


y= Vr + (V; — Vre 7 
i= Ip + (; — Ipe 
where V; and /; are the final values of voltage and current and V; and J; are the initial val- 
ues of voltage and current. The lowercase italic letters v and i are the instantaneous values 


of the capacitor voltage and current at time ¢, and ¢ is the base of natural logarithms. The e* 
key on a calculator makes it easy to work with this exponential term. 


Charging from Zero The formula for the special case in which an increasing exponen- 
tial voltage curve begins at zero (V; = 0), as shown in Figure 30(a), is given in 
Equation 15. It is developed as follows, starting with the general formula, Equation 13. 


v=Vrt+ (Vj - Vie’? = Ve + (0 -— Vie Ve = Vp — Vee VRE 
Factoring out Vr, you have 
v = Vp — e /RC) 


Using Equation 15, you can calculate the value of the charging voltage of a capacitor at any 
instant of time if it is initially uncharged. You can calculate an increasing current by sub- 
stituting i for v and /; for V; in Equation 15. 
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EXAMPLE 11 In Figure 31, determine the capacitor voltage 50 us after the switch is closed if the 


capacitor initially is uncharged. Draw the charging curve. 


oo hy, 
a ea | 
he T° 


FIGURE 31 


Solution The time constant is 


T = RC = (8.2kQ)(0.01 uF) = 82 us 


The voltage to which the capacitor will fully charge is 50 V (this is V;). The initial 
voltage is zero. Notice that 50 ps is less than one time constant; so the capacitor will 


charge less than 63% of the full voltage in that time. 
een) — G0 VI — 6 825) — 22.8V 


The charging curve for the capacitor is shown in Figure 32. 


FIGURE 32 


Related Problem Determine the capacitor voltage 15 ys after the switch is closed in Figure 31. 


Discharging to Zero The formula for the special case in which a decreasing exponential 
voltage curve ends at zero (V; = 0), as shown in Figure 30(b), is derived from the general 
formula as follows: 


v= Vp + (V; — Vee /™ = 0 + (V; — Ope VRE 


This reduces to 


y = V,e 7RE Equation 16 


where V; is the voltage at the beginning of the discharge. You can use this formula to 
calculate the discharging voltage at any instant. The exponent —t/RC can also be written 
as —1/T. 
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EXAMPLE 12 Determine the capacitor voltage in Figure 33 at a point in time 6 ms after the switch is 
closed. Draw the discharging curve. 


10 kO, 


om o 
i 
C 
my T 2.2 UF 


FIGURE 33 


Solution The discharge time constant is 
7 = RC = (10kQ)(2.2 wF) = 22 ms 


The initial capacitor voltage is 10 V. Notice that 6 ms is less than one time constant, 
so the capacitor will discharge less than 63%. Therefore, it will have a voltage greater 
than 37% of the initial voltage at 6 ms. 


ae Ve 2 — 7.61 V 


The discharging curve for the capacitor is shown in Figure 34. 


> ft (ms) 


So 
eS Se 


110 
57 


FIGURE 34 


Related Problem In Figure 33, change R to 2.2 kO and determine the capacitor voltage 1 ms after the 
switch is closed. 


Graphical Method Using Universal Exponential Curves The universal curves in 
Figure 35 provide a graphic solution of the charge and discharge of capacitors. Example 13 
illustrates this graphical method. 
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vori <¢ FIGURE 35 


Normalized universal exponential 
1.0 curves. 


—t/t 


in Figure 36 to charge to 75 V? What is the capaci- 
is closed? Use the normalized universal curves in 


R 
100 kQ 


Cc 
LL 0.01 uF 


is the 100% level (1.0) on the graph. The value 75 V 
on the graph. You can see that this value occurs at 1.4 
time constant is RC = (100kQ)(0.01 uF) = 1 ms. 
aches 75 V at 1.4 ms after the switch is closed. 


www.EngineeringBooksPdf.com 


427 


CAPACITORS 


| universal exponential curves, determine how long it will take the 
6 to charge to 50 V from zero. What is the capacitor voltage 3 ms 


Response to a Square Wave 


A common case that illustrates the rising and falling exponential occurs when an RC circuit 
is driven with a square wave that has a long period compared to the time constant. The 
square wave provides on and off action but, unlike a single switch, it provides a discharge 
path back through the generator when the wave drops back to zero. 

When the square wave rises, the voltage across the capacitor rises exponentially toward 
the maximum value of the square wave in a time that depends on the time constant. When 
the square wave returns to the zero level, the capacitor voltage decreases exponentially, 
again depending on the time constant. The internal resistance of the square wave generator 
is part of the RC time constant; however, it can be ignored if it is small compared to R. The 
following example shows the waveforms for the case where the period is long compared to 
the time constant. 


> 38(a), calculate the voltage across the capacitor every 0.1 ms 
1 of the input waveform shown in Figure 38(b). Then sketch the 
ssume the internal resistance of the generator is negligible. 


; 


7 0.0056uF 72> 
0 


t (ms) 


0 0.5, 1.0 


7 = RC = (15 kQ)(0.0056 uF) = 0.084 ms 
jare wave is | ms, which is approximately 127. This means that 
ach change of the pulse, allowing the capacitor to fully charge 
exponential, 
ee 9 = 1,0 - ey 
2. val a gy) ms 0.084ms) = 1.74 Vv 
% \ “(1 =, @ 02ms/0.084ms) = DY] Vv 
tee gy 50.0848) =243V 


ll 


Seem em) — 9.48 V 
— ¢0-5ms/0.084ms) — 7 49 y 

. exponential, 

v= Ve URS = vie") 
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In the equation, time is shown from the point when the change occurs (subtracting 
0.5 ms from the actual time). For example, at 0.6 ms, t = 0.6ms — 0.5 ms = 0.1 ms. 


Pavone yi 2 5 Ve) ™/9-984ms) — 0.76 V 
PM@mcey = 25 Ve 07m 084ms) — 9.93 -V 
POs 2 5 Ve 0 /9-884™s) — 0.07 V 
PGommeap = 25 Vieo Ym) — 0.02 V 
Pons yi) 5 Ve) /0-084ms) — 9.01 V 


Figure 39 is a graph of these results. 


FIGURE 39 


Ve (V) 
A 


3 


0 > t (ms) 
0 0.5 1.0 


Related Problem What is the capacitor voltage at 0.65 ms? 


ne constant when R = 1.2kQ and C = 1000 pF. 

on 1 is charged with a 5 V source, how long will it take the initially 
o reach full charge? At full charge, what is the capacitor voltage? 
‘ime constant of 1 ms. If it is charged with a 10 V battery, what 
r ge be at each of the following times: 2 ms, 3 ms, 4 ms, and 
itor is initially uncharged. 

‘ed to 100 V. If it is discharged through a resistor, what is the 
one time constant? 


6 CAPACITORS IN AC CIRCUITS 


As you know, a capacitor blocks constant dc. A capacitor passes ac with an amount of 
opposition, called capacitive reactance, that depends on the frequency of the ac. 


After completing this section, you should be able to 
¢ Describe how a capacitor operates in an ac circuit 
¢ Define capacitive reactance 
¢ Determine the value of capacitive reactance in a given circuit 
¢ Calculate the capacitance for series and parallel capacitors 
¢ Explain why a capacitor causes a phase shift between voltage and current 


¢ Discuss instantaneous, true, and reactive power in a capacitor 
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de plus 
ac 


de only 


\ 
ng 


A 


Point in circuit where e ce 
; ‘ 2 Cc 
dc only is required 


A FIGURE 56 


Example of the operation of a bypass capacitor. 


The main characteristic of a filter is its frequency selectivity, which is based on the fact 
that the reactance of a capacitor depends on frequency (Xc = 1/27fC). 


Timing Circuits 


Another important area in which capacitors are used is in timing circuits that generate spec- 
ified time delays or produce waveforms with specific characteristics. Recall that the time 
constant of a circuit with resistance and capacitance can be controlled by selecting appro- 
priate values for R and C. The charging time of a capacitor can be used as a basic time de- 
lay in various types of circuits. An example is the circuit that controls the turn indicators on 
your car where the light flashes on and off at regular intervals. 


Computer Memories 


Dynamic computer memories use capacitors as the basic storage element for binary infor- 
mation, which consists of two digits, 1 and 0. A charged capacitor can represent a stored 1 
and a discharged capacitor can represent a stored 0. Patterns of 1s and Os that make up bi- 
nary data are stored in a memory that consists of an array of capacitors with associated cir- 
cuitry. You will study this topic in a computer or digital fundamentals course. 


ain how half-wave or full-wave rectified dc voltages are smoothed out by a filter 
citor. 


in the purpose of a coupling capacitor. 
rge must a coupling capacitor be? 
1 the purpose of a decoupling capacitor. 


iss how the relationship of frequency and capacitive reactance is important in 
-selective circuits such as signal filters. 
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As you learned in this chapter, capaci- 
tors are used in certain types of ampli- 
fiers for coupling ac signals and 
blocking de voltages. In this assign- 
ment, an amplifier circuit board contains two coupling capaci- 
tors. Your assignment is to check certain voltages on three 
identical amplifier circuit boards to determine if the capacitors 
are working properly. A knowledge of amplifier circuits is not 
necessary for this assignment. 

All amplifier circuits contain transistors that require dc 
voltages to establish proper operating conditions for amplify- 
ing ac signals. These dc voltages are referred to as bias volt- 
ages. As indicated in Figure 57(a), a common type of dc bias 
circuit used in amplifiers is the voltage divider formed by R, 
and R>, which sets up the proper dc voltage at the input to the 
amplifier. 

When an ac signal voltage is applied to the amplifier, the 
input coupling capacitor, C,, prevents the internal resistance 
of the ac source from changing the dc bias voltage. Without 
the capacitor, the internal source resistance would appear in 
parallel with R, and drastically change the value of the dc 
voltage. 

The coupling capacitance is chosen so that its reactance 
(X¢) at the frequency of the ac signal is very small compared to 
the bias resistor values. The coupling capacitance, therefore, 
efficiently couples the ac signal from the source to the input of 
the amplifier. On the source side of the input coupling capaci- 


AC signal plus 
+24 V de 


Only ac input 
signal at this point 


AC source 


bias circuit 


(a) Amplifier schematic 


A FIGURE 57 


n Assignment 


dc level at this point 


PuTTING YOUR KNOWLEDGE 
To WorK 


| tor there is only ac but on the amplifier side there is ac plus de 
(the signal voltage is riding on the dc bias voltage set by the 
voltage divider), as indicated in Figure 57(a). Capacitor C) is 

: the output coupling capacitor, which couples the amplified ac 
signal to another amplifier stage that would be connected to the 
output. 


You will check three amplifier boards like the one in 


Figure 57(b) for the proper input voltages using an oscilloscope. 
| Tf the voltages are incorrect, you will determine the most likely 
fault. For all measurements, assume the amplifier has no de 
loading effect on the voltage-divider bias circuit. 


| Step 1: Comparing the Printed Circuit Board with 
| the Schematic 


Check the printed circuit board in Figure 57(b) to make sure it 
: agrees with the amplifier schematic in part (a). 


Step 2: Testing the Input to Board 1 


The oscilloscope probe is connected from channel | to the board 
as shown in Figure 58. 


The input signal from a sinusoidal voltage source is con- 


nected to the board and set to a frequency of 5 kHz with an 
amplitude of 1 V rms. Determine if the voltage and frequency 
displayed on the scope in Figure 58 are correct. If the scope 
measurement is incorrect, specify the most likely fault in the 

! circuit. 


Transistor 
symbol 


(b) Amplifier board 


Capacitively coupled amplifier. 
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The current in a capacitive circuit 
varies directly with the frequency of 
the source voltage. 
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Capacitive Reactance, Xc 


In Figure 40, a capacitor is shown connected to a sinusoidal voltage source. When the 
source voltage is held at a constant amplitude value and its frequency is increased, the am- 
plitude of the current increases. Also, when the frequency of the source is decreased, the 
current amplitude decreases. 


Fixed amplitude ac 
voltage source 


(a) Current increases when the frequency (b) Current decreases when the frequency 
increases. decreases. 


When the frequency of the voltage increases, its rate of change also increases. This rela- 
tionship is illustrated in Figure 41, where the frequency is doubled. Now, if the rate at which 
the voltage is changing increases, the amount of charge moving through the circuit in a given 
period of time must also increase. More charge in a given period of time means more cur- 
rent. For example, a tenfold increase in frequency means that the capacitor is charging and 
discharging 10 times as much in a given time interval. The rate of charge movement has in- 
creased 10 times. This means the current has increased by 10 because J = Q/t. 


> FIGURE 41 Bhas the greater B A 


Rate of change of a sine wave in- taonbonalge 
(steeper slope, 


creases when frequency increases. more cycles per 
second). 


An increase in the amount of current with a fixed amount of voltage indicates that op- 
position to the current has decreased. Therefore, the capacitor offers opposition to current, 
and that opposition varies inversely with frequency. 


The opposition to sinusoidal current in a capacitor is called capacitive reactance. 


The symbol for capacitive reactance is X¢, and its unit is the ohm (Q). 

You have just seen how frequency affects the opposition to current (capacitive reactance) 
in a capacitor. Now let’s see how the capacitance (C) itself affects the reactance. Figure 42(a) 
shows that when a sinusoidal voltage with a fixed amplitude and fixed frequency is applied 
to a 1 wF capacitor, there is a certain amount of alternating current. When the capacitance 
value is increased to 2 F, the current increases, as shown in Figure 42(b). Thus, when the 
capacitance is increased, the opposition to current (capacitive reactance) decreases. There- 
fore, not only is the capacitive reactance inversely proportional to frequency, but it is also in- 
versely proportional to capacitance. This relationship can be stated as follows: 


1 
Xc is proportional to —. 
c 1s prop’ 7C 
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OV 


PROBE COMP 
sv IL 


+Input signal (1 V rms, 5 kHz) 


HORIZONTAL TRIGGER 
Position Position 


HOLDOFF 
TRIGGER MENU 
SET LEVEL TO 50% 


FORCE TRIGGER 


TRIGGER VIEW 


CH1 


Note: Ground reference has been 
established as indicated by 0 V. 


A FIGURE 58 
Testing board 1. 


Step 3: Testing the Input to Board 2 


The oscilloscope probe is connected from channel 1 to board 2 
the same as was shown in Figure 58 for board 1. 

The input signal from the sinusoidal voltage source is the 
same as Step 2. Determine if the scope display in Figure 59 is 
correct. If the scope measurement is incorrect, specify the most 
likely fault in the circuit. 


OV 


Note: Ground reference has been 
established as indicated by 0 V. 


A FIGURE 59 


Testing board 2. 
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<4 FIGURE 42 

For a fixed voltage and fixed fre- 
quency, the current varies directly 
with the capacitance value. 


(a) Less capacitance, less current (b) More capacitance, more current 


It can be proven that the constant of proportionality that relates X¢ to 1/fC is 1/27. 
Therefore, the formula for capacitive reactance (X¢) is 
1 


Xo = InfC Equation 17 


Xc is in ohms when fis in hertz and C is in farads. The 277 term comes from the fact that, 
a sine wave can be described in terms of rotational motion, and one revolution contains 27r 
radians. 


ye is applied to a capacitor, as shown in Figure 43. The frequency of 
) kHz. Determine the capacitive reactance. 


C 


TL 0.0047 uF 


aw 


7 i 
C 2ar(1.0 X 10° Hz) (0.0047 x 10°F) 


= 33.9kO 


uency required to make the capacitive reactance in Figure 43 equal 


Reactance for Series Capacitors 


When capacitors are in series in an ac circuit, the total capacitance is smaller than the 
smallest individual capacitance. Because the total capacitance is smaller, the total capaci- 
tive reactance (opposition to current) must be larger than any individual capacitive reac- 
tance. With series capacitors, the total capacitive reactance (X¢ijp;)) is the sum of the 
individual reactances. 


Xcwt) = Xc1 + XE. + X03 +++ * + Xen Equation 18 


Compare this formula with an equation for finding the total resistance of series resistors. 
In both cases, you simply add the individual oppositions. 
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Step 4: Testing the Input to Board 3 


The oscilloscope probe is connected from channel | to board 3 


the same as was shown in Figure 58 for board 1. 

The input signal from the sinusoidal voltage source is the 
same as Step 3. Determine if the scope display in Figure 60 is 
correct. If the scope measurement is incorrect, specify the most 
likely fault in the circuit. 


Review i OV 

1. Explain why the input coupling capacitor is necessary when 2us 
one connects an ac source to the amplifier. 

2. Capacitor C> in Figure 57 is an output coupling capacitor. Note: ee pea Oa es i 
Generally, what would you expect to measure at the point in; established ag indicated by'@'V. 
the circuit labeled C and at the output of the circuit when an; 

| A FIGURE 60 


input signal is applied to the amplifier? 


Testing board 3. 


® A capacitor is composed of two parallel conductive plates separated by an insulating material 
called the dielectric. 


® A capacitor stores electrical charge on its plates. 


® Energy is stored in a capacitor by the electric field created between the charged plates in the 
dielectric. 


® Capacitance is measured in units of farads (F). 


® Capacitance is directly proportional to the plate area and the dielectric constant and inversely pro- 
portional to the distance between the plates (the dielectric thickness). 


® The dielectric constant is an indication of the ability of a material to establish an electric field. 
® The dielectric strength is one factor that determines the breakdown voltage of a capacitor. 


® Capacitors are commonly classified according to the dielectric material. Typical materials are 
mica, ceramic, plastic-film, and electrolytic (aluminum oxide and tantalum oxide). 


The total capacitance of series capacitors is less than the smallest capacitance. 
The total capacitance of parallel capacitors is the sum of all the capacitances. 


A capacitor blocks constant de. 


¢-¢ ¢ ¢ 


The time constant determines the charging and discharging time of a capacitor with resistance in 
series. 


® Inan RC circuit, the voltage and current during charging and discharging make an approximate 
63% change during each time-constant interval. 


® Five time constants are required for a capacitor to fully charge or discharge. This is called the 
transient time. 


® The approximate percentage of final charge after each charging time-constant interval is given in 
Table 4. 


® The approximate percentage of initial charge after each discharging time-constant interval is 
given in Table 5. 


® Alternating current in a capacitor leads the voltage by 90°. 


® <A capacitor passes ac to an extent that depends on its reactance and the resistance in the rest of the 
circuit. 
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Reactance for Parallel Capacitors 


In ac circuits with parallel capacitors, the total capacitance is the sum of the capacitances. 
Recall that the capacitive reactance is inversely proportional to the capacitance. Because 
the total parallel capacitance is larger than any individual capacitances, the total capacitive 
reactance must be smaller than the reactance of any individual capacitor. With parallel ca- 
pacitors, the total reactance is found by 


Equation 19 Xcitot) = 7 os ee Eee © 


ee 3 
Xa =6Xe2—_ X03 Xen 


Compare this formula with an equation for parallel resistors. As in the case of parallel 
resistors, the total opposition (resistance or reactance) is the reciprocal of the sum of the re- 
ciprocals of the individual oppositions. 

For two capacitors in parallel, Equation 19 can be reduced to the product-over-sum 
form. This is useful because, for most practical circuits, more than two capacitors in paral- 
lel is not common. 


x _ _XaiXe2 
C(tot) Ke Re Xs 


reactance in each circuit in Figure 44? 


Cc 


f =5.0 kHz 0.01 uF 
2 
.068 WF 


(b) 


165) 
0.068 uF 


1 
-= = 3.18k0 
amfC,  22(5.0 kHz)(0.01 pF) 
ee ! = 4680 


fC, 25.0 KHz)(0.068 nF) 


acitors in series in Figure 44(a), the total reactance is the 
iven in Equation 18. 


= Xq + X~ = 3.18k0O + 4680 = 3.65kO 


obtain the total series reactance by first finding the total ca- 
. Then substitute that value into Equation 17 to calculate the 


0.01 uF)(0.068 pF 
(2 CE pF 
© 001 pF + 0.068 uF 
1 
= 3.65k0 
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» TABLE 4 


NUMBER OF APPROXIMATE 
TIME CONSTANTS % OF FINAL CHARGE 
1 63 
2 86 
3 95 
4 98 
5 99 (considered 100%) 
as NUMBER OF APPROXIMATE 
TIME CONSTANTS % OF INITIAL CHARGE 
1 37 
2 14 
3 S 
4 2 
5 1 (considered 0) 
® Capacitive reactance is the opposition to ac, expressed in ohms. 
® Capacitive reactance (X_) is inversely proportional to the frequency and to the capacitance value. 
® The total capacitive reactance of series capacitors is the sum of the individual reactances. 
5 


The total capacitive reactance of parallel capacitors is the reciprocal of the sum of the reciprocals 
of the individual reactances. 


¢ 


Ideally, there is no energy loss in a capacitor and, thus, the true power (watts) is zero. However, in 
most capacitors there is some small energy loss due to leakage resistance. 


Bypass A capacitor connected from a point to ground to remove the ac signal without affecting the 
dc voltage. A special case of decoupling. 


Capacitance The ability of a capacitor to store electrical charge. 
Capacitive reactance The opposition of a capacitor to sinusoidal current. The unit is the ohm. 


Capacitor An electrical device consisting of two conductive plates separated by an insulating 
material and possessing the property of capacitance. 


Charging The process in which a current removes charge from one plate of a capacitor and 
deposits it on the other plate, making one plate more positive than the other. 


Coupling The method of connecting a capacitor from between two points in a circuit to allow ac to 
pass from one point to the other while blocking dc. 


Decoupling The method of connecting a capacitor from one point, usually the dc power supply 
line, to ground to short ac to ground without affecting the dc voltage. 


Dielectric The insulating material between the plates of a capacitor. 
Dielectric constant A measure of the ability of a dielectric material to establish an electric field. 


Dielectric strength A measure of the ability of a dielectric material to withstand voltage without 
breaking down. 


Exponential A mathematical function described by a natural logarithm (base). The charging and 
discharging of a capacitor are described by an exponential function. 


Farad (F) The unit of capacitance. 
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pacitors in parallel in Figure 44(b), determine the total reac- 
a rule using Xe and Xo. 

XcoiXe. (3.18 kO)(468 O) 
ee 318k + 4680 


= 4080 


capacitive reactance by first finding the total capacitance. 


Ohm’s Law The reactance of a capacitor is analogous to the resistance of a resistor. In 
fact, both are expressed in ohms. Since both R and X¢ are forms of opposition to current, 
Ohm’s law applies to capacitive circuits as well as to resistive circuits. 


Vv 
= — Equation 20 
Xc 


When applying Ohm’s law in ac circuits, you must express both the current and the volt- 
age in the same way, that is, both in rms, both in peak, and so on. 


0.0056 WF 


f= 10 kHz T 


1 
(10 X 10° Hz) (0.0056 X 10 °F) 


= 2.84k0, 


mone. |) 2.840 


= 1.76mA 


re 45 to 25 kHz and determine the rms value of the cur- 


7. Measure the rms current and compare with the calculated 
cy of the source voltage to 25 kHz and measure the current. 


Capacitive Voltage Divider 


In ac circuits, capacitors can be used in applications that require a voltage divider. (Some 
oscillator circuits use this method to tap off a fraction of the output.) The voltage across a 
series capacitor was given as Equation 9, which is repeated here (Vp = V,). 


C 
w= (Ey 
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A resistive voltage divider is expressed in terms of a resistance ratio, which is a ratio of 
oppositions. You can think of the capacitive voltage divider by applying this idea from a re- 
sistive divider, but using reactance in place of resistance. The equation for the voltage 
across a capacitor in a capacitive voltage divider can be written as 


: > ¢ 
Equation 21 VY, = (=v, 
Xcwot) 
where Xc, is the reactance of capacitor Cy, Xc(ior) is the total capacitive reactance, and V,. 
is the voltage across capacitor C,. Either Equation 9 or Equation 21 can be used to find the 
voltage from a divider as illustrated in the following example. 


vidual capacitors and the total reactance were determined in 
into Equation 21, 


exe, yv 468.0 
7 3.65 kO 


jiov = 1.28V 


7 (oe uF 


10V = 12 
0.068 *) oY ay 


ne the voltage across C}. 


Current Leads Capacitor Voltage by 90° 


A sinusoidal voltage is shown in Figure 47. Notice that the rate at which the voltage is 
changing varies along the sine wave curve, as indicated by the “steepness” of the curve. At 
the zero crossings, the curve is changing at a faster rate than anywhere else along the curve. 


>» FIGURE 47 Zero rate of change at 
The rates of change of a sine wave. Maximum positive Pg pane 


rate of change 


(steepest) at zero 
Maximum negative 


crossing \ 
rate of change (steepest) \ 


0 
at zero crossing 


Zero rate of change at 
negative peak 
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Filter A type of circuit that passes certain frequencies and rejects all others. 
Instantaneous power (p) The value of power in a circuit at any given instant of time. 


RC time constant A fixed time interval set by R and C values that determines the time response of 
a series RC circuit. It equals the product of the resistance and the capacitance. 


Reactive power (P,) The rate at which energy is alternately stored and returned to the source by a 
capacitor. The unit is the VAR. 


Ripple voltage The small fluctuation in voltage due to the charging and discharging of a capacitor. 


Temperature coefficient A constant specifying the amount of change in the value of a quantity for 
a given change in temperature. 


Transient time An interval equal to approximately five time constants. 


True power (Pie) The power that is dissipated in a circuit, usually in the form of heat. 


VAR (volt-ampere reactive) The unit of reactive power. 


1 C= g Capacitance in terms of charge and 
voltage 
2 Q=CV Charge in terms of capacitance and 
voltage 
3 V= 2 Voltage in terms of charge and 
capacitance 
1 
4 Ww= 3 cv? Energy stored by a capacitor 
é€ ‘ : ‘ 
5 & =— Dielectric constant (relative 
€0 cee 
permittivity) 
Ae,(8.85 X 10°? F/m) ; ; 
6 C= a Capacitance in terms of physical 
parameters 
C1C2 ; ; 
7 Cy = > Total series capacitance (two 
Cy + Cy ; 
capacitors) 
1 ; : 
8 Cy = 1 i 1 1 Total series capacitance (general) 
— —— + — + . + — 
Cy GG Ch 
Cr ; 
9 Vy = C. Vs Voltage across series capacitor 
x 
10 Cy = Cy + C, Two capacitors in parallel 
11 Cp = Cy + C2, + Cg +--+ 4+ C, n capacitors in parallel 
12 7 = RC RC time constant 
13 v= Vp + (V; - Veet! iJ Exponential voltage (general) 
14 i=I;+(U- JL pet! x Exponential current (general) 
15 v = Vr — gtk) Increasing exponential voltage 
beginning at zero 
16 v= Vere Decreasing exponential voltage 
ending at zero 
1 
17 Xc = IafC Capacitive reactance 
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18 Xcot) = Xe + Xc2 + X03 +++ + Xen Capacitive reactance for series 
capacitors 
1 ee 
19 Xcitot) = 1 1 1 1 Capacitive reactance for parallel 
iar earns Upenceee ee nerre capacitors 
Xa Xa Xo3 XCn 
4 : 
20 r= => Ohm’s law for a capacitor 
X¢ 
Xcx fae ee 
21§ Vy = |>—— ]V, Capacitive voltage divider 
XC (tot) 
22 P, = Vimslrms Reactive power in a capacitor 
v2 
_ /3rms : , , 
23 P, = — Reactive power in a capacitor 
Xc 
24 P, = Ee xe Reactive power in a capacitor 


Answers are at the end of the chapter. 


1. The area of the plates of a capacitor is proportional to the capacitance. 
2. A capacitance of 1200 pF is the same as 1.2 uF. 


3. When two capacitors are in series with a voltage source, the smaller capacitor will have the 
larger voltage. 


4. When two capacitors are in parallel with a voltage source, the smaller capacitor will have the 
larger voltage. 


5. A capacitor appears as an open to a constant dc. 


6. When a capacitor is charging or discharging between two levels, the charge on the capacitor 
changes by 63% of the difference in one time constant. 


7. Capacitive reactance is proportional to the applied frequency. 
8. The total reactance of series capacitors is the product-over-sum of the individual reactances. 
9. Voltage leads current in a capacitor. 


10. The unit of reactive power is the VAR. 


Answers are at the end of the chapter. 


1. Which of the following accurately describes a capacitor? 
(a) The plates are conductive. 
(b) The dielectric is an insulator between the plates. 
(c) There is constant direct current (dc) through a fully charged capacitor. 
(d) A capacitor stores charge indefinitely when disconnected from the source. 
(e) none of the above answers 
(f) all the above answers 
(g) only answers (a) and (b) 
2. Which one of the following statements is true? 
(a) There is current through the dielectric of a charging capacitor. 


(b) When a capacitor is connected to a de voltage source, it will charge to the value of the 
source. 


(c) A capacitor can be discharged by disconnecting it from the voltage source. 
3. A capacitance of 0.01 uF is larger than 
(a) 0.00001 F (b) 100,000 pF (c) 1000 pF (d) all of these answers 
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At the peaks, the curve has a zero rate of change because it has just reached its maximum 
and is at the point of changing direction. 

The amount of charge stored by a capacitor determines the voltage across it. Therefore, 
the rate at which the charge is moved (Q/t = J) from one plate to the other determines the 
rate at which the voltage changes. When the current is changing at its maximum rate (at the 
zero crossings), the voltage is at its maximum value (peak). When the current is changing 
at its minimum rate (zero at the peaks), the voltage is at its minimum value (zero). This 
phase relationship is illustrated in Figure 48. As you can see, the current peaks occur a 
quarter of a cycle before the voltage peaks. Thus, the current leads the voltage by 90°. 


<4 FIGURE 48 
Ve 0 Current is always leading the capaci- 
tor voltage by 90°. 
<— 90° 
I 
“0 
A A A A 


Vo=0 Ve=+max Vo=0 Ve=-max 
Ic=+max I¢=0 Ie=-max Ic¢=0 


Power in a Capacitor 


As discussed earlier in this chapter, a charged capacitor stores energy in the electric field 
within the dielectric. An ideal capacitor does not dissipate energy; it only stores energy 
temporarily. When an ac voltage is applied to a capacitor, energy is stored by the capacitor 
during one-quarter of the voltage cycle. Then the stored energy is returned to the source 
during another quarter of the cycle. There is no net energy loss. Figure 49 shows the power 
curve that results from one cycle of capacitor voltage and current. 


Power curve 
(Pe Wal 
4 
Fh 
@ be. 
v=0 = = 
p=vi=0 p=vi=0 p=vi=0 p=vi=0 


A FIGURE 49 


Power curve for a capacitor. 
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Instantaneous Power (p) The product of instantaneous voltage, v, and instantaneous 
current, i, gives instantaneous power, p. At points where v or / is zero, p is also zero. 
When both v and i are positive, p is also positive. When either v or i is positive and 
the other negative, p is negative. When both v and i are negative, p is positive. As you 
can see, the power follows a sinusoidal-shaped curve. Positive values of power indicate 
that energy is stored by the capacitor. Negative values of power indicate that energy 
is returned from the capacitor to the source. Note that the power fluctuates at a fre- 
quency twice that of the voltage or current, as energy is alternately stored and returned 
to the source. 


True Power (Pie) Ideally, all of the energy stored by a capacitor during the positive 
portion of the power cycle is returned to the source during the negative portion. No net en- 
ergy is lost due to conversion to heat in the capacitor, so the true power is zero. Actually, 
because of leakage and foil resistance in a practical capacitor, a small percentage of the 
total power is dissipated in the form of true power. 


Reactive Power (P,) The rate at which a capacitor stores or returns energy is called its 
reactive power, P,. The reactive power is a nonzero quantity, because at any instant in 
time, the capacitor is actually taking energy from the source or returning energy to it. 
Reactive power does not represent an energy loss. The following formulas apply: 


P, = Vems lems 
a Vai 
P, == 
Xc 
P= TeX 


Notice that these equations are of the same form as those for true power in a resistor. The 
voltage and current are expressed as rms values. The unit of reactive power is VAR 
(volt-ampere reactive). 


ower and the reactive power in Figure 50. 


is always zero for an ideal capacitor. Determine the reactive power 
alue for the capacitive reactance and then using Equation 23. 


1 
-= = 7.96kO 
C 22 X 10°Hz) (0.01 X 10°F) 
(2VyP s 
— = <1 ER = AR 
marae 0 X10 °V 503 pV. 


bled in Figure 50, what are the true power and the reactive 
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4. A capacitance of 1000 pF is smaller than 
(a) 0.01 uF (b) 0.001 uF (c) 0.00000001 F (d) answers (a) and (c) 
5. When the voltage across a capacitor is increased, the stored charge 
(a) increases (b) decreases (c) remains constant (d) fluctuates 
6. When the voltage across a capacitor is doubled, the stored charge 
(a) stays the same (b) is halved (c) increases by four (d) doubles 
7. The voltage rating of a capacitor is increased by 
(a) increasing the plate separation (b) decreasing the plate separation 
(c) increasing the plate area (d) answers (b) and (c) 
8. The capacitance value is increased by 
(a) decreasing plate area (b) increasing plate separation 


(c) decreasing plate separation _ (d) increasing plate area 


(e) answers (a) and (b) (f) answers (c) and (d) 
9. A 1 mF, a 2.2 uF, and a 0.047 uF capacitor are connected in series. The total capacitance is 
less than 


(a) 1 uF (b) 2.2 uF (c) 0.047 uF (d) 0.001 uF 
10. Four 0.022 «F capacitors are in parallel. The total capacitance is 
(a) 0.022 wF (b) 0.088 wF (c) 0.011 wF (d) 0.044 uF 


11. An uncharged capacitor and a resistor are connected in series with a switch and a 12 V battery. 
At the instant the switch is closed, the voltage across the capacitor is 


(a) 12V (b) 6V (c) 24V (d) OV 

12. In Question 11, the voltage across the capacitor when it is fully charged is 
(a) 12V (b) 6V (c) 24V (d) -6V 

13. In Question 11, the capacitor will reach full charge in a time equal to approximately 
(a) RC (b) 5RC (c) 12RC (d) cannot be predicted 

14. A sinusoidal voltage is applied across a capacitor. When the frequency of the voltage is 
increased, the current 
(a) increases (b) decreases (c) remains constant (d) ceases 


15. A capacitor and a resistor are connected in series to a sine wave generator. The frequency is set 
so that the capacitive reactance is equal to the resistance and, thus, an equal amount of voltage 
appears across each component. If the frequency is decreased, 


(a) Ve > Vc (b) Ve > VR ©) VR = Veo (d) Vo < Vr 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 61. 


Cc; C3 
({—+——_{ 
V, 4.7 UF 1 uF 
10V ae 
f=1kHz aa 


A FIGURE 61 


The ac meter indicates the correct reading for this circuit. 
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iz and C = 47 pF. 

ctance of a 0.1 jzF capacitor equal to 2 kQ? 

in Figure 51. 

nship between current and voltage in a capacitor. 

inected to an ac voltage source of 12 V rms. What is the true 


e the reactive power at a frequency of 500 Hz. 


7 CAPACITOR APPLICATIONS 
Capacitors are widely used in electrical and electronic applications. 
After completing this section, you should be able to 
¢ Discuss some capacitor applications 
« Describe a power supply filter 


* Explain the purpose of coupling and bypass capacitors 


If you pick up any circuit board, open any power supply, or look inside any piece of 
electronic equipment, chances are you will find capacitors of one type or another. These 
components are used for a variety of purposes in both dc and ac applications. 


Electrical Storage 


One of the most basic applications of a capacitor is as a backup voltage source for low- 
power circuits such as certain types of semiconductor memories in computers. This partic- 
ular application requires a very high capacitance value and negligible leakage. 

A storage capacitor is connected between the dc power supply input to the circuit and 
ground. When the circuit is operating from its normal power supply, the capacitor remains 
fully charged to the dc power supply voltage. If the normal power source is disrupted, ef- 
fectively removing the power supply from the circuit, the storage capacitor temporarily be- 
comes the power source for the circuit. 

A capacitor provides voltage and current to a circuit as long as its charge remains suffi- 
cient. As current is drawn by the circuit, charge is removed from the capacitor and the volt- 
age decreases. For this reason, a storage capacitor can only be used as a temporary power 
source. The length of time that a capacitor can provide sufficient power to a circuit depends 
on the capacitance and the amount of current drawn by the circuit. The smaller the current 
and the higher the capacitance, the longer the time a capacitor can provide power to a circuit. 
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1. Symptom: The voltmeter reading is 0 V. 

Cause: 

(a) C, is shorted. (b) C> is shorted. (c) C3 is open. 
2. Symptom: The voltmeter reading is 10 V. 

Cause: 

(a) C; is shorted. (b) C, is open. (c) C3 is open. 
3. Symptom: The voltmeter reading is 6.86 V. 

Cause: 

(a) C; is open. (b) C> is open. (c) C3 is open. 
4. Symptom: The voltmeter reading is 0 V. 

Cause: 

(a) C; is open. (b) C) is open. (c) C3 is open. 
5. Symptom: The voltmeter reading is 8.28 V. 

Cause: 


(a) C, is shorted. (b) C> is open. (c) C3 is open. 


Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1_ The Basic Capacitor 


1. (a) Find the capacitance when Q = 50 uC and V = 10V. 
(b) Find the charge when C = 0.001 wF and V = 1kV. 
(c) Find the voltage when Q = 2mC and C = 200 pF. 
2. Convert the following values from microfarads to picofarads: 
(a) 0.1 WF (b) 0.0025 wF (c) 5 uF 
3. Convert the following values from picofarads to microfarads: 
(a) 1000 pF (b) 3500 pF (c) 250 pF 
4. Convert the following values from farads to microfarads: 
(a) 0.0000001 F (b) 0.0022 F (c) 0.0000000015 F 
5. What size capacitor is capable of storing 10 mJ of energy with 100 V across its plates? 


6. A mica capacitor has a plate area of 20 cm? and a dielectric thickness of 2.5 mils. What is its 
capacitance? 


7. An air capacitor has plates with an area of 0.1 m*. The plates are separated by 0.01 m. Calculate 
the capacitance. 


8. A student wants to construct a 1 F capacitor out of two square plates for a science fair project. 
He plans to use a paper dielectric (e, = 2.5) that is 8 X 10> m thick. The science fair is to be 
held in the Astrodome. Will his capacitor fit in the Astrodome? What would be the size of the 
plates if it could be constructed? 


9. A student decides to construct a capacitor using two conducting plates 30 cm on a side. He sep- 
arates the plates with a paper dielectric (¢, = 2.5) that is 8 X 10> m thick. What is the capaci- 
tance of his capacitor? 


10. At ambient temperature (25°C), a certain capacitor is specified to be 1000 pF. It has a negative 
temperature coefficient of 200 ppm/°C. What is its capacitance at 75°C? 


11. A 0.001 uF capacitor has a positive temperature coefficient of 500 ppm/°C. How much change 
in capacitance will a 25°C increase in temperature cause? 


SECTION 2 Types of Capacitors 


12. In the construction of a stacked-foil mica capacitor, how is the plate area increased? 


13. What type of capacitor has the higher dielectric constant, mica or ceramic? 


449 


www.EngineeringBooksPdf.com 


> FIGURE 52 


Half-wave and full-wave rectifier 
operation. 
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Power Supply Filtering 


A basic de power supply consists of a circuit known as a rectifier followed by a filter. The 
rectifier converts the 120 V, 60 Hz sinusoidal voltage available at a standard outlet to a pul- 
sating dc voltage that can be either a half-wave rectified voltage or a full-wave rectified 
voltage, depending on the type of rectifier circuit. As shown in Figure 52(a), a half-wave 
rectifier removes each negative half-cycle of the sinusoidal voltage. As shown in 
Figure 52(b), a full-wave rectifier actually reverses the polarity of the negative portion of 
each cycle. Both half-wave and full-wave rectified voltages are dc because, even though 
they are changing, they do not alternate polarity. 


OV O— Half-wave >—° QV 
rectifier 60 Hz half-wave rectified de voltage 


120 V rms, 60 Hz ac voltage 
from power outlet 


(a) 


OV O— Full-wave [—° QV 
rectifier 120 Hz full-wave rectified dc voltage 


120 V rms, 60 Hz ac voltage 
from power outlet 


(b) 


To be useful for powering electronic circuits, the rectified voltage must be changed to 
constant de voltage because all circuits require constant power. When connected to the rec- 
tifier output, the filter nearly eliminates the fluctuations in the rectified voltage and pro- 
vides a smooth constant-value dc voltage to the load, which is the electronic circuit, as 
indicated in Figure 53. 


120 Hz full-wave rectified dc is at the Constant de voltage (ideal) 
rectifier output before the filter is connected 


f 


Full Power 
re a supply Circuit load 
poems mal filter mal 
A FIGURE 53 


Basic block diagram and operation of a dc power supply. 
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14. Show how to connect an electrolytic capacitor across points A and B in Figure 62. 


> FIGURE 62 AW, A 
R 
4 
‘y= Sk 
B 


15. Determine the value of the typographically labeled ceramic disk capacitors in Figure 63. 


> FIGURE 63 2 “ a 2) 
(a) (b) (c) (d) 


16. Name two types of electrolytic capacitors. How do electrolytics differ from other capacitors? 


17. Identify the parts of the ceramic disk capacitor shown in the cutaway view of Figure 64 by 
referring to Figure 8(b). 


> FIGURE 64 (a) 


SECTION 3 _ Series Capacitors 


18. Five 1000 pF capacitors are in series. What is the total capacitance? 


19. Find the total capacitance for each circuit in Figure 65. 


> FIGURE 65 1 uF 10 uF 4.7 uF 
4 ,| 100 pF 560 pF 390 pF 4 47 UF == 
10Vv = 100 V = 30V = 
= = = 22 UF RS 
} 2.2 UF 
(a) (b) (c) 
20. For each circuit in Figure 65, determine the voltage across each capacitor. 
21. The total charge stored by the series capacitors in Figure 66 is 10 wC. Determine the voltage 
across each of the capacitors. 
> FIGURE 66 Cc; Cs C; an 
+ 4.7 UF lwF 2.2uF 10uF 
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dc voltage 


with ripple 
A. 


output voltage 
\J (without capacitor) 


N N 
DC voltage / Be y A \ 
with ripple / \ of 
AV, ai / \ / \ / \ 
< : / Vl Vv \ 
60 Hz ac Charge | { Discharge ae as =a 
+ 2 2 &® & & 
C Load 5 g & g 8 
2 resistance 5 3 5 3 OO 
a a 


(a) (b) 


A FIGURE 54 


Basic operation of a power supply filter capacitor. 


The Capacitor as a Power Supply Filter Capacitors are used as filters in dc power sup- 
plies because of their ability to store electrical charge. Figure 54(a) shows a dc power sup- 
ply with a full-wave rectifier and a capacitor filter. The operation can be described from a 
charging and discharging point of view as follows. Assume the capacitor is initially un- 
charged. When the power supply is first turned on and the first cycle of the rectified voltage 
occurs, the capacitor will quickly charge through the low resistance of the rectifier. The ca- 
pacitor voltage will follow the rectified voltage curve up to the peak of the rectified voltage. 
As the rectified voltage passes the peak and begins to decrease, the capacitor will begin to 
discharge very slowly through the high resistance of the load circuit, as indicated in 
Figure 54(b). The amount of discharge is typically very small and is exaggerated in the 
figure for purposes of illustration. The next cycle of the rectified voltage will recharge 
the capacitor back to the peak value by replenishing the small amount of charge lost since 
the previous peak. This pattern of a small amount of charging and discharging continues as 
long as the power is on. 

A rectifier is designed so that it allows current only in the direction to charge the capac- 
itor. The capacitor will not discharge back through the rectifier but will only discharge a 
small amount through the relatively high resistance of the load. The small fluctuation in 
voltage due to the charging and discharging of the capacitor is called the ripple voltage. 
A good dc power supply has a very small amount of ripple on its dc output. The discharge 
time constant of a power supply filter capacitor depends on its capacitance and the resist- 
ance of the load; consequently, the higher the capacitance value, the longer the discharge 
time and, therefore, the smaller the ripple voltage. 


DC Blocking and AC Coupling 


Capacitors are commonly used to block the constant de voltage in one part of a circuit from 
getting to another part. As an example of this, a capacitor is connected between two stages 
of an amplifier to prevent the dc voltage at the output of stage | from affecting the dc volt- 
age at the input of stage 2, as illustrated in Figure 55. Assume that, for proper operation, the 
output of stage | has a zero dc voltage and the input to stage 2 has a 3 V dc voltage. The ca- 
pacitor prevents the 3 V dc at stage 2 from getting to the stage 1 output and affecting its 
zero value, and vice versa. 

If a sinusoidal signal voltage is applied to the input to stage 1, the signal voltage is in- 
creased (amplified) and appears on the output of stage 1, as shown in Figure 55. The am- 
plified signal voltage is then coupled through the capacitor to the input of stage 2 where it 
is superimposed on the 3 V dc level and then again amplified by stage 2. In order for the 
signal voltage to be passed through the capacitor without being reduced, the capacitor must 
be large enough so that its reactance at the frequency of the signal voltage is negligible. In 
this type of application, the capacitor is known as a coupling capacitor, which ideally 
appears as an open to dc and as a short to ac. As the signal frequency is reduced, the 
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SECTION 4 _ Parallel Capacitors 


22. Determine Cy for each circuit in Figure 67. 


>» FIGURE 67 =“ 


0. Nv 
fc) 47 pF 10 pF ie Sia 
0.001 wF 
il il 


(a) 


23. Determine the total capacitance and total charge on the capacitors in Figure 68. 


24. Assume you need a total capacitance of 2.1 wF in a certain timing application, but all that is 
available are 0.22 wF and 0.47 uF capacitors (in large quantities). How would you get the total 
capacitance that you need? 


> FIGURE 68 
+ 
5Vv= _—— 


= tT 
= | HF |3.3 uF 
SECTION 5 Capacitors in DC Circuits 
25. Determine the time constant for each of the following series RC combinations: 
(a) R= 1000,C = 1 pF (b) R = 10MQ, C = 56 pF 
(ec) R = 4.7kQ, C = 0.0047 wF (d) R= 1.5MQ,C = 0.01 pF 


26. Determine how long it takes the capacitor to reach full charge for each of the following 


combinations: 
(a) R = 470,C = 47 pF (b) R = 3300 0, C = 0.015 uF 
(c) R = 22k0,C = 100 pF (d) R = 4.7MQ,C = 10 pF 


27. In the circuit of Figure 69, the capacitor initially is uncharged. Determine the capacitor voltage 
at the following times after the switch is closed: 


(a) 10 ws (b) 20 us (c) 30 us (d) 40 us (e) 50 us 


R 
10kO 

c 

. TL 0.001 uF 


28. In Figure 70, the capacitor is charged to 25 V. Find the capacitor voltage at the following times 
when the switch is closed: 


(a) 1.5 ms (b) 4.5 ms (c) 6ms (d) 7.5 ms 


> FIGURE 69 


> FIGURE 70 ss 


SUF 1.0k0 
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> FIGURE 55 


An application of a capacitor used to 
block dc and couple ac in an ampli- 
fier. 
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Amplifier 
stage 2 


Input Output 


Amplifier | 


stage 1 


capacitive reactance increases and, at some point, the capacitive reactance becomes large 
enough to cause a significant reduction in ac voltage between stage | and stage 2. 


Power Line Decoupling 


Capacitors connected from the de supply voltage line to ground are used on circuit boards 
to decouple unwanted voltage transients or spikes that occur on the dc supply voltage be- 
cause of fast switching digital circuits. A voltage transient contains higher frequencies that 
may affect the operation of the circuits. These transients are shorted to ground through the 
very low reactance of the decoupling capacitors. Decoupling capacitors are often used at 
various points along the supply voltage line on a circuit board, particularly near integrated 
circuits (ICs). 


Bypassing 


Bypass capacitors are used to bypass an ac voltage around a resistor in a circuit without 
affecting the dc voltage across the resistor. In amplifier circuits, for example, dc voltages 
called bias voltages are required at various points. For the amplifier to operate properly, 
certain bias voltages must remain constant and, therefore, any ac voltages must be re- 
moved. A sufficiently large capacitor connected from a bias point to ground provides a low 
reactance path to ground for ac voltages, leaving the constant dc bias voltage at the given 
point. This bypass application is illustrated in Figure 56. As frequencies decrease, the by- 
pass capacitor becomes less effective because of its increased reactance. 


Signal Filters 


Filters are used for selecting one ac signal with a certain specified frequency from a wide 
range of signals with many different frequencies or for selecting a certain band of frequen- 
cies and eliminating all others. A common example of this application is in radio and tele- 
vision receivers where it is necessary to select the signal transmitted from a given station 
and eliminate or filter out the signals transmitted from all the other stations in the area. 

When you tune your radio or TV, you are actually changing the capacitance in the tuner 
circuit (which is a type of filter) so that only the signal from the station or channel you want 
passes through to the receiver circuitry. Capacitors are used in conjunction with resistors, 
inductors, and other components in these types of filters. 
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29. Repeat Problem 27 for the following time intervals: 
(a) 2 us (b) 5 us (c) 15 us 

30. Repeat Problem 28 for the following time intervals: 
(a) 0.5 ms (b) 1 ms (c) 2 ms 


SECTION 6 _ Capacitors in AC Circuits 
31. Determine X¢ for a 0.047 F capacitor at each of the following frequencies: 
(a) 10 Hz (b) 250 Hz (c) 5 kHz (d) 100 kHz 


32. What is the value of the total capacitive reactance in each circuit in Figure 71? 


¢ ob 
=1kHz 60 Hz 1 uF 
acs i” : MF om 
1 uF 


(a) (c) 


A FIGURE 71 


33. For the circuit in Figure 72, find the reactance of each capacitor, the total reactance, and the 
voltage across each capacitor. 


> FIGURE 72 


34. In each circuit of Figure 71, what frequency is required to produce an Xcqoz) of 100 2? An 
X ctor) of 1kQ? 


35. A sinusoidal voltage of 20 V rms produces an rms current of 100 mA when connected to a 
certain capacitor. What is the reactance? 


36. A 10 kHz voltage is applied to a 0.0047 wF capacitor, and 1 mA of rms current is measured. 
What is the rms value of the voltage? 


37. Determine the true power and the reactive power in Problem 36. 


SECTION 7 Capacitor Applications 


38. If another capacitor is connected in parallel with the existing capacitor in the power supply 
filter of Figure 54, how is the ripple voltage affected? 


39. Ideally, what should the reactance of a bypass capacitor be in order to eliminate a 10 kHz ac 
voltage at a given point in an amplifier circuit? 


ADVANCED PROBLEMS 


40. Two series capacitors (one 1 wF, the other of unknown value) are charged from a 12 V source. 
The 1 wF capacitor is charged to 8 V, and the other to 4 V. What is the value of the unknown 
capacitor? 


41. How long does it take C to discharge to 3 V in Figure 70? 
42. How long does it take C to charge to 8 V in Figure 69? 


43. Determine the time constant for the circuit in Figure 73. 
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> FIGURE 73 


CAPACITORS 


Lc 
Ra % _ 0.0022 wF 


44. In Figure 74, the capacitor initially is uncharged. At t = 10 ys after the switch is closed, the 
instantaneous capacitor voltage is 7.2 V. Determine the value of R. 


45. (a) The capacitor in Figure 75 is uncharged when the switch is thrown into position 1. The 
switch remains in position | for 10 ms and then is thrown into position 2, where it remains 
indefinitely. Draw the complete waveform for the capacitor voltage. 


(b) If the switch is thrown back to position 1 after 5 ms in position 2, and then is left in posi- 
tion 1, how will the waveform appear? 


A FIGURE 74 


; AM, 
Wy 22 kO 
+ R 
2 R 
Cc = 
1000 pF c 


A FIGURE 75 


> FIGURE 76 


> FIGURE 77 


46. Determine the ac voltage across each capacitor and the current in each branch of the circuit in 
Figure 76. 


C3 


Cc; 
0.01 uF 0.015 WF 
V, : i. 0.01 uF 
10 V rms T . T C4 


C5 


47. Find the value of C, in Figure 77. 


4 mArms 
es 


"TL 
I 


== 0.0015 uF 
Xc3 = 750.0 
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48. How much does the voltage across Cs and Cg change when the ganged switch is thrown from 
position | to position 2 in Figure 78? 


> FIGURE 78 


[ne oe | eae 


= 

= 

= 

Lp a 
el 


49. If C4 in Figure 76 is open, determine the voltages that would be measured across the other ca- 
pacitors. 


. ?_ MULTISIM TROUBLESHOOTING PROBLEMS 

ew 50. Open file P09-50; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault. If so, identify it. 

51. Open file PO9-51 and determine if there is a fault. If so, identify it. 

52. Open file P09-52 and determine if there is a fault. If so, identify it. 

53. Open file P09-53 and determine if there is a fault. If so, identify it. 


54. Open file P09-54 and determine if there is a fault. If so, identify it. 


SECTION CHECKUPS 


SECTION 1 The Basic Capacitor 
1. Capacitance is the ability (capacity) to store electrical charge. 
2. (a) There are 1,000,000 microfarads in one farad. 
(b) There are 1 X 10! picofarads in one farad. 
(c) There are 1,000,000 picofarads in one microfarad. 
3. 0.0015 uF X 10° pF/uF = 1500 pF; 0.0015 uF X 10-° F/uF = 0.0000000015 F 
= |6CV? = 1(0.01 wR\5 VY = 1.125 pI 
5. (a) ae increases when plate area is increased. 
(b) Capacitance decreases when plate separation is increased. 
6. (1000 V/mil)(2 mils) = 2kV 


SECTION 2 Types of Capacitors 

1. Capacitors are commonly classified by the dielectric material. 

2. A fixed capacitance cannot be changed; a variable capacitor can. 
3. Electrolytic capacitors are polarized. 
4 


. Be sure that the voltage rating is sufficient and connect the positive end to the positive side of 
the circuit when installing a polarized capacitor. 


5. The positive lead should be connected to ground. 


454 


www.EngineeringBooksPdf.com 


CAPACITORS 


SECTION 3 _ Series Capacitors 
1. Cy of series capacitors is less than the smallest value. 
2. Cy = 61.2 pF 
3. Cr = 0.006 uF 
4, V = (0.006 wF/0.01 wF)10 V = 6 V 


SECTION 4 _ Parallel Capacitors 
1. The individual parallel capacitors are added to get Cy. 
2. Use five 0.01 uF capacitors in parallel to get 0.05 uF. 
3. Cr = 167 pF 


SECTION 5 Capacitors in DC Circuits 
1. 7 = RC = 1.2 ys 
2. 57 = 6s; Vcis approximately 5 V. 
3. Voms = (0.86)10 V = 8.6 V; vans = (0.95)10 V = 9.5 V; 
Vams = (0.98)10 V = 9.8.V3 Vsms = (0.99)10 V = 9.9 V 
4. vc = (0.37)(100 V) = 37 V 


SECTION 6 Capacitors in AC Circuits 
1. Xc = 1/27fC = 677k0, 
. f = 1/27CX¢ = 796 Hz 
~ Iims = 1V/1.590 = 629mA 
. Current leads voltage by 90°. 
» Prue = OW 
. P, = (12 V)*/318. = 0.453 VAR 


ann b&w NY 


SECTION 7 Capacitor Applications 


1. Once the capacitor charges to the peak voltage, it discharges very little before the next peak 
thus smoothing the rectified voltage. 


2. A coupling capacitor allows ac to pass from one point to another, but blocks constant dc. 


3. A coupling capacitor must be large enough to have a negligible reactance at the frequency that 
is to be passed without opposition. 


4. A decoupling capacitor shorts power line voltage transients to ground. 


5. Xc is inversely proportional to frequency and so is the filter’s ability to pass ac signals. 


RELATED PROBLEMS FOR EXAMPLES 
10 kV 

0.047 wF 
100,000,000 pF 
62.7 pF 

278 pF 

1.54 WF 

2.83 V 

650 pF 

0.163 uF 

10 891 ps 

11 8.36V 

12 8.13V 


© PrPrrAIA nN Fw NY = 


455 


www.EngineeringBooksPdf.com 


CAPACITORS 


13. 0.7 ms; 95 V 
14 0.42V 
15 3.39 kHz 
16 (a) 1.83kO 
(b) 408 0, 
17 440mA 
18 8.72V 
19 0 W; 1.01 mVAR 


TRUE/FALSE QUIZ 
1.T 2F 37 4F 5.T 6 T %7*F 8 F 9% F 10. T 


SELF-TEST 
1. (g) 2. (b) 3. (c) 4. (d) 5. (a) 6. (d) 7(a) 8. 
9 (c) 10.(b) Id) 12 (a 136) 14 (a) 15. (b) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
(b) 
(a) 
(c) 
(a) 
(b) 


ee 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. (a) SuF (b) 1 uC (c) 10V 

3. (a) 0.001 F (b) 0.0035 uF —(c) 0.00025 uF 
5. 2uF 

7. 88.5 pF 

9. 0.0249 F 


11. A 12.5 pF increase 


13. Ceramic 


15. (a) 0.022 uF (b) 0.047 uF (c) 0.001 uF (d) 22 pF 

17. (a) Encapsulation (b) Dielectric (ceramic disk) — (c) Plate (metal disk) | (d) Leads 
19. (a) 0.69 uF (b) 69.7 pF (c) 2.6 uF 

21. Vy = 2.13 V; V2. = 10 V; V3 = 4.55 V3; V4 = 1V 

23. 5.5 uF 

25. (a) 100 us (b) 560 us (c) 22.1 us (d) 15 ms 

27. (a) 9.48 V (b) 13.0V (c) 14.3 V (d) 14.7V (e) 14.9V 
29. (a) 2.72 V (b) 5.90 V (c) 11.7V 

31. (a) 339kO (b) 13.5kO (c) 6770 (d) 33.90 

33. Xcy = 1.42 kO; Xe = 970 O; Xcp = 2.39 kN V, = 5.94 V; V2 = 4.06 V 

35. 2000 

37. Prue = OW; P, = 3.39 mVAR 

39. 00 
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41. 3.18 ms 
43. 3.24 us 
45. (a) Charges to 3.32 V in 10 ms, then discharges to 0 V in 215 ms. 
(b) Charges to 3.32 V in 10 ms, then discharges to 2.96 V in 5 ms, then charges toward 20 V. 

47. 0.0056 uF 
49. V, = 7.25 V; V> = 2.76 V; V3 = 0.79 V; 

Vs = 1.19V; V6 = 0.79 V; V4 = 1.98 V 
51. C is open. 
53. No fault 


YR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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Sinusoidal Response of Series RC Circuits 
Impedance and Phase Angle of Series RC Circuits 
Analysis of Series RC Circuits 

Impedance and Phase Angle of Parallel RC Circuits 
Analysis of Parallel RC Circuits 

Analysis of Series-Parallel RC Circuits 

Power in RC Circuits 


—— —= 


Your assignment will be to analyze frequency response 
measurements on a capacitively coupled amplifier used inja 


will be graphically documented with a frequency response 
curve. After studying this chapter, you should be able to 
complete the application assignment. 


Basic Applications 
Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


Cowon nw PrP WN = 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


»® Describe the relationship between current and voltage in a 


An RC circuit, which contains both resistance and capaci- Es) repr 
series RC circuit V 


tance, is one of the basic types of reactive circuits. In this 
chapter, series and parallel RC circuits and their responses fo f 
sinusoidal voltages are covered. Series-parallel combinations 
are also examined. Power considerations in RC circuits are 
introduced, and practical aspects of power ratings are 
discussed. Three RC circuit applications are presented to giv 
you an idea of how simple combinations of resistors and 
capacitors can be applied. Troubleshooting common faults i 
RC circuits is also covered. 
The methods for analyzing reactive circuits are similar to’ 
those you studied in dc circuits. Reactive circuit problems 
can be solved at only one frequency at a time, and phasor = 
math must be used. . 


Determine impedance and phase angle in a series RC circuit 
Analyze a series RC circuit 

Determine impedance and phase angle in a parallel RC circuit 
Analyze a parallel RC circuit 

Analyze series-parallel RC circuits 

Determine power in RC circuits 

Discuss some basic RC applications 


Troubleshoot RC circuits 


Impedance (Z) ¢@ Apparent power (P,) 

Phase angle ¢@ Power factor 

RC lag circuit @ Frequency response 

RC lead circuit @ Cutoff frequency 

Capacitive susceptance (Bc) ¢@ Bandwidth 

Admittance (Y) 

Streeter Photography/Alamy ,) 
: . . ren ~ as Laka _ ll a lls Sat SY (agi 
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qe 1 SINUSOIDAL RESPONSE OF SERIES RC CIRCUITS 


460 


When a sinusoidal voltage is applied to a series RC circuit, each resulting voltage 
drop and the current in the circuit(s) are also sinusoidal and have the same frequency 
as the source voltage. The capacitance causes a phase shift between the voltage 

and current that depends on the relative values of the resistance and the capacitive 
reactance. 


After completing this section, you should be able to 


Pate SOR oe aay ae 


As shown in Figure | for the case of a series RC circuit, the resistor voltage (Vp), the 
capacitor voltage (V¢), and the current (/) are all sine waves with the frequency of the source. 
Phase shifts are introduced because of the capacitance. As you will learn, the resistor voltage 
and current are in phase with each other and lead the source voltage in phase. The capacitor 
voltage lags the source voltage. The phase angle between the current and the capacitor volt- 
age is always 90°. These generalized phase relationships are indicated in Figure 1. 


Sine wave generator 


A FIGURE 1 


Illustration of sinusoidal response with general phase relationships of Vp, Vc, and / relative to the 
source voltage. Vr and / are in phase, and Vp and Vc are 90° out of phase. 


The amplitudes and the phase relationships of the voltages and current depend on the 
values of the resistance and the capacitive reactance. When a circuit is purely resistive, the 
phase angle between the source voltage and the total current is zero. When a circuit is 
purely capacitive, the phase angle between the source voltage and the total current is 90°, 
with the current leading the voltage. When there is a combination of both resistance and ca- 
pacitive reactance in a circuit, the phase angle between the source voltage and the total cur- 
rent is somewhere between zero and 90°, depending on the relative values of the resistance 
and the capacitive reactance. 


@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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0 Hz sinusoidal voltage is applied to an RC circuit. What is the frequency of the 
1 voltage? What is the frequency of the current? 


etermines the phase shift between V, and J in a series RC circuit? 


en the resistance in a series RC circuit is greater than the capacitive reactance, is the 
angle between the source voltage and the total current closer to 0° or to 90°? 


2 IMPEDANCE AND PHASE ANGLE OF SERIES RC CIRCUITS 


In circuits where there is no reactance, the opposition to current is strictly resistance. 
In circuits having both resistance and reactance, the opposition to current is more com- 
plex because of the reactance and the resulting phase shift. Impedance, which is the to- 
tal opposition to ac and includes the effect of phase shift, is introduced in this section. 


After completing this section, you should be able to 


¢ Determine impedance and phase angle in a series RC circuit 


¢ Define impedance 


The impedance of a series RC circuit consists of resistance and capacitive reactance 
and is the total opposition to sinusoidal current. Its unit is the ohm. The phase angle is the 
phase difference between the total current and the source voltage. 

In a purely resistive circuit, the impedance is simply equal to the total resistance. In a purely 
capacitive circuit, the impedance is the total capacitive reactance. The impedance of a series 
RC circuit is determined by both the resistance (R) and the capacitive reactance (X¢). These 
cases are illustrated in Figure 2. The magnitude of the impedance is symbolized by Z. 


<4 FIGURE 2 
= R Three cases of impedance. 
Qe Ose © © 
Sa XG, 
(a)Z=R (b) Z = Xe (c) Z includes both R and X¢ 


In ac analysis, both R and X¢ are treated as phasor quantities, as shown in the phasor di- 
agram of Figure 3(a), with X¢ appearing at a —90° angle with respect to R. This relation- 
ship comes from the fact that the capacitor voltage in a series RC circuit lags the current, 
and thus the resistor voltage, by 90°. Since Z is the phasor sum of R and X¢, its phasor rep- 
resentation is as shown in Figure 3(b). A repositioning of the phasors, as shown in 
Figure 3(c), forms a right triangle, which is called the impedance triangle. The length of 
each phasor represents the magnitude in ohms, and the angle 6 (the Greek letter theta) is the 
phase angle of the RC circuit and represents the phase difference between the source 
voltage and the current. 
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Equation 1 


Equation 2 
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—90° 
Xe 


Xc Xe 
(a) (b) (c) 
A FIGURE 3 


Development of the impedance triangle for a series RC circuit. 


From right-triangle trigonometry (Pythagorean theorem), the magnitude (length) of the 
impedance can be expressed in terms of the resistance and capacitive reactance. 


Z = VR? + X2 


The magnitude of the impedance (Z), as shown in the RC circuit in Figure 4, is expressed 


in ohms. 
> FIGURE 4 
Impedance in a series RC circuit. F \MW || 
R Dee 
V. 
: Z = VR +X2 


The value of the phase angle, 0, is expressed as 


X, 
= -1{ 4c 
0 tan (35 


The symbol tan! stands for inverse tangent and can be found on most calculators by 
pressing the 2nd and TAN! keys. Another term for inverse tangent is arctangent (arctan). 


X2 = V(47 07 + (1000) = 1100 
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The phase angle is 


x 1000 
6= an( ) = an( 270, iane(2.13) = 64.8° 


The source voltage lags the current by 64.8°. 
The impedance triangle is shown in Figure 6. 


FIGURE 6 


R=470, 
O= 64.8° 


Z=1100 Xc= 1000 


Related Problem’ Find Zand @ for R = 1.0kQ and Xc = 2.2kO in Figure 5. 


* Answers are at the end of the chapter. 


age lead or lag the current in a series RC circuit? 
lase angle in an RC circuit? 


3 ANALYSIS OF SERIES RC CIRCUITS 


Ohm’s law and Kirchhoff’s voltage law are used in the analysis of series RC circuits to 
determine voltage, current, and impedance. Also, in this section RC lead and lag circuits 
are examined. 


After completing this section, you should be able to 
¢ Analyze a series RC circuit 
¢ Apply Ohm’s law and Kirchhoff’s voltage law to series RC circuits 
¢ Determine the phase relationships of the voltages and current 
¢ Show how impedance and phase angle vary with frequency 
« Analyze the RC lag circuit 
¢ Analyze the RC lead circuit 
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Ohm?’s Law 


The application of Ohm’s law to series RC circuits involves the use of the quantities of Z, 
V, and I. The three equivalent forms of Ohm’s law are as follows: 


Equation 3 V=1Z2 
Equation 4 I= kf 
Z 
V 
Equation 5 Z= 7 


The following two examples illustrate the use of Ohm’s law. 


EXAMPLE 2 The current in Figure 7 is 0.2 mA. Determine the source voltage and the phase angle. 


Draw the impedance triangle. 


FIGURE 7 


WV 
10kO il 
V, Cc 


f= kHz | 0.01 UF 
Solution The capacitive reactance is 


1 1 
~ 2nfC —_27r(1000 Hz)(0.01 pF) 


Xc = 15.010) 


The impedance is 
Z = VR + X2 = V(10KOY + (15.9k0) = 18.8k0 


Applying Ohm’s law yields 
V, = IZ = (0.2 mA)(18.8 kD) = 3.76 V 


=aill 2&@ _,f 15.9kO 
=f Wy Se | = t 1 = 57.8° 
J a (3 i. ( 10k0, 


The source voltage has a magnitude of 3.76 V and lags the current by 57.8°. 
The impedance triangle is shown in Figure 8. 


The phase angle is 


FIGURE 8 


R=10k0 


Z=18.8k0 Xc= 15.9 kO, 


Related Problem Determine V, in Figure 7 if f = 2 kHz and J = 200 pA. 
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circuit of Figure 9. 


\ f 
2.2kO 
v, 0.022 uF 
10 V 
f = 1.5 kHz 
os : = 4.82k0, 
2m(1.5 kHz)(0.022 uF) 


- V(2.2kO)? + (4.82k0) = 5.30k0 


10V 
= 4. 
aro, 
een V, and J in Figure 9. 


are found at www.pearsonhighered.com/floyd/. 
ges across the resistor and the capacitor. 


Phase Relationships of the Current and Voltages 


In a series RC circuit, the current is the same through both the resistor and the capaci- 
tor. Thus, the resistor voltage is in phase with the current, and the capacitor voltage 
lags the current by 90°. Therefore, there is a phase difference of 90° between the resis- 
tor voltage, Vp, and the capacitor voltage, Vc, as shown in the waveform diagram of 
Figure 10. 


Vc lags I by 90°. 

Vp and J are in phase. 
Amplitudes depend on the 
particular circuit. 


90° 
—_—_—_ 


>O 


A FIGURE 10 
Phase relation of the voltages and current in a series RC circuit. 
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You know from Kirchhoff’s voltage law that the sum of the voltage drops must equal the 
source voltage. However, since Vp and Vc are 90° out of phase with each other, they must be 
added as phasor quantities, with Vc lagging Vp, as shown in Figure 11(a). As shown in 
Figure 11(b), V, is the phasor sum of Vp and V¢, as expressed in the following equation: 


V, = VVA + V2 


» FIGURE 11 Vr 


Voltage phasor diagram for the wave- 
forms in Figure 10. 


Ve Ve 
(a) (b) 


The value of the phase angle between the resistor voltage and the source voltage can be 


expressed as 
V, 
d= tn-( 22) 
Vr 


Since the resistor voltage and the current are in phase, @ in Equation 7 also represents the 
phase angle between the source voltage and the current and is equivalent to tan |(X(/R). 

Figure 12 shows the voltage and current phasor diagram that represents the waveform 
diagram of Figure 10. 


> FIGURE 12 F 
Voltage and current phasor diagram J 0 VR 
for the waveforms in Figure 10. 
| 
| 
ore iY 
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Vp=10V 


V,=18V 


nit, V, = 10 V and Vp = 7 V. Find Ve. 


Variation of Impedance and Phase Angle with Frequency 


As you know, capacitive reactance varies inversely with frequency. Since Z = VR? + XZ, 
you can see that when X¢ increases, the entire term under the square root sign increases and 
thus the total impedance also increases; and when X¢ decreases, the total impedance also 
decreases. Therefore, in a series RC circuit, Z is inversely dependent on frequency. 

Figure 15 illustrates how the voltages and current in a series RC circuit vary as the fre- 
quency increases or decreases, with the source voltage held at a constant value. Part (a) 
shows that as the frequency is increased, X¢ decreases; so the voltage across the capacitor 
decreases. Also, Z decreases as X¢ decreases, causing the current to increase. An increase 
in the current causes more voltage across R. 


MUI, MUI WTI, M77, 
J LY Saran Kyi Koy 


(a) As frequency is increased, Z decreases as X ¢ decreases, (b) As frequency is decreased, Z increases as X¢ increases, 
causing J and Vp to increase and V¢ to decrease. causing J and Vp to decrease and V; to increase. 


A FIGURE 15 


An illustration of how the variation of impedance affects the voltages and current as the source 
frequency is varied. The source voltage is held at a constant amplitude. 


467 


www.EngineeringBooksPdf.com 


468 


Frequency is 
increasing. 


V, is 
constant. 
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Figure 15(b) shows that as the frequency is decreased, X¢ increases; so more voltage is 
dropped across the capacitor. Also, Z increases as Xc increases, causing the current to 
decrease. A decrease in the current causes less voltage across R. 

Changes in Z and Xc can be observed as shown in Figure 16. As the frequency increases, 
the voltage across Z remains constant because V, is constant (V, = Vz). Also, the voltage 
across C decreases. The increasing current indicates that Z is decreasing. It does so because 
of the inverse relationship stated in Ohm’s law (Z = Vz/J). The increasing current also 
indicates that Xc is decreasing (Xc = V¢/I). The decrease in Vc corresponds to the de- 
crease in X¢. 


By watching these two 
meters, you can see 

what Z is doing: / is 
increasing and V7 is constant. 
Thus, Z is decreasing. 


By watching these two 
meters, you can see 
what X ¢ is doing: 

Tis increasing and Vc is 
decreasing. Thus, X 

is decreasing. 


A FIGURE 16 


An illustration of how Z and X¢ change with frequency. 


Since Xc is the factor that introduces the phase angle in a series RC circuit, a change in 
Xc produces a change in the phase angle. As the frequency is increased, X~c becomes 
smaller, and thus the phase angle decreases. As the frequency is decreased, X- becomes 
larger, and thus the phase angle increases. The angle between V, and Vp is the phase angle 
of the circuit because / is in phase with Vp. 

Figure 17 uses the impedance triangle to illustrate the variations in Xc, Z, and 6 as the 
frequency changes. Of course, R remains constant. The key point is that because X¢ varies 
inversely with the frequency, the magnitude of the total impedance and the phase angle also 
vary inversely with the frequency. Example 5 illustrates this. 


> FIGURE 17 


F » Increasin: 
As the frequency increases, X¢ a ef 


decreases, Z decreases, and 0 
decreases. Each value of frequency 
can be visualized as forming a 
different impedance triangle. 


Xc3 sd fs 


Xc2 | fo 


Xq Of; 
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EXAMPLE 5 For the series RC circuit in Figure 18, determine the impedance and phase angle for 


each of the following values of frequency: 


(a) 10 kHz (b) 20 kHz (c) 30 kHz 


FIGURE 18 


Solution (a) Forf = 10kHz, calculate the impedance as follows: 


1 1 
2nfC  2m(10kHz)(0.01 pF) 


Z = VR? + X% = V0k0) + (1.59kN)? = 1.88k0 


Xe = 1.59kO 


The phase angle is 
Xc 1.59kO 
@ = tan = tan | =57.8° 
ig (5) a (1H) 


1 
27(20 kHz)(0.01 ,1F) 


Z = V0.0k0) + (796.0)? = 1.28k9 


0) 
6= wn tes = 38.5° 


(b) For f = 20 kHz, 


Xe = 796 QO 


1.0kQ 
(c) For f = 30 kHz, 


1 
~ 27(30 kHz)(0.01 wF) 


Z = V(1.0k0) + (531.0) = 113k 


10 
6= ww( 2 -728.0° 


Xe = <a 


1.0kQ 


Notice that as the frequency increases, X¢, Z, and 6 decrease. 


Related Problem Find the total impedance and phase angle in Figure 18 for f = 1 kHz. 


RC Lag Circuit 


An RC lag circuit is a phase shift circuit in which the output voltage lags the input volt- 
age by a specified angle, @. Phase shift circuits are commonly used in electronic commu- 
nication systems and for other applications. 

A basic series RC lag circuit is shown in Figure 19(a). Keep in mind that phase angle @ is 
measured between the source (input) voltage and the current. In terms of voltages, this is 
equivalent to saying the phase angle is measured between V;,, and Vp because current and 
voltage are in phase in a resistor. The output is taken across the capacitor; therefore, the 
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a 


| 
| 
d= 90°-@ 
(phase lag) \ | 
| 
Vo Vour) V; v— 
¢€ ut in (phase lag) 
(a) A basic RC lag circuit (b) Phasor voltage diagram (c) Input and output voltage waveforms 
showing the phase lag 


Equation 8 


470 


between V,,, and V,,,, 


A FIGURE 19 
The RC lag circuit (Voy¢ = Vo). 


phase lag between V;,, and Vc is 90° — 6. This angle is designated as ¢ and represents the 
phase difference between the input (V;,,) and the output (V,,,,), as Shown in Figure 19(b). 
Since 0 = tan '(X/R), the value of the phase lag, @, can be expressed as 


X 
— ono _ -1/ #C 
gb = 90 tan (35) 


The input and output voltage waveforms of the lag circuit are shown in Figure 19(c). 
The exact amount of phase lag between the input and the output depends on the values of 
the resistance and the capacitive reactance. The magnitude of the output voltage depends 
on these values also. 


hase lag from input to output in the lag circuit in Figure 20. 


R 
Wy» 
680 0 
Vin ic 
jn ® — 0.1 uF Vout 
i O 
reactance 
1 
= 1.59kO 


> Oar KHz)(0.1 pF) 
t voltage and the input voltage is 


input voltage by 23.2°. 


to the phase lag if the frequency increases? 


www.EngineeringBooksPdf.com 


RC Circuits 


The phase-lag circuit can be considered as a voltage divider with a portion of the input 
voltage dropped across R and a portion across C. The output voltage can be determined 
with the following formula: 


X, 
Vout = its a Equation 9 


VR? + X?. 


re 20 of Example 6, determine the output voltage when the 
alue of 10 V. Draw the input and output waveforms showing 
e values for X¢ (1.59 kQ) and ¢ (23.2°) were found in 


the output voltage for the lag circuit in Figure 20. 
( 1.59 kQ 
 V(680 0)? + (1.59 KO? 


)iov = 9.2 V rms 


yens to the output voltage if the frequency increases? 


Effects of Frequency on the Lag Circuit Since the circuit phase angle, 0, decreases as 
frequency increases, the phase lag @ between the input and the output voltages increases. 
You can see this relationship by examining Equation 8. Also, the magnitude of Voy; 
decreases as the frequency increases because Xc becomes smaller and less of the total 
input voltage is dropped across the capacitor. 


RC Lead Circuit 


An RClead circuit is a phase shift circuit in which the output voltage leads the input volt- 
age by a specified angle, @. A basic RC lead circuit is shown in Figure 22(a). Notice how it 
differs from the lag circuit. Here the output voltage is taken across the resistor. The rela- 
tionship of the voltages is given in the phasor diagram in Figure 22(b). The output voltage, 
Vout, leads V;, by an angle that is the same as the circuit phase angle because Vp and J are 
in phase with each other. 
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4 
| | e O Vr (Voie) 
C (phase lead) 
Mn = R Vue | 
; | 
| 
Ve | 
| | 
—o— ) Ve Vin = 
= (phase lead) 
(a) A basic RC lead circuit (b) Phasor voltage diagram showing (c) Input and output voltage waveforms 
the phase lead between V;,, and V,,,,; 
A FIGURE 22 


Equation 10 


Equation 11 
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The RC lead circuit (Vo, = Vp). 


When the input and output waveforms are displayed on an oscilloscope, a relationship 
similar to that in Figure 22(c) is observed. Of course, the exact amount of phase lead and 


the output voltage magnitude depend on the values of R and Xc. The value of the phase 
lead, d, is expressed as 


R 
Vout = (ain 
VRE + Xi 
the ph output voltage for the circuit in Figure 23. 
Xc 
| | ad O 
150 0 
Vin R 
10V A) ao You 
ad O 
7 \\ 00 
| = ° 
Fe) = wo hR) - 32 
e output voltage 
2200, 
= 10 V = 8.26 V 
\V(220 AF + (150.07 
ect the phase lead and the output voltage in Figure 23? 
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Effects of Frequency on the Lead Circuit Since the phase lead is the same as the cir- 
cuit phase angle 0, it decreases as frequency increases. The output voltage increases with 
frequency because as Xc becomes smaller, more of the input voltage is dropped across the 
resistor. 


circuit, Vp = 4 V and Vc = 6 V. What is the magnitude of the 


the phase angle? 
difference between the capacitor voltage and the resistor voltage in 


the source voltage in a series RC circuit is increased, what hap- 
following? 

ctance (b) the impedance (c) the phase angle 
consists of a 4.7 k© resistor and a 0.022 jF capacitor. Deter- 
between the input and output voltages at a frequency of 3 kHz. 
the same component values as the lag circuit in Question 5. 
of the output voltage at 3 kHz when the input is 10 V rms? 


4 IMPEDANCE AND PHASE ANGLE OF PARALLEL RC CIRCUITS 


In this section, you will learn how to determine the impedance and phase angle of a 
parallel RC circuit. Also conductance (G), capacitive susceptance (Bc), and total ad- 
mittance (Y;,,) are discussed because of their usefulness in parallel circuit analysis. 


After completing this section, you should be able to 


¢ Determine impedance and phase angle in a parallel RC circuit 


¢ Express total impedance in a product-over-sum form 


Figure 24 shows a basic parallel RC circuit. 


<4 FIGURE 24 


Parallel RC circuit. 


_ & oe 
| 


The expression for the impedance in Equation 12 is given in a product-over-sum form 
similar to the way two resistors in parallel can be expressed. In this case, the denominator 
is the phasor sum of R and Xc. 


RXc ? 
Z = — Equation 12 


VR? + X?, 
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The value of the phase angle between the source voltage and the total current can be ex- 
pressed in terms of R and Xc as shown in Equation 13. 


R 
Equation 13 0= wn) 
Xc 


This formula is derived from an equivalent formula using branch currents (Eq. 22), which 
is introduced in Section 5. 


Xe R 


c V, 
100.0 500, 5V 2.0 kQ 1.0kOQ 


, the impedance and phase angle are 
—_ (100 0)(50 Q) 
V/(100 0)? + (50.0) 


1 
= wwi( 22) = 63.4° 


(1.0kO)(2.0 kO) 
ViL.0kKoY + (2.0k0)P 


44.70 


1) if the frequency is doubled. 


Conductance, Capacitive Susceptance, and Admittance 


Recall that conductance (G) is the reciprocal of resistance and is expressed as 
Equation 14 G=— 
Two new terms are now introduced for use in parallel RC circuits. Susceptance is the re- 


ciprocal of reactance; therefore, capacitive susceptance (B() is the reciprocal of capacitive 
reactance and is a measure of the ability of a capacitor to permit current. It is expressed as 


1 


Equation 15 Bo = xX. 
C 


Admittance (Y) is the reciprocal of impedance and is expressed as 
Equation 16 Y= 


The unit of each of these three quantities is the siemens (S), which is the reciprocal of the ohm. 
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<4 FIGURE 26 


Admittance in a parallel RC circuit. 


In working with parallel circuits, it is often easier to use conductance (G), capacitive sus- 
ceptance (Bc), and admittance (Y) rather than resistance (R), capacitive reactance (X) and im- 
pedance (Z). In a parallel RC circuit, as shown in Figure 26(a), the total admittance is the 
phasor sum of the conductance and the capacitive susceptance, as shown in Figure 26(b). 


Yior = VG? + B2. Equation 17 


e in Figure 27, and then convert it to impedance. 


1 
= TE 
2ar(1000 Hz)(0.22 .F) 

1 1 
ee = |, 
i) EO) ae ms 


‘if a 1.0 kO resistance is in parallel with a 650 © capacitive reactance. 
luctance, capacitive susceptance, and admittance. 

, what is the value of Y? 

in parallel RC circuit, R = 50 © and Xc = 75 ©. Determine Y. 
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5 ANALYSIS OF PARALLEL RC CIRCUITS 


Ohm’s law and Kirchhoff’s current law are used in the analysis of RC circuits. Current 
and voltage relationships in a parallel RC circuit are examined. 


After completing this section, you should be able to 
¢ Analyze a parallel RC circuit 
¢ Apply Ohm’s law and Kirchhoff’s current law to parallel RC circuits 
¢ Show how impedance and phase angle vary with frequency 


¢ Convert from a parallel circuit to an equivalent series circuit 


For convenience in the analysis of parallel circuits, the Ohm’s law formulas using im- 
pedance—Equations 3, 4, and 5—can be rewritten for admittance using the relation 


Y= 1/Z. 
F I 
Equation 18 V= = 
Y 
Equation 19 I= VY 
: I 
Equation 20 Y= 
V 
EXAMPLE 11 Determine the total current and the phase angle in Figure 28. 
FIGURE 28 
Vs i 
10V ‘ e 
f=15 kHz 2.2kO i 0.022 uF 


Solution First, determine the total admittance. The capacitive reactance is 


1 1 
~ AnfC — 2m(1.5kHz)(0.022 vF) 


Me 4.82kO 


The conductance is 


1 


G=—= = 455 ws 
R 22kO 
The capacitive susceptance is 
B : : 207 wS 
ome «480k0 m 


Therefore, the total admittance is 


Vor = VG? + BE = V(455 wS)° + (207 4S)? = 500 pS 
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Next, use Ohm’s law to calculate the total current. 


Lot = VY tor = C10 V)(500 pS) = 5.00 mA 


The phase angle is 


R 2.2 kO, 
=i =i ° 
= =i = 24.5 
6 = tan ( -) an ee 


The total current is 5.00 mA, and it leads the source voltage by 24.5°. 


Related Problem What is the total current if the frequency is doubled? 


Then measure each branch current. Double the frequency to 3 kHz and measure the 


Open Multisim file E10-11. Verify the value of the total current that was calculated. 
= 
total current. 


Phase Relationships of the Currents and Voltages 


Figure 29(a) shows all the currents and voltages in a basic parallel RC circuit. As you can 
see, the source voltage, V,, appears across both the resistive and the capacitive branches, so 
V,, Vr, and Vc are all in phase and of the same magnitude. The total current, /,,,, divides at 
the junction into the two branch currents, J and Ic. 


tot 


(a) (b) 


A FIGURE 29 


Currents and voltages in a parallel RC circuit. The current directions shown in (a) are instanta- 
neous and, of course, reverse when the source voltage reverses. The current phasors in (b) rotate 
once per cycle. 


The current through the resistor is in phase with the voltage. The current through the ca- 
pacitor leads the voltage, and thus the resistive current, by 90°. By Kirchhoff’s current law, 
the total current is the phasor sum of the two branch currents, as shown by the phasor dia- 
gram in Figure 29(b). The total current is expressed as 


Trot = ov Tk + Ie 


The value of the phase angle between the resistor current and the total current is 


I 
_ -1/ *C 
6 = tan (25) 


Equation 22 is equivalent to Equation 13, 6 = tan |(R/X¢). 
Figure 30 shows a complete current and voltage phasor diagram. Notice that Jc leads I 
by 90° and that Zp is in phase with the voltage (V; = Ve = Vo). 
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EXAMPLE 12 


Solution The resistor current, the capacitor current, and the total current are expressed as follows: 


Related Problem Inacertain parallel circuit, Ip = 100 mA and Jc = 60 mA. Determine the total 
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FIGURE 30 a 
Ic 


Current and voltage phasor diagram 
for a parallel RC circuit (amplitudes 
depend on the particular circuit). 


Determine the value of each current in Figure 31, and describe the phase relationship 
of each with the source voltage. Draw the current phasor diagram. 


FIGURE 31 


12Vv 2200 | 1500 


Vane 12 
Ip = = = ——— = 54.5mA 
eR © 2200 

Vee 12 
Ic= = = 80mA 
Oe 0 (SO ean 


Tot = Vin + 2 = V(64.5 mAY* + (80 mA) = 96.8mA 
The phase angle is 


Ic 80 mA 
6 = tan! = ine = 5598 
va (2) eo (224) 


Tp is in phase with the source voltage, Ic leads the source voltage by 90°, and J;,, leads 
the source voltage by 55.7°. The current phasor diagram is shown in Figure 32. 


FIGURE 32 


Lop = 96.8 MA 


Ip = 54.5 mA 


current and the phase angle. 


Conversion from Parallel to Series Form 


For every parallel RC circuit, there is an equivalent series RC circuit for any one frequency. 
Two circuits are equivalent when they both present an equal impedance and phase angle. 
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To obtain the equivalent series circuit for a given parallel RC circuit, first find the im- 
pedance and phase angle of the parallel circuit. Then use the values of Z and 6 to construct 
an impedance triangle, shown in Figure 33. The vertical and horizontal sides of the triangle 
represent the equivalent series resistance and capacitive reactance as indicated. You can 
find these values by using the following trigonometric relationships: 


Req = Zcos0 Equation 23 
Xceq) = Zsind Equation 24 


The cosine (cos) and the sine (sin) functions are available on any scientific calculator. 


Reg = Z cos 8 <4 FIGURE 33 
SJ Impedance triangle for the series 
equivalent of a parallel RC circuit. Z 
and @ are the known values for the 


parallel circuit. Reg and Xcieq) are the 
series equivalent values. 


X¢(eq) = Z sin @ 


@ = (150 Q)cos(33.6°) = 1250 
) = (150 M)sin(33.6°) = 83.0 
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Note that a parallel RC circuit becomes less reactive when Xc is increased. That is, the 
circuit phase angle becomes smaller. The reason for this effect is that when X¢ is increased 
relative to R, less current is through the capacitive branch, and although the in-phase or re- 


sistive current does not increase, it becomes a greater percentage of the total current. 


of a parallel RC circuit is 3.5 mS, and the source voltage is 6 V. What 


RC circuit, the resistor current is 10 mA, and the capacitor current 
rmine the phase angle and the total current. 


hase angle between the capacitor current and the source voltage in a 
lit? 


6 ANALYSIS OF SERIES-PARALLEL RC CIRCUITS 


The concepts studied in the previous sections are used to analyze circuits with combi- 
nations of both series and parallel R and C components. 


After completing this section, you should be able to 


As in the case of de circuits, combinational ac circuits can be solved by combining 
series or parallel elements into equivalent circuits. The following example demonstrates the 
analysis of a series-parallel reactive circuit. 
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EXAMPLE 14 In the series-parallel RC circuit of Figure 36, determine the following: 


(a) total impedance (b) total current (c) phase angle by which J/,,, leads V, 


R, @ 


680 | 0.047 uF 


FIGURE 36 


Solution (a) First, calculate the magnitudes of the capacitive reactances. 


1 
2ar(5 kHz)(0.1 uF) 
1 
XQ = 
2ar(5 kHz)(0.047 1) 


Xc == 3180, 


= 6770, 


One approach is to find the series equivalent resistance and capacitive reac- 
tance for the parallel portion of the circuit; then add the resistances (R,; + Reg) to 
get total resistance and add the reactances (Xc; + Xc(eqy) to get total reactance. 
From these totals, you can determine the total impedance. 

Find the impedance of the parallel portion (Z>) by first finding the admittance. 


G) = < = aati = 147mS 
Bo = ee = 148 mS 
me) 6770, 
Yo = VG} + Bey = V(1.47 mS)? + (1.48 mS)? = 2.09 mS 
2 = eee 
Y, 2.09mS 


The phase angle associated with the parallel portion of the circuit is 


= tan tt 892 | «451 
e Xo 6770, ; 


The series equivalent values for the parallel portion are 


Reg = Z:008 6, = (478 D)cos(45.1°) = 337 0 
Xceq) = Z28in 8, = (478 O)sin(45.1°) = 339.0, 


The total circuit resistance is 
Rio = Ry + Reg = 10000 + 3370 = 1.34k0 
The total circuit reactance is 


XCtot) = Xcl ar XC(eq) = 3180, =F 3390, = 657 ©, 
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I< ircuit impedance is 
1= VR + XPuon = V34kOY + (6570) = 149kO 
law to find the total current. 


) 
oe, 149kO 


= 6.71mA 


angle, view the circuit as a series combination of Rjo, and Xcyoz)- 
y which J,,, leads V, is 


X (tot) 657 
tan! = Fie = 2s 8 
oe ( eee ian) 7° 


Circuit Measurements 


Determining Zo; Now, let’s see how the value of Z,,, for the circuit in Example 14 can 
be determined by measurement. First, the total impedance is measured as outlined in the 
following steps and as illustrated in Figure 37 (other ways are also possible). 


Step 1: Using a sine wave generator, set the source voltage to a known value (10 V) and 
the frequency to 5 kHz. Check the voltage with an ac voltmeter and the fre- 
quency with a frequency counter or an oscilloscope rather than relying on the 
marked values on the generator controls. 


Step 2: Connect an ac ammeter as shown in Figure 37, and measure the total current. 
Alternately, you can measure the voltage across R, and calculate the current. 


Step 3: Calculate the total impedance by using Ohm’s law. 


Frequency 
counter 


4 <— Circuit 
ground 


TT 
a 
7 
Ne} 
tam 
=) 
il 


A FIGURE 37 


Determining Z;; by measurement of V, and Iio¢- 
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Determining 0 To measure the phase angle, the source voltage and the total current 
must be displayed on an oscilloscope screen in the proper time relationship. Two basic 
types of scope probes are available to measure the quantities with an oscilloscope: the volt- 
age probe and the current probe. The current probe is a convenient device, but it is often not 
as readily available as a voltage probe. We will confine our phase measurement technique 
to the use of voltage probes in conjunction with the oscilloscope. Although there are spe- 
cial isolation methods, a typical oscilloscope voltage probe has two points that are con- 
nected to the circuit: the probe tip and the ground lead. Thus, all voltage measurements 
must be referenced to ground. 

Since only voltage probes are to be used, the total current cannot be measured directly. 
However, for phase measurement, the voltage across Rj is in phase with the total current 
and can be used to establish the phase angle of the current. 

Before proceeding with the actual phase measurement, there is a problem with display- 
ing Vay. If the scope probe is connected across the resistor, as indicated in Figure 38(a), the 
ground lead of the scope will short point B to ground, thus bypassing the rest of the com- 
ponents and effectively removing them from the circuit electrically, as illustrated in Figure 
38(b) (assuming that the scope is not isolated from power line ground). 


Short through 
scope ground 


“= <— Ground 


(a) Ground lead on scope probe grounds point B. 
rest of the circuit. 


A FIGURE 38 


Effects of measuring directly across a component when the instrument and the circuit are grounded. 


To avoid this problem, you can switch the generator output terminals so that one end of 
R, is connected to the ground terminal, as shown in Figure 39(a). Now the scope can be 
connected across it to display Vg;, as indicated in Figure 39(b). The other probe is con- 
nected across the voltage source to display V, as indicated. Now channel | of the scope has 
Vp, as an input, and channel 2 has V,. The scope should be triggered from the source volt- 
age (channel 2 in this case). 

Before connecting the probes to the circuit, you should align the two horizontal lines 
(traces) so that they appear as a single line across the center of the scope screen. To do so, 
ground the probe tips and adjust the vertical position knobs to move the traces toward the 
center line of the screen until they are superimposed. This procedure ensures that both 
waveforms have the same zero crossing so that an accurate phase measurement can be 
made. 

Once you have stabilized the waveforms on the scope screen, you can measure the period 
of the source voltage. Next, use the Volts/Div controls to adjust the amplitudes of the wave- 
forms until they both appear to have the same amplitude. Now, spread the waveforms horizon- 
tally by using the Sec/Div control to expand the distance between them. This horizontal 
distance represents the time between the two waveforms. The number of divisions between the 
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This part of the 
circuit is shorted 
out by the ground 


connection 


through scope. 


(b) The effect of grounding point B is to short out the 


483 


484 


RC Circuits 


(a) Ground repositioned so that one end of R, is (b) The scope displays Vp, and V,. Vp, represents the phase 


grounded. 


Equation 25 


(a) 


M SOus 


of the total current. 


A FIGURE 39 


Repositioning ground so that a direct voltage measurement can be made with respect to ground with- 
out shorting out part of the circuit. 


waveforms along any horizontal lines times the Sec/Div setting is equal to the time between 
them, At. Also, you can use the cursors to determine At if your oscilloscope has this feature. 

Once you have determined the period, T, and the time between the waveforms, Ar, you 
can calculate the phase angle with the following equation: 


0= ($e: 
T 


Figure 40 shows simulated screen displays for an oscilloscope in Multisim. In 
Figure 40(a), the waveforms are aligned and set to the same apparent amplitude by adjusting 
the fine Volts/Div control. The period of these waveforms is 200 ws. The Sec/Div control is 
adjusted to spread the waveforms out to read At more accurately. As shown in part (b), there 
are 3.0 divisions between the crossings on the center line. The Sec/Div control is set to 5.0 jus 
and there are 3.0 divisions between the waveforms. 


At = 3.0 divisions X 5.0 ws/division = 15 ps 


TRIGGER 
Type 


TEER CELA TT eee 
: : ' Rising 


Mode Poo coaec ae aa Mode 
Normal] = 


Coupling 


Paes 


At =3.0 divisions x 5 [s/division = 15 Us 
(b) 


A FIGURE 40 


Determining the phase angle using an oscilloscope. 
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The phase angle is 


What is the voltage across R, in Figure 36? 


7 Power IN RC Circuits 


In a purely resistive ac circuit, all of the energy delivered by the source is dissipated in 
the form of heat by the resistance. In a purely capacitive ac circuit, all of the energy 
delivered by the source is stored by the capacitor during a portion of the voltage cycle 
and then returned to the source during another portion of the cycle so that there is no 
net energy conversion to heat. When there is both resistance and capacitance, some of 
the energy is alternately stored and returned by the capacitance and some is dissipated 
by the resistance. The amount of energy converted to heat is determined by the relative 
values of the resistance and the capacitive reactance. 


After completing this section, you should be able to 


When the resistance is greater than the capacitive reactance in a series RC circuit, more 
of the total energy delivered by the source is dissipated by the resistor than is stored by the 
capacitor. Likewise, when the reactance is greater than the resistance, more of the total en- 
ergy is stored and returned than is converted to heat. 

The formulas for the power dissipated in a resistor, sometimes called true power (Prue), 
and the power in a capacitor, called reactive power (P,.), are restated here. The unit of true 
power is the watt (W), and the unit of reactive power is the VAR (volt-ampere reactive). 


Prrue a TR 
P, = EX 


Power Triangle for RC Circuits 


The generalized impedance phasor diagram for a series RC circuit is shown in Figure 41(a). 
A relationship for power can also be represented by a similar diagram because the respec- 
tive magnitudes of the powers, Py. and P,, differ from R and Xc¢ by a factor of Boy aS 
shown in Figure 41(b). 

The resultant power, /?,,Z, represents the apparent power, P,,. At any instant in time, 
P, is the total power that appears to be transferred between the source and the RC circuit. 
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Watts (W) 
Pp. 
5 i R true 
| 
| 
p.2@ P. (reactive) 
| 5 oa, Volt-amperes 
| Per, ae) reactive (VAR) 
| “AL. 
Xo en Xc ie Z Vy 
(a) Impedance phasors (b) Impedance phasors are multiplied by I, (c) Power triangle 


to get power 


A FIGURE 41 


Development of the power triangle for a series RC circuit. 


Part of the apparent power is true power, and part of it is reactive power. The unit of appar- 
ent power is the volt-ampere (VA). The expression for apparent power is 


Equation 28 P, = EyZ 
The diagram in Figure 41(b) can be rearranged in the form of a right triangle as shown 


in Figure 41(c), which is called the power triangle. Using the rules of trigonometry, Prue 
can be expressed as 


Pirue = Pacos 0 
Since P,, equals [7,,Z or Velyo, the equation for true power can be written as 
Equation 29 Puue = Vsltocos 0 


where V, is the source voltage and J/,,; is the total current. 

For the case of a purely resistive circuit, 9 = 0° and cos 0° = 1, so Pie equals Voigt. 
For the case of a purely capacitive circuit, 9 = 90° and cos 90° = 0, so Pirye is zero. As 
you already know, there is no power dissipated in an ideal capacitor. 


Power Factor 
The term cos @ is called the power factor and is stated as 
Equation 30 PF = cos0 


As the phase angle between the source voltage and the total current increases, the power 
factor decreases, indicating an increasingly reactive circuit. The smaller the power factor, 
the smaller the power dissipation. 

The power factor can vary from 0 for a purely reactive circuit to | for a purely resistive 
circuit. In an RC circuit, the power factor is referred to as a leading power factor because 
the current leads the voltage. 


ywer factor and the true power in the RC circuit of Figure 42. 


= ; 7 a 
; 1.0kO 0.0047 uF 

15 V 

f = 10 kEiz 
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Solution Calculate the capacitive reactance and phase angle. 


1 1 
~ InfC — 2m(10 kHz)(0.0047 uF) 


_1{ Xc 3.39 kO, 

1 1 

t t WSL 
0 an ( an ( 7 3.6 


The power factor is 


Xc = 3.39k0, 


PF = cos@ = cos(73.6°) = 0.282 
The impedance is 


Z= VR? + X2= V(1.0k0) + (3.39kO)? = 3.53kO 


Therefore, the current is 


V, 15V 
Z 353k 


i = 4.25mA 


The true power is 


Prue = Vel cos @ = (15 V)(4.25 mA)(0.282) = 18.0 mW 


Related Problem What is the power factor if fis reduced by half in Figure 42? 


Open Multisim file E10-15. Measure the current and compare to the calculated value. 
Measure the voltages across R and C at 10 kHz, 5 kHz, and 20 kHz. Explain your 
observations. 


Significance of Apparent Power 


Apparent power is the power that appears to be transferred between the source and the load, 
and it consists of two components: a true power component and a reactive power component. 
In all electrical and electronic systems, it is the true power that does the work. The reac- 
tive power is simply shuttled back and forth between the source and the load. Ideally, in 
terms of performing useful work, all of the power transferred to the load should be true 
power and none of it reactive power. However, in most practical situations the load has some 
reactance associated with it, and therefore you must deal with both power components. 

For any reactive load, there are two components of the total current: the resistive com- 
ponent and the reactive component. If you consider only the true power (watts) in a load, 
you are dealing with only a portion of the total current that the load demands from a source. 
In order to have a realistic picture of the actual current that a load will draw, you must con- 
sider apparent power (in VA). 

A source such as an ac generator can provide current to a load up to some maximum 
value. If the load draws more than this maximum value, the source can be damaged. 
Figure 43(a) shows a 120 V generator that can deliver a maximum current of 5 A to a load. 
Assume that the generator is rated at 600 W and is connected to a purely resistive load of 
24 Q, (power factor of 1). The ammeter shows that the current is 5 A, and the wattmeter 
indicates that the power is 600 W. The generator has no problem under these conditions, 
although it is operating at maximum current and power. 

Now, consider what happens if the load is changed to a reactive one with an impedance 
of 18Q and a power factor of 0.6, as indicated in Figure 43(b). The current is 
120 V/18 O = 6.67 A, which exceeds the maximum. Even though the wattmeter reads 
480 W, which is less than the power rating of the generator, the excessive current probably 
will cause damage. This example shows that a true power rating can be deceiving and is in- 
appropriate for ac sources. This particular ac generator should be rated at 600 VA, a rating 
the manufacturer would use, rather than 600 W. 
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FIGURE 43 Wattmeter indicates 
‘ a Ammeter indicates that power is below 
The wattage rating of a source is in- that current is excessive. rated value. 


appropriate when the load is reac- 
tive. The rating should be in VA 
rather than in watts. 


uw 
> 


V, 5 A max 
120 V 600 W max 


(a) Generator operating at its limits with a (b) Generator is in danger of internal damage 
resistive load. due to excess current, even though the 
wattmeter indicates that the power is 
below the maximum wattage rating. 


EXAMPLE 16 For the circuit in Figure 44, find the true power, the reactive power, and the apparent 
power. Xc has been determined to be 2.0 kQ. 
FIGURE 44 
R Xc 
ae 
: 2.0kO, 

Vy 
10 V 


Solution — First find the total impedance so that you can calculate the current. 

Zrot = VR? + X2 = V(1.0kO) + (2.0k0)? = 2.24k0, 
V, 10 V 
Z  2.24kO, 


i= = 446mA 


The phase angle, 0, is 


Xx 2.0kO 
-1{ 4c -1 

=at =o = a 
y . (35) = (228) - 


The true power is 


Pine = Vl cos @ = (10 V)(4.46 mA) cos(63.4°) = 20 mW 


Note that the same result is realized if you use the formula Pie = PR. 
The reactive power is 


P, = PXc = (4.46 mA)*(2.0kQ) = 39.8mVAR 
The apparent power is 
P, = PZ = (4.46 mA)*(2.24kQ) = 44.66mVA 
The apparent power is also the phasor sum of Pi,y- and P,. 


Pa = V Pee + P2 = 44.6mVA 


Related Problem What is the true power in Figure 44 if Xc = 10kQ? 
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mponent in an RC circuit is the power dissipation due? 
angle, 0, is 45°, what is the power factor? 


ain series RC circuit has the following parameter values: R = 3300, 
-460Q, and | = 2A. Determine the true power, the reactive power, and the 


8 Basic APPLICATIONS 


RC circuits are found in a variety of applications, often as part of a more complex 
circuit. Three applications are phase shift circuits applied to an oscillator, frequency- 
selective circuits (filters), and ac coupling. 


After completing this section, you should be able to 


The Phase Shift Oscillator 


As you know, a series RC circuit will shift the phase of the output voltage by an amount that 
depends on the values of R and C and the frequency of the signal. This ability to shift phase 
depending on frequency is vital in certain feedback oscillator circuits. An oscillator is a 
circuit that generates a periodic waveform and is an important circuit for many electronic 
systems. You will study oscillators in a devices course, so the focus here is on the applica- 
tion of RC circuits for shifting phase. The requirement is that a fraction of the output of the 
oscillator is returned to the input (called feedback) in the proper phase to reinforce the in- 
put and sustain oscillations. Generally, the requirement is to feed back the signal with a to- 
tal of 180° of phase shift. 

A single RC circuit is limited to phase shifts that are smaller than 90°. The basic RC 
lag circuit discussed in Section 3 can be “stacked” to form a complex RC network, as 
shown in Figure 45, which shows a specific circuit called a phase shift oscillator. 


<@ FIGURE 45 


Phase shift oscillator. 
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The phase shift oscillator typically uses three equal-component RC circuits that produce 
the required 180° phase shift at a certain frequency, which will be the frequency at 
which the oscillator works. The output of the amplifier is phase shifted by the RC net- 
work and returned to the input of the amplifier, which provides sufficient gain to main- 
tain oscillations. 

The process of putting several RC circuits together results in a loading effect, so the 
overall phase shift is not the same as simply adding the phase shifts of the individual RC 
circuits. The detailed calculation for this circuit involves a lot of tedious phasor math, but 
the result is simple. With equal components, the frequency at which a 180° phase shift 
occurs is given by the following equation: 


1 
2a V6RC 
It also turns out that the RC network attenuates (reduces) the signal from the amplifier 


by a factor of 29; the amplifier must make up for this attenuation by having a gain of —29 
(the minus sign takes into account the phase shift). 


i 


EXAMPLE 17 
» FIGURE 46 
Solution 
Related Problem 


In Figure 46, calculate the output frequency. 


Ry 


\W 


ic Cc C 
1 1 | Von 
0.001 uF 0.001 ZF 0.001 “F 
R R R 
— 15kO, 15kO, 15kO, 
1 1 
lig= = 433 kHz 


ImVORC 27 V6(15 kO)(0.001 pF) 


If all of the capacitors are changed to 0.0027 F, what is the oscillator frequency? 


The RC Circuit as a Filter 


Frequency-selective circuits (filters) permit signals of certain frequencies to pass from the 
input to the output while blocking all others. That is, ideally all frequencies but the selected 
ones are filtered out. 

Series RC circuits exhibit a frequency-selective characteristic. There are two types. The 
first one that we examine is a low-pass circuit that is realized by taking the output across 
the capacitor, just as in a lag circuit. The second type is a high-pass circuit, which is im- 
plemented by taking the output across the resistor, as in a lead circuit. In practice, RC cir- 
cuits are used in conjunction with operational amplifiers to create active filters, which are 
much more effective than passive RC circuits. 


Low-Pass Filter You have seen what happens to the phase angle and the output voltage 
in a series RC lag circuit. In terms of the filtering action of the series RC circuit, the varia- 
tion in the magnitude of the output voltage as a function of frequency is important. 
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Figure 47 shows the filtering action of a series RC circuit using a specific series of 
measurements in which the frequency starts at 100 Hz and is increased in increments up to 
20 kHz. At each value of frequency, the output voltage is measured. As you can see, the ca- 
pacitive reactance decreases as frequency increases, thus dropping less voltage across the 
capacitor while the input voltage is held at a constant 10 V throughout each step. Table 1 
summarizes the variation of the circuit parameters with frequency. 


Frequency 
counter 


Frequency 
counter 


(a) f= 0.1 kHz, X¢ = 1.59 kO, V,,,, = 9.98 V 


Frequency 
counter 


(b) f= 1 kHz, X-= 159 0, V, 


out 


Frequency 
counter 


=8.46V 


(c) f= 10 kHz, X¢ = 15.9 Q, Vig = 1.57 V (d) f= 20 kHz, X¢=7.96 Q, V,,,= 0.79 V 
A FIGURE 47 
Example of low-pass filtering action. As frequency increases, V,,,; decreases. 
<TABLE 1 
f (kHz) Xe O) Ztot (Q) I (mA) Vout (V) 
0.1 1,590 ~1,590 = 6.29 9.98 
1 IS) 188 Doe 8.46 
10 15.9) 101 99.0 LS 
20 7.96 ~100 ~100 0.79 


The frequency response of the low-pass RC circuit in Figure 47 is shown in Figure 48, 
where the measured values are plotted on a graph of V,,,,, versus f, and a smooth curve is 
drawn connecting the points. This graph, called a response curve, shows that the output 
voltage is greater at the lower frequencies and decreases as the frequency increases. The 
frequency scale is logarithmic. 


High-Pass Filter To illustrate RC high-pass filtering action, Figure 49 shows a series of 
specific measurements. The frequency starts at 10 Hz and is increased in increments up to 
10 kHz. As you can see, the capacitive reactance decreases as the frequency increases, thus 
causing more of the total input voltage to be dropped across the resistor. Table 2 summa- 
rizes the variation of circuit parameters with frequency. 
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Vout (V) 
A 
9.98 
9 
$46 — 
8 
7 
6 
5 
4 
: 
2 
1:57 = 
0.79 il 


S 
Pee 


A FIGURE 48 


Frequency response curve for the low-pass RC circuit in Figure 47. 


Frequency 
counter ( 
1 uF 
Xo= 15.9kO 


R 
1000 


Q' 
10V 


(a) f= 10 Hz, Xc¢ = 15.9 kQ, V,,; = 0.063 V 


Frequency 
counter 


Vout 


7 


(c) f= 1 kHz, X¢ = 159 O, V,,,=5.32 V 


t 
Xo = 159 0. 


@:. 


A FIGURE 49 


Frequency 
counter ( 
1uF 
Xo = 1.59 kO 
A) Vin 100. 
10 V 
oO 


(b) f= 100 Hz, X¢ = 1.59 kQ, V,,, = 0.63 V 


Frequency 
counter 


Vout 


(d) f= 10 kHz, X¢= 15.9 O, V,,, = 9.88 V 


= K. 
Xc= 15.90 

A)’ 1000 
10V 


Example of high-pass filtering action. As frequency increases, V,,; increases. 


> TABLE 2 F (kHz) XO) 
01 15,900 
all 1590 
1 159 
10 15.9 
492 


ZO) I (mA) 
15,900 0.629 
1593 6.28 
188 53.2 
101 98.8 
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Vou (V) <4 FIGURE 50 


Frequency response curve for the 
high-pass RC circuit in Figure 49. 


a 
j=) 
I 


9.88 > 


Nn 
io) 
N 


FPnynwt Ua nana woo 


0.063 ——> 
O01 0.1 


> f (kHz) 


pe ee te a hy 


In Figure 50, the measured values for the high-pass RC circuit shown in Figure 49 have 
been plotted to produce a frequency response curve for this circuit. As you can see, the out- 
put voltage is greater at the higher frequencies and decreases as the frequency is reduced. 
The frequency scale is logarithmic. 


The Cutoff Frequency and the Bandwidth of an RC Circuit The frequency at which 
the capacitive reactance equals the resistance in a low-pass or high-pass RC circuit is called 
the cutoff frequency and is designated f.. This condition is expressed as 1/(27f.C) = R. 
Solving for f, results in the following formula: 


ol 
~~ 2a@RC 


te Equation 31 
At f., the output voltage of the RC circuit is 70.7% of its maximum value. It is standard 

practice to consider the cutoff frequency as the limit of a circuit’s performance in terms of 

passing or rejecting frequencies. For example, in a high-pass circuit, all frequencies above 

J are considered to be passed from the input to the output, and all those below f, are con- 

sidered to be rejected. The reverse is true for a low-pass circuit. 
The range of frequencies that is considered to be passed from the input to the output of 

a circuit is called the bandwidth. Figure 51 illustrates the bandwidth and the cutoff fre- 

quency for a low-pass circuit. 


Vou <4 FIGURE 51 


> 


Normalized general response curve 
of a low-pass RC circuit showing the 
cutoff frequency and the bandwidth. 


0.707 


-<——— Bandwidth ————> 


f aati 
(cutoff) 
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Amplifier bias and signal-coupling 
circuit. 


Voce 


(a) de equivalent: ac source replaced by 
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short. C is open to de. R, and R, act 
as de voltage divider. 
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Coupling an AC Signal into a DC Bias Circuit 


Figure 52 shows an RC circuit that is used to create a de voltage level with an ac voltage 
superimposed on it. This type of circuit is commonly found in amplifiers in which the dc volt- 
age is required to bias the amplifier to the proper operating point and the signal voltage to be 
amplified is coupled through a capacitor and superimposed on the dc level. The capacitor pre- 
vents the low internal resistance of the signal source from affecting the dc bias voltage. 


+ Voc 
° 


Cc a 
. 


Input | | 
source 


Vac = Ry 


In this type of application, a relatively large value of capacitance is selected so that for 
the frequencies to be amplified, the reactance is very small compared to the resistance of 
the bias network. When the reactance is very small (ideally zero), there is practically no 
phase shift or signal voltage dropped across the capacitor. Therefore, all of the signal volt- 
age passes from the source to the input to the amplifier. 

Figure 53 illustrates the application of the superposition principle to the circuit in Figure 52. 
In part (a), the ac source has been effectively removed from the circuit and replaced with a 
short to represent its ideal internal resistance. Since C is open to dc, the voltage at point A is 
determined by the voltage-divider action of R; and R> and the dc voltage source. 


Voc 


fy 


(b) ac equivalent: dc source is replaced by (c) de + ac: Voltages are superimposed at point A. 
short. C is short to ac. All of V,,.is 
coupled to point A. 


A FIGURE 53 


The superposition of dc and ac voltages in an RC bias and coupling circuit. 


In Figure 53(b), the de source has been effectively removed from the circuit and replaced 
with a short to represent its ideal internal resistance. Since C appears as a short at the 
frequency of the ac, the signal voltage is coupled directly to point A and appears across the 
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parallel combination of R; and R. Figure 53(c) illustrates that the combined effect of the 
superposition of the de and the ac voltages results in the signal voltage “riding” on the dc level. 


shift oscillator, the RC circuit must provide a total phase shift of how many 


a low-pass characteristic with a series RC circuit, across which component 
Itput taken? 


9 TROUBLESHOOTING 


Typical component failures or degradation have an effect on the response of basic RC 
circuits. The APM (analysis, planning, and measurement) method of troubleshooting 
can be used to locate problems in a circuit. 


After completing this section, you should be able to 
¢ Troubleshoot RC circuits 


« Find an open resistor 


Effect of an Open Resistor It is easy to see how an open resistor affects the operation of a 
basic series RC circuit, as shown in Figure 54. Obviously, there is no path for current, so the 
capacitor voltage remains at zero and the total voltage, V,, appears across the open resistor. 


Effect of an Open Capacitor When the capacitor is open, there is no current; thus, the 
resistor voltage drop is zero. The total source voltage appears across the open capacitor, as 
shown in Figure 55. 


A FIGURE 54 A FIGURE 55 


Effect of an open resistor. Effect of an open capacitor. 


Effect of a Shorted Capacitor When a capacitor shorts out, the voltage across it is 
zero, the current equals V,/R, and the total voltage appears across the resistor, as shown in 
Figure 56. 
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Shorted wai 


A FIGURE 56 


Effect of a shorted capacitor. 


Effect of a Leaky Capacitor When a capacitor exhibits a high leakage current, 
the leakage resistance effectively appears in parallel with the capacitor, as shown in 
Figure 57(a). When the leakage resistance is comparable in value to the circuit 
resistance, R, the circuit response is drastically affected. The circuit, looking from the 
capacitor toward the source, can be thevenized, as shown in Figure 57(b). The Thevenin 
equivalent resistance is R in parallel with R).4, (the source appears as a short), and 
the Thevenin equivalent voltage is determined by the voltage-divider action of 


ANDS DN 


Some multimeters 
have a relatively low 
frequency response of 
1 kHz or less, while 
others can measure 


IP 


voltages or currents with frequen. -® and Rieak- 

cies up to about 2 MHz. Always RRieak 
check to make sure that your meter Rin = R\Rreak = RE Rig 
is capable of making accurate ce 
measurements at the particular —_ Rleak V, 
frequency at which you are working. o RP Re 


As you can see, the voltage to which the capacitor will charge is reduced since V;, << Vj,. 
Also, the current is increased. The Thevenin equivalent circuit is shown in Figure 57(c). 


R R Pin R 
AW 
Vin = Rreak Cc Rreak Cc —- Vin A) Rreak Vin 
O | 
—— 
(a) (b) 
Rin = Fl Rreak 


(c) 
A FIGURE 57 


Effect of a leaky capacitor. 
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EXAMPLE 18 Assume that the capacitor in Figure 58 is degraded to a point where its leakage 
resistance is 10 kQ. Determine the phase shift from input to output and the output 


voltage under the degraded condition. 


» FIGURE 58 


R 


4.7k 


Vin 
10 V 


\W 


10) 


Xe Vv 


Solution The effective circuit resistance is 


RRieak - (4.7kO)(10 kO) 


5.0kQ0 out 
O 


Ry = = 
eR eR. 14.7kO 


The phase lag is 


th 


Xx, 
@ = iy = ww (%) = 90° — tan"! 


To determine the output voltage, first calculate the Thevenin equivalent voltage. 


Rica 10kO 
a= = 107 = 6.80 V 
iy (; + a) . (4 kO 


| 


= 32150) 


5.0k0 ' 
a eae 


. ( Xe y ( 5.0kO 
TN VR ee) \ V3.2) + G.0KNY 


Related Problem What would the output voltage be if the capacitor were not leaky? 


Josv = 5.73 V 


Other Troubleshooting Considerations 


Many times, the failure of a circuit to work properly is not the result of a faulty component. 
A loose wire, a bad contact, or a poor solder joint can cause an open circuit. A short can be 
caused by a wire clipping or solder splash. Things as simple as not plugging in a power sup- 
ply or a function generator happen more often than you might think. Wrong values in a cir- 
cuit (such as an incorrect resistor value), the function generator set at the wrong frequency, 
or the wrong output connected to the circuit can cause improper operation. 

When you have problems with a circuit, always check to make sure that the instruments 
are properly connected to the circuits and to a power outlet. Also, look for obvious things 
such as a broken or loose contact, a connector that is not completely plugged in, or a piece 
of wire or a solder bridge that could be shorting something out. 

The point is that you should consider all possibilities, not just faulty components, when 
a circuit is not working properly. The following example illustrates this approach with a 
simple circuit using the APM (analysis, planning, and measurement) method. 


ANDS DNSuIP 


When connecting 
protoboard circuits, 
always consistently 
use standard colors 
for universal connec- 
tions such as signals, power supply 
voltage, and ground. For example, 
you can use green wires for signals, 
red wires for power supply voltage, 
and black wires for ground connec- 
tions. This helps you identify 
wiring during connecting and 
troubleshooting. 


EXAMPLE 19 The circuit represented by the schematic in Figure 59 has no output voltage, which is 
the voltage across the capacitor. You expect to see about 7.4 V at the output. The 
circuit is physically constructed on a protoboard. Use your troubleshooting skills to 


find the problem. 
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» FIGURE 59 
R 
NW 0 
v, 620.0 : 
10V V, 
©) fase 0.047uF 
O 


Solution Apply the APM method to this troubleshooting problem. 
Analysis: First think of the possible causes for the circuit to have no output voltage. 


1. There is no source voltage or the frequency is so high that the capacitive reactance 
is almost zero. 


2. There is a short between the output terminals. Either the capacitor could be inter- 
nally shorted, or there could be some physical short. 


3. There is an open between the source and the output. This would prevent current 
and thus cause the output voltage to be zero. The resistor could be open, or the con- 
ductive path could be open due to a broken or loose connecting wire or a bad pro- 
toboard contact. 


4. There is an incorrect component value. The resistor could be so large that the cur- 
rent and, therefore, the output voltage are negligible. The capacitor could be so 
large that its reactance at the input frequency is near zero. 


Planning: You decide to make some visual checks for problems such as the function 
generator power cord not plugged in or the frequency set at an incorrect value. Also, 
broken leads, shorted leads, as well as an incorrect resistor color code or capacitor la- 
bel often can be found visually. If nothing is discovered after a visual check, then you 
will make voltage measurements to track down the cause of the problem. You decide 
to use a digital oscilloscope and a DMM to make the measurements. 


Measurement: Assume that you find that the function generator is plugged in and the 
frequency setting appears to be correct. Also, you find no visible opens or shorts dur- 
ing your visual check, and the component values are correct. 

The first step in the measurement process is to check the voltage from the source 
with the scope. Assume a 10 V rms sine wave with a frequency of 5 kHz is observed at 
the circuit input as shown in Figure 60(a). The correct voltage is present, so the first 
possible cause has been eliminated. 

Next, check for a shorted capacitor by disconnecting the source and placing a 
DMM (set on the ohmmeter function) across the capacitor. If the capacitor is good, an 
open will be indicated by an OL (overload) in the meter display after a short charging 
time. Assume the capacitor checks okay, as shown in Figure 60(b). The second possi- 
ble cause has been eliminated. 

Since the voltage has been “lost” somewhere between the input and the output, you 
must now look for the voltage. You reconnect the source and measure the voltage 
across the resistor with the DMM (set on the voltmeter function) from one resistor lead 
to the other. The voltage across the resistor is zero. This means there is no current, 
which indicates an open somewhere in the circuit. 

Now, you begin tracing the circuit back toward the source looking for the volt- 
age (you could also start from the source and work forward). You can use either the 
scope or the DMM, but decide to use the multimeter with one lead connected to 
ground and the other used to probe the circuit. As shown in Figure 60(c), the 
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A FIGURE 60 


(c) The voltage is found at point @), indicating that one of the two used protoboard 
contacts in that row is bad. 
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voltage on the right lead of the resistor, point ©, reads zero. Since you already have 
measured zero voltage across the resistor, the voltage on the left resistor lead at 
point @ must be zero as the meter indicates. Next, moving the meter probe to point 
@, you read 10 V. You have found the voltage! Since there is zero volts on the left 
resistor lead, and there is 10 V at point ®, one of the two contacts in the protoboard 
hole into which the wire leads are inserted is bad. It could be that the small contacts 
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were pushed in too far and were bent or broken so that the circuit lead does not 


make contact. 


Move either or both the resistor lead and the wire to another hole in the same row. 
Assume that when the resistor lead is moved to the hole just above, you have voltage 
at the output of the circuit (across the capacitor). 


Related Problem 


Suppose you had measured 10 V across the resistor before the capacitor was checked. 
What would this have indicated? 


problem? 


1. Describe the effect of a leaky capacitor on the dc response of an RC circuit. 
2. Ina series RC circuit, if all the applied voltage appears across the capacitor, what is the 


3. What faults can cause 0 V across the capacitor in a series RC circuit? 


In this assignment, you will check the 
voltage of an amplifier’s input circuit 
to determine how it changes with the 
frequency of the input signal. If too 
much voltage is dropped across the capacitor, the overall 
performance of the amplifier is adversely affected. To do this 
assignment, you do not have to be familiar with the details of the 
amplifier circuit. 

The coupling capacitor (C;) in Figure 61 passes the input 
signal voltage to the input of the amplifier (point A to point B) 
without affecting the dc level at point B produced by the resis- 
tive voltage divider (R, and R>). If the input frequency is high 
enough so that the reactance of the coupling capacitor is negligi- 
bly small, essentially no ac signal voltage is dropped across the 


Application Assignment 


PuTTING YOUR KNOWLEDGE 
To WorRK 


: capacitor. As the signal frequency is reduced, the capacitive 
reactance increases and more of the signal voltage is dropped 
across the capacitor. This lowers the output voltage of the 
amplifier. 


The amount of signal voltage that is coupled from the input 


source (point A ) to the amplifier input (point B) is determined 
by the values of the capacitor and the dc bias resistors (assum- 
ing the amplifier has no loading effect) in Figure 61. These 
components actually form a high-pass RC filter, as shown in 
Figure 62. The voltage-divider bias resistors are effectively in 
! parallel with each other as far as the ac source is concerned. 
The lower end of Ry goes to ground and the upper end of R, 
goes to the de supply voltage as shown in Figure 62(a). 


+18 Vdc 


ac source 
Vin 


A FIGURE 61 


A capacitively coupled amplifier. 
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0 V ac is equivalent to ac ground 


al 
0.1 uF 
Vig 
RC input circuit 

(a) 
| oI 
° ° ro) 

0.1 uF 0.1 uF 
10 kO 47kO, 10 kQ 1147 kO, 


—. ac ground 


(b) (c) 


A FIGURE 62 
The RC input circuit acts effectively like a high-pass RC filter. 


Since there is no ac voltage at the +18 V dc terminal, the upper : Step 1: Evaluating the Amplifier Input Circuit 
end of R, is at 0 V ac which is referred to as ac ground. The 


: Determine the value of the equivalent resistance of the input cir- 


Seva bata SPINS CINE | MRO RECESS OS ESCM: cuit. Assume the amplifier (shown inside the white dashed lines 
TESTE EM EUS Den) : in Figure 63) has no loading effect on the input circuit. 


+Input signal 


A FIGURE 63 


Measuring the input circuit response at frequency f,. The channel 1 waveform is shown. 
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Step 2: Measuring the Response at Frequency f, 


Refer to Figure 63. The input signal voltage is applied to the 
amplifier circuit board and displayed on channel | of the oscillo- 
scope, and channel 2 is connected to a point on the circuit board. 


Determine to what point on the circuit the channel 2 probe is con- | 


: Za Multisim Analysis 
QL Using Multisim, connect the equivalent circuit in 


nected, the frequency, and the voltage that should be displayed. 


Step 3: Measuring the Response at Frequency f> 


Refer to Figure 64 and the circuit board in Figure 63. The input 
signal voltage displayed on channel 1 of the oscilloscope is 
applied to the amplifier circuit board. Determine the frequency 
and the voltage that should be displayed on channel 2. 

State the difference between the channel 2 waveforms deter- 
mined in Step 2 and Step 3. Explain the reason for the difference. 


Step 4: Measuring the Response at Frequency f3 


Refer to Figure 65 and the circuit board in Figure 63. The input 
signal voltage displayed on channel 1 of the oscilloscope is 
applied to the amplifier circuit board. Determine the frequency 
and the voltage that should be displayed on channel 2. 

State the difference between the channel 2 waveforms deter- 
mined in Step 3 and Step 4. Explain the reason for the difference. 


Step 5: Plotting a Response Curve 


Determine the frequency at which the signal voltage at point B 
in Figure 61 is 70.7% of its maximum value. Plot the response 
curve using this voltage value and the values at frequencies f, 


! fo, and f;. How does this curve show that the input circuit acts as 
a high-pass filter? What can you do to the circuit to lower the 
frequency at which the voltage is 70.7% of maximum without 
affecting the dc bias voltage? 


Figure 62(b). 


: 1. Apply an input signal voltage at the same frequency and ampli- 


tude as shown in Figure 63. Measure the voltage at point B with 
the oscilloscope and compare the result from Step 2. 


2. Apply an input signal voltage at the same frequency and am- 


plitude as shown in Figure 64. Measure the voltage at point B 
with the oscilloscope and compare the result from Step 3. 


3. Apply an input signal voltage at the same frequency and am- 


plitude as shown in Figure 65. Measure the voltage at point B 
with the oscilloscope and compare the result from Step 4. 


| Review 


1. Explain the effect on the response of the amplifier input cir- 


cuit of reducing the value of the coupling capacitor. 


2. What is the voltage at point B in Figure 61 if the coupling 


capacitor opens when the ac input signal is 10 mV rms? 


3. What is the voltage at point B in Figure 61 if resistor R, is 


open when the ac input signal is 10 mV rms? 


A FIGURE 64 


Measuring the input circuit response at frequency f). 
The channel 1 waveform is shown. 


A FIGURE 65 


Measuring the input circuit response at frequency 3. 
The channel 1 waveform is shown. 


® When a sinusoidal voltage is applied to an RC circuit, the current and all the voltage drops are also 


sine waves. 


® Total current in a series or parallel RC circuit always leads the source voltage. 


® The resistor voltage is always in phase with the current. 
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¢ 


The capacitor voltage always lags the current by 90°. 


¢ 


In an RC circuit, the impedance is determined by both the resistance and the capacitive reactance 
combined. 


Impedance is expressed in units of ohms. 

The circuit phase angle is the angle between the total current and the source voltage. 
The impedance of a series RC circuit varies inversely with frequency. 

The phase angle (0) of a series RC circuit varies inversely with frequency. 

In an RC lag circuit, the output voltage lags the input voltage in phase. 

In an RC lead circuit, the output voltage leads the input voltage. 


For each parallel RC circuit, there is an equivalent series circuit for any given frequency. 


¢-¢¢ ¢Oe6hUhO%rmhUh}r©6h6hO 


The impedance of a circuit can be determined by measuring the source voltage and the total cur- 
rent and then applying Ohm’s law. 


In an RC circuit, part of the power is resistive and part reactive. 
The phasor combination of resistive power (true power) and reactive power is called apparent power. 
Apparent power is expressed in volt-amperes (VA). 


The power factor (PF) indicates how much of the apparent power is true power. 


¢-¢¢ 6 @ 


A power factor of 1 indicates a purely resistive circuit, and a power factor of 0 indicates a purely 
reactive circuit. 


Sd 


In a circuit that exhibits frequency selectivity, certain frequencies are passed to the output while 
others are rejected. 


Admittance (Y) A measure of the ability of a reactive circuit to permit current; the reciprocal of 
impedance. The unit is the siemens (S). 


Apparent power (P,) The phasor combination of resistive power (true power) and reactive power. 
The unit is the volt-ampere (VA). 


Bandwidth The range of frequencies that is considered to be passed from the input to the output of 
a circuit. 


Capacitive susceptance (Bc) The ability of a capacitor to permit current: the reciprocal of capac- 
itive reactance. The unit is the siemens (S). 


Cutoff frequency The frequency at which the output voltage of a filter is 70.7% of the maximum 
output voltage. 


Frequency response In electric circuits, the variation in the output voltage (or current) over a spec- 
ified range of frequencies. 


Impedance (Z) The total opposition to sinusoidal current expressed in ohms. 
Phase angle The angle between the source voltage and the total current in a reactive circuit. 


Power factor The relationship between volt-amperes and true power or watts. Volt-amperes multi- 
plied by the power factor equals true power. 


RC lag circuit A phase shift circuit in which the output voltage, taken across the capacitor, lags the 
input voltage by a specified angle. 


RC lead circuit A phase shift circuit in which the output voltage, taken across the resistor, leads the 
input voltage by a specified angle. 


1 Z= VR* + X% 


-1 Xc é 
tan (32) Series RC phase angle 


Series RC impedance 


is) 
i) 
Il 


3 V=I1Z Ohm’s law 


503 


www.EngineeringBooksPdf.com 


10 


11 


12 


13 


14 


15 


16 
17 
18 
19 
20 


21 


22 
23 
24 


25 


26 
27 


28 
29 


30 


31 


504 


RC Circuits 


Xx 
Vout = (4 Wr 
VR? + X% 


we RX¢ 
VR? + X2 
R 
o= on) 
Xc 
1 
G=— 
R 
poet: 
oo Fe 
| 
Yoo 
Z 
Yor = VG? + B2 
eee 
~ y 
I = VY 
I 
Yor 
Vv 


P, = TinXc 
Pa = Toth 
Puue = Vsliot COS O 
PF = cos0 
1 
ie = IaRC 


Ohm’s law 
Ohm’s law 
Total voltage in series RC circuits 


Series RC phase angle 


Phase angle of lag circuit 


Output voltage of lag circuit 


Phase angle of lead circuit 


Output voltage of lead circuit 


Parallel RC impedance 


Parallel RC phase angle 


Conductance 


Capacitive susceptance 


Admittance 
Total admittance 
Ohm’s law 
Ohm’s law 
Ohm’s law 


Total current in parallel RC circuits 


Parallel RC phase angle 


Equivalent series resistance 


Equivalent series reactance 


Phase angle using time measurements 


True power (W) 
Reactive power (VAR) 


Apparent power (VA) 


True power 


Power factor 


Cutoff frequency of an RC circuit 
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Answers are at the end of the chapter. 


1. Ina series RC circuit, the impedance increases when frequency increases. 


2 
3 
4 
5 
6. 


. Ina series RC lag circuit, the output voltage is taken across the resistor. 

. Admittance is the reciprocal of susceptance. 

. Ina parallel RC circuit, as frequency is increased, the conductance is unchanged. 

. The phase angle of an RC circuit is measured between the source voltage and current. 


. The impedance of a parallel RC circuit can be found by applying phasor arithmetic to the 
product-over-sum rule. 


7. If Xc = R, the phase shift in a series RC circuit is 45° with current leading voltage. 
8. The power factor is equal to the tangent of the phase angle. 
9. A purely resistive circuit has a power factor of 0. 


10. Apparent power is measured in watts. 


SELF-TEST Answers are at the end of the chapter. 


1. Ina series RC circuit, the voltage across the resistance is 
(a) in phase with the source voltage (b) lagging the source voltage by 90° 
(c) in phase with the current (d) lagging the current by 90° 
2. Ina series RC circuit, the voltage across the capacitor is 
(a) in phase with the source voltage (b) lagging the resistor voltage by 90° 
(c) in phase with the current (d) lagging the source voltage by 90° 
3. When the frequency of the voltage applied to a series RC circuit is increased, the impedance 
(a) increases (b) decreases (c) remains the same (d) doubles 
4. When the frequency of the voltage applied to a series RC circuit is decreased, the phase angle 
(a) increases (b) decreases (c) remains the same (d) becomes erratic 
5. In a series RC circuit when the frequency and the resistance are doubled, the impedance 
(a) doubles (b) is halved 
(c) is quadrupled (d) cannot be determined without values 


6. Ina series RC circuit, 10 V rms is measured across the resistor and 10 V rms is also measured 
across the capacitor. The rms source voltage is 


(a) 20 V (b) 14.14 V (c) 28.28 V (d) 10 V 


7. The voltages in Problem 6 are measured at a certain frequency. To make the resistor voltage 
greater than the capacitor voltage, the frequency 


(a) must be increased (b) must be decreased 
(c) is held constant (d) has no effect 

8. When R = X¢, the phase angle is 
(a) 0° (b) +90° (c) —90° (d) 45° 

9. To decrease the phase angle below 45°, the following condition must exist: 
(a) R= Xo (b) R < Xe (c) R> Xe (d) R = 10X¢ 

10. When the frequency of the source voltage is increased, the impedance of a parallel RC circuit 

(a) increases (b) decreases (c) does not change 


11. Ina parallel RC circuit, there is 1 A rms through the resistive branch and 1 A rms through the 
capacitive branch. The total rms current is 


(a) LA (b) 2A (c) 2.28A (d) 1.414A 
12. A power factor of | indicates that the circuit phase angle is 
(a) 90° (b) 45° (c) 180° (d) 0° 


13. For a certain load, the true power is 100 W and the reactive power is 100 VAR. The apparent 
power is 


(a) 200 VA (b) 100 VA (c) 141.4 VA (d) 141.4W 
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14. Energy sources are normally rated in 

(a) watts (b) volt-amperes (c) volt-amperes reactive (d) none of these 
15. If the bandwidth of a certain low-pass filter is 1 kHz, the cutoff frequency is 

(a) 0 Hz (b) 500 Hz (c) 2 kHz (d) 1000 Hz 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 66. 


+10 V de 
R, 
3.3kO 
C 3 
V, 1 uF 
2V Ry 
f= 100 Hz 3.9 kO 


A FIGURE 66 


The ac meters indicate the correct readings for this circuit. 


1. Symptom: The de voltmeter reading is 0 V, and the ac voltmeter reading is 1.85 V. 
Cause: 
(a) Cis shorted. 
(b) Rj is open. 
(c) Ro is open. 
2. Symptom: The dc voltmeter reading is 5.42 V, and the ac voltmeter reading is 0 V. 
Cause: 
(a) C is shorted. 
(b) Cis open. 
(c) A resistor is open. 
3. Symptom: The dc voltmeter reading is approximately 0 V, and the ac voltmeter reading is 2 V. 
Cause: 
(a) Cis shorted. 
(b) Cis open. 
(c) Rj is shorted. 
4. Symptom: The dc voltmeter reading is 10 V, and the ac voltmeter reading is 0 V. 
Cause: 
(a) C is open. 
(b) C is shorted. 
(c) Rj is shorted. 
5. Symptom: The dc voltmeter reading is 10 V, and the ac voltmeter reading is 1.8 V. 
Cause: 
(a) R, is shorted. 
(b) Ro is open. 
(c) C is shorted. 
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Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 Sinusoidal Response of Series RC Circuits 


1. An 8 kHz sinusoidal voltage is applied to a series RC circuit. What is the frequency of the volt- 
age across the resistor? Across the capacitor? 


2. What is the waveshape of the current in the circuit of Problem 1? 


SECTION 2 Impedance and Phase Angle of Series RC Circuits 


3. Find the impedance of each circuit in Figure 67. 


> FIGURE 67 es Xe 


10 V SV 


(a) (b) 


4. Determine the impedance and the phase angle in each circuit in Figure 68. 


Ry a © R 
100KQ Qo1 uF 0.022 uF 10kO 
a re kQ aa er F a F 
f= 100 Hz f= 20 kHz one Sone 
(a) (b) 
A FIGURE 68 


5. For the circuit of Figure 69, determine the impedance for each of the following frequencies: 
(a) 100 Hz (b) 500 Hz (c) 1.0 kHz (d) 2.5 kHz 


> FIGURE 69 


R Cc 
Wy | 


56 kO 0.0022 uF 


6. Repeat Problem 5 for C = 0.0047 uF. 


SECTION 3 Analysis of Series RC Circuits 
7. Calculate the total current in each circuit of Figure 67. 
8. Repeat Problem 7 for the circuits in Figure 68. 


9. For the circuit in Figure 70, draw the phasor diagram showing all voltages and the total current. 
Indicate the phase angles. 
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C 
| P 
Vv, 0.1 uF ; Z 
2 V rms A) : 7 V 560, 
f= 15kHz C 100 2 100 Waste c . 
| f =20 Hz - 
0.22 uF = 7 
A FIGURE 70 A FIGURE 71 
10. For the circuit in Figure 71, determine the following: 
(a) Z (b) LT (©) Ve) Ve 
11. To what value must the rheostat be set in Figure 72 to make the total current 10 mA? What is 
the resulting phase angle? 
> FIGURE 72 C 
0.027uF Lp 
10V 
12. For the lag circuit in Figure 73, determine the phase lag between the input voltage and the out- 
put voltage for each of the following frequencies: 
(a) 1 Hz (b) 100 Hz (c) 1.0 kHz (d) 10 kHz 
13. Repeat Problem 12 for the lead circuit in Figure 74. 
R CG. 
AWN | ° | ° 
3.9kO 0.1nF 
Vin Cc Vin R 
1V 0.039 uF Vou 10 V A) 1.0kQ, Vou 
| rc) 0 
A FIGURE 73 A FIGURE 74 


SECTION 4_ Impedance and Phase Angle of Parallel RC Circuits 
14. Determine the impedance for the circuit in Figure 75. 


15. Determine the impedance and the phase angle in Figure 76. 


10 V 


A FIGURE 75 A FIGURE 76 
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16. Repeat Problem 15 for the following frequencies: 
(a) 1.5 kHz (b) 3.0 kHz (c) 5.0 kHz (d) 10 kHz 


17. Determine the impedance and phase angle in Figure 77. 


>» FIGURE 77 R, 
470 ©, 
V. 
: C Cc R 
18 Vrms A) : 2 2 
fake: 0.1 uF 0.22 uF 330 0 
R; 
6800 


SECTION 5 Analysis of Parallel RC Circuits 
18. For the circuit in Figure 78, find all the currents and voltages. 


19. For the parallel circuit in Figure 79, find each branch current and the total current. What is the 
phase angle between the source voltage and the total current? 


Vs [ i 
V, if Xe R Say C Cy R, Ry 


900 68 O 
f = 50 kHz [ 0.047 uF 0.022 uF 220 0, 1800 


A FIGURE 78 A FIGURE 79 


20. For the circuit in Figure 80, determine the following: 
J@Z bk Ole Wily © 24 
21. Repeat Problem 20 for R = 4.7kQ, C = 0.047 wF, and f = 500 Hz. 


22. Convert the circuit in Figure 81 to an equivalent series form. 


Ry 4 C, 
Vy 10k0, 100 pF 
OQ 
Vv, R 1 XxX. f = 100 kHz Ry all vey 
100 mV 1.0k0, “TT 2.1k0 12kO, “T_ 47 pF 


A FIGURE 80 A FIGURE 81 


SECTION 6 Analysis of Series-Parallel RC Circuits 
23. Determine the voltages across each element in Figure 82. Find the phase angle of the circuit. 
24. Is the circuit in Figure 82 predominantly resistive or predominantly capacitive? 
25. Find the current through each branch and the total current in Figure 82. 
26. For the circuit in Figure 83, determine the following: 
(a) lor = (DB) 9 (©) Vri — (Vern () Vrx_— (f) Vic 
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C R 
| eA 
0.1 uF o— 3300 
V, Cy Ry 
12V A) 0.047 nF G 180.0 
f =15 kHz | | 
0.22 WF 
© 
A FIGURE 82 A FIGURE 83 


SECTION 7 Power in RC Circuits 


27. Ina certain series RC circuit, the true power is 2 W, and the reactive power is 3.5 VAR. Deter- 
mine the apparent power. 


28. In Figure 71, what is the true power and the reactive power? 
29. What is the power factor for the circuit of Figure 81? 


30. Determine Pyye, P;,, P,, and PF for the circuit in Figure 83. Draw the power triangle. 


SECTION 8 Basic Applications 


31. The lag circuit in Figure 73 also acts as a low-pass filter. Draw a response curve for this circuit 
by plotting the output voltage versus frequency for 0 Hz to 10 kHz in 1 kHz increments. 


32. Plot the frequency response curve for the circuit in Figure 74 for a frequency range of 0 Hz to 
10 kHz in 1 kHz increments. 


33. Draw the voltage phasor diagram for each circuit in Figures 73 and 74 for a frequency of 5 kHz 
with V;, = 1 Vrms. 


34. The rms value of the signal voltage out of amplifier A in Figure 84 is 50 mV. If the input resist- 
ance to amplifier B is 10 kO, how much of the signal is lost due to the coupling capacitor (C,) 
when the frequency is 3 kHz? 


> FIGURE 84 50 mV 
\f 


0.047 uF 


35. Determine the cutoff frequency for each circuit in Figures 73 and 74. 


36. Determine the bandwidth of the circuit in Figure 73. 


SECTION 9 Troubleshooting 


37. Assume that the capacitor in Figure 85 is excessively leaky. Show how this degradation affects 
the output voltage and phase angle, assuming that the leakage resistance is 5 kO and the fre- 


'' quency is 10 Hz. 
> FIGURE 85 R 
oo 
4.7kO, 
i, ole. y 
10 V 10 uF out 
o ) 
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R C R, 
WW | 0 | NW ° 
10kO 470 pF 1.0k0, 
S R Cc 5 R R 
1V A) ; Ved 5V A) a Meu 
f=10Hz 10kO 4.7 UF f= 100 kHz 2.2kO 1.0kO 
9 O 


(a) (b) 


A FIGURE 86 


38. Each of the capacitors in Figure 86 has developed a leakage resistance of 2k. Determine the 
output voltages under this condition for each circuit. 


39. Determine the output voltage for the circuit in Figure 86(a) for each of the following failure 
modes, and compare it to the correct output: 


(a) R, open (b) R> open (c) C open (d) C shorted 


40. Determine the output voltage for the circuit in Figure 86(b) for each of the following failure 
modes, and compare it to the correct output: 


(a) C open (b) C shorted (c) R, open (d) R> open (e) R3 open 


ADVANCED PROBLEMS 


41. A single 240 V, 60 Hz source drives two loads. Load A has an impedance of 50 © and a power 
factor of 0.85. Load B has an impedance of 72 Q and a power factor of 0.95. 


(a) How much current does each load draw? 
(b) What is the reactive power in each load? 
(c) What is the true power in each load? 

(d) What is the apparent power in each load? 


42. What value of coupling capacitor is required in Figure 87 so that the signal voltage at the input 
of amplifier 2 is at least 70.7% of the signal voltage at the output of amplifier 1 when the fre- 
quency is 20 Hz? Disregard the input resistance of the amplifier. 


> FIGURE 87 C 


Amplifier 100 kO Amplifier 


43. Determine the value of R; required to get a phase angle of 30° between the source voltage and 
the total current in Figure 88. 


44, Draw the voltage and current phasor diagram for Figure 89. 


G Ry Ry 
1.0kO0, 


Vs 
s o 
10V Ri Ry T i f =2.5 kHz C R, 


A FIGURE 88 A FIGURE 89 
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45. A certain load dissipates 1.5 kW of power with an impedance of 12 0 and a power factor of 
0.75. What is its reactive power? What is its apparent power? 


46. Determine the series element or elements that are in the block of Figure 90 to meet the follow- 
ing overall circuit requirements: 


(a) Pie = 400 W 


(b) leading power factor (/,,; leads V,) 


47. Determine the value of C in Figure 91 when V4, = Vp. 


circuit 


A FIGURE 90 


A 


4 
Unknown A) i ez = # 


FIGURE 91 


48. Draw the schematic for the circuit in Figure 92 and determine if the waveform on the scope is 
correct. If there is a fault in the circuit, identify it. 


(a) Oscilloscope display 


From 
function 
generator 
10 V peak 


Scope probe 
and ground clip 


— =a Ene 
ERR e 
PPP eee ee eee 


ee ee 


(b) Circuit with leads connected 


A FIGURE 92 


_ 


50. 
51. 
52. 
53. 
54. 
55. 
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>] 4=MULTISIM TROUBLESHOOTING PROBLEMS 
49. 


Open file P10-49; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault and, if so, identify it. 


Open file P10-50. Determine if there is a fault and, if so, identify it. 


Open file P10-51. Determine if there is a fault and, if so, identify it. 


Open file P10-52. Determine if there is a fault and, if so, identify it. 


Open file P10-53. Determine if there is a fault and, if so, identify it. 


Open file P10-54. Determine if there is a fault and, if so, identify it. 


Open the Multisim file E10-14. Modify the circuit so that you can measure the phase shift as 
shown in Figure 39 by moving ground and using a Tektronix simulated scope as shown in 
Figure 40. You will need to trigger the scope with Normal mode triggering. You should be able 
to set up the display as shown in Figure 40 to measure the phase shift. Then simulate a shorted 
capacitor C, and determine the effect on phase shift. (You will need to reset the amplitudes to 
make an accurate check.) 
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SECTION CHECKUPS 


SECTION 1 Sinusoidal Response of Series RC Circuits 
1. Vc frequency is 60 Hz, J frequency is 60 Hz. 
2. The capacitive reactance and resistance 


3. 6 is closer to 0° when R > Xc. 


SECTION 2 Impedance and Phase Angle of Series RC Circuits 
1. Impedance is the total opposition to sinusoidal current expressed in ohms. 
2. V, lags 1. 
3. The capacitive reactance produces the phase angle. 
4. Z= VR? + X% = 59.9kO;6 = tan (X¢/R) = 56.6° 


SECTION 3 Analysis of Series RC Circuits 
1. V, = VVR + VR =7.2V 
2. 6 = tan”! (Vc/Vp) = 56.3°s 
3. 6 = 90° 
4. (a) Xc decreases when f increases. 
(b) Z decreases when f increases. 
(c) 6 decreases when f increases. 
5. & = 90° — tan |(X-/R) = 62.8° 
6. Vou = (R/V R? + X2)Vin = 8.9 Vis 


SECTION 4 Impedance and Phase Angle of Parallel RC Circuits 
1. Z = RX¢/VR* + Xz = 5450, 


2. Conductance is the reciprocal of resistance; capacitive susceptance is the reciprocal of capaci- 
tive reactance; and admittance is the reciprocal of impedance. 


3. Y= 1/Z = 10mS 


4. Y= VG? + B= 24mS 


SECTION 5_ Analysis of Parallel RC Circuits 
1. Lot io VY = 21mA 
2. 6 = tan” "(Uc /Tp) = 56.3°; Lior = Vik + B = 18mA 
3. 8 = 90° 


SECTION 6 Analysis of Series-Parallel RC Circuits 
1. See Figure 93. 
2. Vi = Trot Ry =671V 


» FIGURE 93 Rn in 
1.34kO, 6570 
V 
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SECTION 7 Power in RC Circuits 
1. Power dissipation is due to the resistance. 
2. PF = cos 45° = 0.707 
3. Puue = ER = 1.32kW;P, = £,Xc = 1.84kVAR; P, = 7,,Z = 2.26kVA 


SECTION 8 Basic Applications 
1. 180° 


2. Output is across the capacitor. 


SECTION 9 Troubleshooting 
1. The leakage resistance acts in parallel with C, which alters the circuit time constant. 
2. The capacitor is open. 


3. A shorted capacitor, open resistor, no source voltage, or open contact can cause 0 V across the 
capacitor. 


RELATED PROBLEMS FOR EXAMPLES 
2.42 kO; 65.6° 

2.56 V 

65.5° 

714V 

15.9 kQ; 86.4° 

Phase lag @ increases. 

Output voltage decreases. 

Phase lead ¢ decreases; output voltage increases. 
24.30, 

10 4.60 mS 

11 6.16mA 

12 117 mA; 31° 

13 Reg = 8.99kO; Xceq) = 4.38 kO 

14 V, = 7.04V; Vp = 3.21 V 

15 0.146 

16 990 w.W 

17 1.60 kHz 

18 7.29V 


19 Resistor open 


SC PMrArANI AN FW NY 


TRUE/FALSE QUIZ 
1. F 2. F 3. F 4. T 5. T 6. T 7. T 8. F 9. F 10. F 


SELF-TEST 
1. (c) 2. (b) 3. (b) 4. (a) 5. (d) 6. (b) 7. (a) 8. (d) 
9 () 10.(b) Ud 12) 13) 14 (6) 15. (d) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
1. (b) 
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PROBLEMS —- ODD-NUMBERED ANSWERS 


1. 8 kHz; 8 kHz 
3. (a) 2880, (b) 12090 
5. (a) 726kQ (b) 155kO, 
(c) 91.5k0 (d) 63.0k0, 
7. (a) 34.7mA_ (b) 4.14mA 
9. Diop = 12.3 mA; Vey = 1.31 V3 Ver = 0.595 V; Vr = 0.616 V; 
0 = 72.0° (V, lagging Iyo4) 
11. 808 O; —36.1° 
13. (a) 90° (b) 86.4° (c) 57.8° (d) 9.04° 
15. 326 0; 64.3° 
17. 245 0; 80.5° 
19. Icy = 118 mA; J¢n = 55.3 mA; [py = 36.4mA; [po = 44.4 mA; 
lige = 191 mA; 0 = 65.0° (V, lagging Ijo1) 
21. (a) 3.86k0 (b) 21.3 pA (c) 14.8 uA 
(d) 25.9 pA (e) 34.8° (V, lagging Iio4) 
23. Vo, = 8.74 V; Veo = 3.26 V; Vo3 = 3.26 V; Vay = 2.11 V; 
Vr2 = 1.15 V;@ = 85.5° 
25. Tipp = 82.4mA; Ic = 14.4mA;/c3 = 67.6mA; 
Tp, = Ip2 = 6.39mA 
27. 4.03 VA 
29. 0.915 
Xc 
Zrot 


31. Use the formula, Voy. = ( ) V. See Figure P-12. 


FREQUENCY (kHz) 
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> FIGURE P-12 Vout (V) 
A 
1.0 
0.8 
0.6 
0.4 
0.2 
| > f (kH 
of 12345 678 9 10 ee 
FIGURE P-13 
= Vp = 953 mV 
Vp = 979 mV rt : 
Pia \17.7 
J 782° 
Vo = 205 mV 
(a) For Figure 73 (b) For Figure 74 


33. See Figure P-13. 

35. Figure 73: 1.05 kHz; Figure 74: 1.59 kHz 

37. No leakage: Vo, = 3.21 V; 0 = 18.7°; 
Leakage: V,,4 = 2.83 V,@ = 33.3° 

39. (a) OV (b) 0.321 V (c) 0.5 V (d) OV 

41. (a) Ip) = 4.8 As lp = 3.33 A 
(b) P,(4) = 606 VAR; P,g) = 250 VAR 
(C) Pruecay = 979 W; Prrueia) = 758 W 
(d) Paay = 1151 VA; Pag) = 798 VA 

43. 11.4kO0, 

45. P, = 1.32 kVAR; P, = 2kVA 

47. 0.103 uF 

49. Cis leaky. 

51. No fault 

53. Rp is open. 

55. Phase shift with C, shorted = 13.7° 


OR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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The Basic Inductor While Workin on a piece 5 Miccive communications 
Types of Inductors equipment, you are asked to check out the unmarked coils 
that have been removed from the system and determine 
their approximate inductance value by measuring the time 
constant. After studying this chapter, you should be able to’ 
complete the application assignment. 


Series and Parallel Inductors 
Inductors in DC Circuits 
Inductors in AC Circuits 
Inductor Applications 


Application Assignment: Putting Your Knowledge 


to Work 
Study aids for this chapter are available at 


http://www. pearsonhighered.com/floyd/ 


® Describe the basic structure and characteristics of an inductor 


© Discusses OF UMC Inductance is the property of a coil of wire that opposes a 


® Analyze series and parallel inductors change in current. The basis for inductance is the electro- )// 9 
~@ Analyze inductive dc switching circuits magnetic field that surrounds any conductor when there is ’> 
current through it. The electrical component designed to 
have the property of inductance is called an inductor, coil or f 
in some applications choke. These terms refer to the same 
type of device. The term choke is usually associated with 
inductors that are used to block high frequencies. 

In this chapter, you will study the basic inductor and its 


Analyze inductive ac circuits 


Discuss some inductor applications 


Inductor @ Henry (H) characteristics. Various types of inductors are covered in 

Winding ¢@ Winding resistance terms of their physical construction and their electrical prop 

Coil @ RL time constant erties. The basic behavior of inductors in both dc and ac Cir-¢y 

Induced voltage + Inductivernenee cuits is discussed, and series and parallel combinations are \ ; 
analyzed. 

Inductance (L) Quality factor (Q) y 


Streeter Photography/Alamy 


From Chapter 11 | of Electronics Fundamentals: Circuits, Devices, and Neca, Eighth Edition, Thsrhias L. Floyd, David M. ces Py 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. , 
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Gs 1 THE BASIC INDUCTOR 


An inductor is a passive electrical component, formed by a coil of wire, that exhibits 
the property of inductance. 


After completing this section, you should be able to 
¢« Describe the basic structure and characteristics of an inductor 


¢ Define inductance and state its unit 


¢ Discuss induced voltage 


L 


TD 


A FIGURE 2 


Symbol for an inductor. 
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» FIGURE 1 


Current through a coil creates a 
three-dimensional electromagnetic 
field. The resistor limits the current. (FH 


When a length of wire is formed into a coil, as shown in Figure 1, it becomes an induc- 
tor. Current through the coil produces an electromagnetic field. The magnetic lines of force 
around each loop (turn) in the winding of the coil effectively add to the lines of force 
around the adjoining loops, forming a stronger magnetic field within and around the coil, 
as shown. The net direction of the total magnetic field creates a north and a south pole. 
A schematic symbol for the inductor is shown in Figure 2. 


Inductance 


When there is current through an inductor, an electromagnetic field is established. When 
the current changes, the electromagnetic field also changes. An increase in current expands 
the field, and a decrease in current reduces it. Therefore, a changing current produces a 
changing electromagnetic field around the inductor (also known as coil and in some appli- 
cations, choke). In turn, the changing electromagnetic field causes an induced voltage 
across the coil in a direction to oppose the change in current. This property is called se/f- 
inductance but is usually referred to as simply inductance, symbolized by L. 


Inductance is a measure of a coil’s ability to establish an induced voltage as a 
result of a change in its current, and that induced voltage is in a direction to oppose 
that change in current. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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The Unit of Inductance The henry, symbolized by H, is the basic unit of inductance. 
By definition, the inductance of a coil is one henry when current through the coil, chang- 
ing at the rate of one ampere per second, induces one volt across the coil. The henry is a 
large unit, so in practical applications, millihenries (mH) and microhenries (wH) are the 
more common units. 


Energy Storage An inductor stores energy in the magnetic field created by the current. 
The energy stored is expressed as 

1 

W = =LP 

2 
As you can see, the energy stored is proportional to the inductance and the square of the 
current. When current (7) is in amperes and inductance (ZL) is in henries, the energy (W) is 
in joules. 


Physical Characteristics of an Inductor 


The following characteristics are important in establishing the inductance of a coil: the per- 
meability of the core material, the number of turns of wire, the core length, and the cross- 
sectional area of the core. 


Core Material As discussed earlier, an inductor is basically a coil of wire. The mate- 
rial around which the coil is formed is called the core. Coils are wound on either non- 
magnetic or magnetic materials. Examples of nonmagnetic materials are air, wood, 
copper, plastic, and glass. The permeabilities of these materials are the same as for a 
vacuum. Examples of magnetic materials are iron, nickel, steel, cobalt, or alloys. These 
materials have permeabilities that are hundreds or thousands of times greater than that 
of a vacuum and are classified as ferromagnetic. A ferromagnetic core provides a lower 
reluctance path for the magnetic lines of force and thus permits a stronger magnetic 
field. 

The permeability (41) of the core material determines how easily a magnetic field can 
be established. The inductance is directly proportional to the permeability of the core 
material. 


Physical Parameters As indicated in Figure 3, the number of turns of wire, the length, 
and the cross-sectional area of the core are factors in setting the value of inductance. The 
inductance is inversely proportional to the length of the core and directly proportional to 
the cross-sectional area. Also, the inductance is directly related to the number of turns 
squared. This relationship is as follows: 


l 


L 


where L is the inductance in henries (H), N is the number of turns, jz is the permeability in 
henries per meter (H/m), A is the cross-sectional area in meters squared (m), and / is the 
core length in meters (m). 


a | <4 FIGURE 3 
al ia Factors that determine the inductance 


of a coil. 


Core material 


Number of 
turns, NV 


Equation 1 


HISTORY NOTE 


first director of the Smithsonian 
Institution. He was the first 
American since Franklin to 
undertake original scientific 
experiments. He was the first to 
superimpose coils of wire wrapped 
on an iron core and first observed 
the effects of electromagnetic 
induction in 1830, a year before 
Faraday, but he did not publish his 
findings. Henry did obtain credit 
for the discovery of self-induction, 
however. The unit of inductance is 
named in his honor. (Photo credit: 
Courtesy of the Smithsonian 
Institution. Photo number 52,054.) 


Equation 2 
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EXAMPLE 1 


Solution 


Related Problem* 


Determine the inductance of the coil in Figure 4. The permeability of the core is 
0.25 X 10 °H/m. 


» FIGURE 4 


i 1.5cm >| 


1 cm = 0.01 m. Therefore, 1.5cm = 0.015 m and 0.5 cm = 0.005 m. 
(0.25 X 10°? m)* = 1.96 X 10 °m? 


N’uA — (350)7(0.25 X 10-3 H/m)(1.96 X 107 m*) 
7 0.015 m 


It = 40 mH 


Determine the inductance of a coil with 400 turns on a core that is 2 cm long and has a 
diameter of 1 cm. The permeability is 0.25 X 10-7 H/m. 


* Answers are at the end of the chapter. 


Be careful when working with 
inductors because high induced 
voltages can be developed due to a 
rapidly changing magnetic field. 
This occurs when the current is 
interrupted or its value abruptly 
changed. 
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Winding Resistance 


When a coil is made of a certain material (for example, insulated copper wire), that wire 
has a certain resistance per unit of length. When many turns of wire are used to construct a 
coil, the total resistance may be significant. This inherent resistance is called the dc resist- 
ance or the winding resistance (Ry). 

Although this resistance is distributed along the length of the wire, as shown in Figure 5(a), 
it is sometimes indicated in a schematic as resistance appearing in series with the inductance 
of the coil, as shown in Figure 5(b). In many applications, the winding resistance can be 
ignored and the coil can be considered an ideal inductor. In other cases, the resistance must be 
considered. 


(a) The wire has resistance distributed (b) Equivalent circuit 
along its length. 


A FIGURE 5 


Winding resistance of a coil. 


Winding Capacitance 


When two conductors are placed side by side, there is always some capacitance between 
them. Thus, when many turns of wire are placed close together in a coil, a certain amount 
of stray capacitance, called winding capacitance (Cw), is a natural side effect. In many 
applications, this winding capacitance is very small and has no significant effect. In other 
cases, particularly at high frequencies, it may become quite important. 
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The equivalent circuit for an inductor with both its winding resistance (Ry) and its 
winding capacitance (Cw) is shown in Figure 6. The capacitance effectively acts in paral- 
lel. The total of the stray capacitances between each loop of the winding is indicated in a 
schematic as a capacitance appearing in parallel with the coil and its winding resistance, as 
shown in Figure 6(b). 


L nd 
ia 
3 


7 ae eo BA 
Z Vv Ag 
Rw L 
(a) Stray capacitance between each loop (b) Equivalent circuit 


appears as a total parallel capacitance (Cy). 


A FIGURE 6 


Winding capacitance of a coil. 


Review of Faraday’s Law 


Faraday’s law is reviewed here because of its importance in the study of inductors. 
Faraday found that by moving a magnet through a coil of wire, a voltage was induced 
across the coil, and that when a complete path was provided, the induced voltage caused an 
induced current. He observed that 


The amount of voltage induced in a coil is directly proportional to the rate of 
change of the magnetic field with respect to the coil. 


This principle is illustrated in Figure 7, where a bar magnet is moved through a coil of wire. 
An induced voltage is indicated by the voltmeter connected across the coil. The faster the 
magnet is moved, the greater the induced voltage. 


<4 FIGURE 7 


Induced voltage is created by a 
changing magnetic field. 


When a wire is formed into a certain number of loops or turns and is exposed to a 
changing magnetic field, a voltage is induced across the coil. The induced voltage is pro- 
portional to the number of turns, N, of the wire in the coil and to the rate at which the 
magnetic field changes. 


Lenz’s Law 
Lenz’s law adds to Faraday’s law by defining the direction of induced voltage. 


When the current through a coil changes and an induced voltage is created as a 
result of the changing magnetic field, the direction of the induced voltage is such 
that it always opposes the change in current. 
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Figure 8 illustrates Lenz’s law. In part (a), the current is constant and is limited by R}. 
There is no induced voltage because the magnetic field is unchanging. In part (b), the 
switch suddenly is closed, placing R» in parallel with R,; and thus reducing the resistance. 
Naturally, the current tries to increase and the magnetic field begins to expand, but the 
induced voltage opposes this attempted increase in current for an instant. 

In Figure 8(c), the induced voltage gradually decreases, allowing the current to increase. 
In part (d), the current has reached a constant value as determined by the parallel 


I, + J, same as J;, before 
| switch closure 


(a) Switch open: Constant current and constant (b) At instant of switch closure: Expanding magnetic 
magnetic field; no induced voltage. field induces voltage, which opposes an increase in 
total current. The total current remains the same 
at this instant. 


[" + I, increases i‘ + J, constant 


\ rae 


© 5 


+h 
+ 
(c) Right after switch closure: The rate of expansion (d) Switch remains closed: Current and magnetic field 


of the magnetic field decreases, allowing the reach constant value. 
current to increase exponentially as induced 
voltage decreases. 


iG same as J, + J, prior to switch opening [ decreases 


(e) At instant of switch opening: Magnetic field (f) After switch opening: Rate of collapse of magnetic 
begins to collapse, creating an induced voltage, field decreases, allowing current to decrease 
which opposes a decrease in current. exponentially back to original value. 

A FIGURE 8 


Demonstration of Lenz’s law in an inductive circuit: When the current tries to change suddenly, the 
electromagnetic field changes and induces a voltage in a direction that opposes that change in current. 
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resistors, and the induced voltage is zero. In part (e), the switch has been suddenly opened, 
and, for an instant, the induced voltage prevents any decrease in current. In part (f), the in- 
duced voltage gradually decreases, allowing the current to decrease back to a value deter- 
mined by R,. Notice that the induced voltage has a polarity that opposes any current 
change. The polarity of the induced voltage is opposite that of the battery voltage for an in- 
crease in current and aids the battery voltage for a decrease in current. 


> length is increased 
cross-sectional area of the core is decreased 


2 Types OF INDUCTORS 


Inductors normally are classified according to the type of core material. 
After completing this section, you should be able to 


¢ Discuss various types of inductors 


¢ Describe the basic types of fixed inductors 


Inductors are made in a variety of shapes and sizes. Basically, they fall into two general 
categories: fixed and variable. The standard schematic symbols are shown in Figure 9. 
Both fixed and variable inductors can be classified according to the type of core mate- 


rial. Three common types are the air core, the iron core, and the ferrite core. Each has a ANDS DNaaP 


unique symbol, as shown in Figure 10. 


TH anne 80-0 TE 


When breadboarding 
circuits that include 
small inductors, it is 
best to use 
encapsulated 


(a) Fixed (b) Variable (a) Air core (b) Iron core (c) Ferrite core 

inductors for 
A FIGURE 9 A FIGURE 10 structural strength. Inductors 
Symbols for fixed and variable Inductor symbols. generally have extremely fine coil 
inductors. wire that is connected to a much 


Adjustable (variable) inductors usually have a screw-type adjustment that moves a slid- 
ing core in and out, thus changing the inductance. A wide variety of inductors exists, and 
some are shown in Figure 11. Small fixed inductors are usually encapsulated in an insulat- 
ing material that protects the fine wire in the coil. Encapsulated inductors have an appear- 
ance similar to a small resistor. 


larger size of lead wires. 

In unencapsulated inductors, 
these contact points are very 
vulnerable to breaking if the 
inductor is frequently inserted 
and removed from a protoboard. 
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A FIGURE 11 


Typical inductors. 


inductors. 
Figure 12. 


3 SERIES AND PARALLEL INDUCTORS 


When inductors are connected in series, the total inductance increases. When inductors 
are connected in parallel, the total inductance decreases. 


After completing this section, you should be able to 


Total Series Inductance 


When inductors are connected in series, as in Figure 13, the total inductance, Ly, is the sum 
of the individual inductances. The formula for Ly is expressed in the following equation for 
the general case of n inductors in series: 


Equation 3 Ly = 11 +1, +13 +-+++L, 


A FIGURE 13 


Induction in series. 
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Notice that the calculation of total inductance in series is analogous to the calculations of 
total resistance in series and total capacitance in parallel. 


ctance for each of the series connections in Figure 14. 


a OO POT ATP VELVET TH 


1H 2H 15H 5mH 2mH 10mH 1000HH 
(b) 


Ly=1H+2H+15H+5H = 95H 


5mH + 2mH + 10mH + I mH = 18mH 


nce of three 50 wH inductors in series? 


Total Parallel Inductance 


When inductors are connected in parallel, as in Figure 15, the total inductance is less than 
the smallest inductance. The general formula states that the reciprocal of the total induc- 
tance is equal to the sum of the reciprocals of the individual inductances. 


1 1 1 1 1 
= + + Shpavensle ea 


Ir lL, ly Ly Ly 


You can calculate total inductance, Ly, by taking the reciprocals of both sides of the previ- 
ous equation. 


Equation 4 
I) I, 13 Ly 


This calculation for total inductance in parallel is analogous to the calculations of total par- 
allel resistance and total series capacitance. For series-parallel combinations of inductors, 
determine the total inductance in the same way as total resistance in series-parallel resistive 
circuits. 


Ly Ly L; | L, 


A FIGURE 15 


Inductors in parallel. 
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EXAMPLE 3 Determine Ly in Figure 16. 
FIGURE 16 
SO ——————— ie; 
Ly Ly L; 
10 mH 5 mH 2 mH 
O° 
Solution Ly = : = : a 1.25 mH 
La 1 1 1 0.8mH ~ 
+— + + + 
i, Jip Oy en a: es 
Related Problem Determine Ly for the following inductors in parallel: 50 wH, 80 wH, 100 wH, and 
150 wH. 


ning inductors in series. 

nection of 100 jzH, 500 H, and 2 mH? 

onnected in series. What is the total inductance? 

ictance in parallel with the smallest-value individual inductor. 
I parallel inductance is analogous to that for total parallel 


4 Inbuctors IN DC CiRculIts 


Energy is stored in the electromagnetic field of an inductor when it is connected to a 
dc voltage source. The buildup of current through the inductor occurs in a predictable 
manner, which is dependent on the time constant of the circuit. The time constant is 
determined by the inductance and resistance in a circuit. 


After completing this section, you should be able to 
« Analyze inductive dc switching circuits 
¢ Define RL time constant 
¢ Describe the increase and decrease of current in an inductor 
¢ Relate the time constant to the energizing and deenergizing of an inductor 


¢ Describe induced voltage 


ca 


Write the exponential equations for current in an inductor 
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When there is constant direct current in an inductor, there is no induced voltage. There 
is, however, a voltage drop due to the winding resistance of the coil. The inductance itself 
appears as a short to dc. Energy is stored in the magnetic field according to the formula 
W = ‘LP. The only energy conversion to heat occurs in the winding resistance 
(P= FPRy): This condition is illustrated in Figure 17. 


P=PRy 
Conversion of electrical energy Energy stored 
to heat due to winding resistance in magnetic field 


W=%Lr" 


A FIGURE 17 


Energy storage and conversion to heat in an inductor. 


The RL Time Constant 


Because the inductor’s basic action is to develop a voltage that opposes a change in its cur- 
rent, it follows that current cannot change instantaneously in an inductor. A certain time is 
required for the current to make a change from one value to another. The rate at which the 
current changes is determined by the RL time constant. 


The RL time constant is a fixed time interval that equals the ratio of the induc- 
tance to the resistance. 


The formula is 
= Equation 5 
r= uation 
R q 


where T is in seconds when inductance (L) is in henries and resistance (R) is in ohms. 


EXAMPLE 4 A series RL circuit has a resistance of 1.0 kQ and an inductance of 1.0 mH. What is the 
time constant? 


ieevOmH 1.0 x 10°H 
R 10kQ 10x 10°0 


Solution a = 10) < 100°s = 1.0 ps 


Related Problem Find the time constant for R = 2.2kO and L = 500 pH. 


Current in an Inductor 


Increasing Current In a series RL circuit, the current will increase to approximately 
63% of its full value in one time-constant interval after voltage is applied. This buildup of 
current (analogous to the buildup of capacitor voltage during the charging in an RC circuit) 
follows an exponential curve and reaches the approximate percentage of final current as 
indicated in Table | and as illustrated in Figure 18. 
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Vv TABLE 1 i 
A 
Percentage of final current after each time-constant , 
; . I, (final value) ; : 
interval during current buildup. err oso, (98% 199% (considered to be 100%) 
CO 86% [ 
NUMBER OF APPROXIMATE % 63% TT 
TIME CONSTANTS OF FINAL CURRENT t 
i 
1 63 a HH 
2 86 A ae eB 
3 95 HI 
>1 
4 98 0 Ir 2r 3r 47 oF 
5 99 (considered 100%) A FIGURE 18 
Increasing current in an inductor. 

The change in current over five time-constant intervals is illustrated in Figure 19. When 
the current reaches its final value at approximately 57, it ceases to change. At this time, the 
inductor acts as a short (except for winding resistance) to the constant current. The final 
value of the current is 

Vs 10 V 
Tp = = = 10mA 
FR 1.0kO 
oN oO O Oo O © 
i=0 ar as ar 
R R R 
1.0kO 1.0k0 1.0k0, 
Vet Vet Vet 
10 V = ag 10 V —_ aa 10 V —_ ag 
V A V os Vv f 
“ S} 10 mH “ S} 10 mH “S&S 10 mH 
(a) Initially (¢ = 0) (b) Att = Ir (c) Att = 27 


(d) Att = 37 (e) Att =47 (f) Att = 57 


A FIGURE 19 

Illustration of the exponential buildup of current in an inductor. The current increases approximately 
63% during each time-constant interval after the switch is closed. A voltage (v,) is induced in the coil 
that tends to oppose the increase in current. 
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EXAMPLE 5 Calculate the RL time constant for Figure 20. Then determine the current and 
the time at each time-constant interval, measured from the instant the switch 


is closed. 


Vv = LS 10 mH 
FIGURE 20 
Solution The RL time constant is 
T= “ = aa = 8.33 ps 
The final current is 
eR Tan 7 O™ 


Use the time-constant percentage values from Table 1. 
At It: i = 0.63110 mA) = 6.3mA;3t = 8.33 ps 
At 27: i = 0.86110 mA) = 8.6mA;1t = 16.7 ps 
At 37: i = 0.9510 mA) = 9.5mA;t = 25.0 ws 
At 47: i = 0.98110 mA) = 9.8mA;3t = 33.3 ps 
At 57: i = 0.9910 mA) = 9.9mA = 10mA;1t = 41.7 ps 


Related Problem Repeat the calculations if R = 680 © and L = 100 wH. 


Decreasing Current Current in an inductor decreases exponentially according to the 
approximate percentage values shown in Table 2 and in Figure 21. 


TABLE 2 


Percentage of initial current after each time-constant I, (initial value) 
interval while current is decreasing. 


NUMBER OF APPROXIMATE % OF 
TIME CONSTANTS INITIAL CURRENT 
1 a LO 
2 ie A f =a 2% | 1% (considered to be 0) 
3 S 0 Ir 2r 37 47 Sr . 
4 ZB 
: FIGURE 21 
5 1 (considered 0) 


Decreasing current in an inductor. 
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Vs 2 
10 V = 
(a) Initially (t = 0) 
mo 
Vs 2 
10V = 
(d) Att = 37 


ANDS DN 


To measure the 
current waveform in a 
series RL circuit, you 
can measure the 
voltage across the 
resistor and apply Ohm’s law. If the 
resistor is ungrounded, as in 

Figure 23, you can use a difference 
measurement to view the resistor 
voltage by connecting one 
oscilloscope probe across each end 
of the resistor and selecting ADD 
and Invert on the oscilloscope. 
Both channels on the oscilloscope 
should be set to the same 
VOLTS/DIV setting. Alternatively, 
you can reverse the components 
(see the Multisim problem in 
Example 6.) 


IP 


INDUCTORS 


oo 

oF 
1.0k0 i. H 
Vs HL — 

lv= = 
L ; 
10 mH = "2 : 

ie 

(b) Att = I7 (c) Att = 27 


(e) Att=47 


(f) At t = 57 (iis assumed to be 0) 


A FIGURE 22 


The change in current over five time-constant intervals is illustrated in Figure 22. When 
the current reaches its final value of approximately 0 A, it ceases to change. Before the 
switch is opened, the current through L is at a constant value of 10 mA, which is deter- 
mined by R, because L acts ideally as a short. When the switch is opened, the induced 
inductor voltage initially provides 10 mA through R>. The current then decreases by 63% 
during each time constant interval. 


Response to a Square Wave 


A good way to demonstrate both increasing and decreasing current in an RL circuit is to 
use a square wave voltage as the input. The square wave is a useful signal for observing 
the dc response of a circuit because it provides on and off action similar to a switch. When 
the square wave goes from its low level to its high level, the current in the circuit responds 
by exponentially increasing to its final value. When the square wave returns to the zero 
level, the current in the circuit responds by exponentially decreasing to its zero value. 
Figure 23 shows input voltage and current waveforms. 


re 
eo) 


t (ms) 
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EXAMPLE 6 


Solution 


Related Problem 


For the circuit in Figure 23, what is the current at 0.1 ms and at 0.6 ms? 


The RL time constant for the circuit is 


If the square wave generator period is long enough for the current to reach its 
maximum value in 57, the current will increase exponentially and during each time 
constant interval will have a value equal to the percentage of the final current given in 
Table 1. The final current is 

Wy 2S 


Ip = 2 = = = 0.25 mA 
ae © 10k0 


The current at 0.1 ms is 
i = 0.63(0.25 mA) = 0.158 mA 


At 0.6 ms, the square wave input has been at the 0 V level for 0.1 ms, or 17; and, the 
current decreases from the maximum value toward its final value of 0 mA by 63%. 
Therefore, 


i = 0.25 mA — 0.63(0.25 mA) = 0.092 mA 


What is the current at 0.2 ms and 0.8 ms? 


Open the Multisim file E1 1-06; files are found at www.pearsonhighered.com/floyd/. 
Notice that the inductor and resistor are reversed in order to ground one side of the 
resistor and make the measurement of the resistor voltage simpler. The shape of the 
current in the circuit is the same as the shape of the resistor voltage. By applying 
Ohm’s law to the resistor voltage, you can find the current in the circuit at any instant 
in time. Confirm that the current at a time 0.1 ms is close to the calculated value. 


Voltages in the Series RL Circuit 


As you know, when current changes in an inductor, a voltage is induced. Let’s examine 
what happens to the induced voltage across the inductor in the series circuit in Figure 24 
during one complete cycle of a square wave input. Keep in mind that the generator pro- 
duces a level that is like switching a dc source on and then puts an “automatic” low resist- 
ance (ideally zero) path across the source when it returns to its zero level. 

An ammeter placed in the circuit shows the current in the circuit at any instant in time. The 
V,, waveform is the voltage across the inductor. In Figure 24(a), the square wave has just tran- 
sitioned from zero to its maximum value of 2.5 V. In accordance with Lenz’s law, a voltage is 
induced across the inductor that opposes this change as the magnetic field surrounding the 
inductor builds up. There is no current in the circuit due to the equal but opposing voltages. 

As the magnetic field builds up, the induced voltage across the inductor decreases, and 
current is in the circuit. After 17, the induced voltage across the inductor has decreased by 
63%, which causes the current to increase by 63% to 0.158 mA. This is shown in 
Figure 24(b) at the end of one time constant (0.1 ms). 

The voltage on the inductor continues to exponentially decrease to zero, at which point 
the current is limited only by the circuit resistance. Then the square wave goes back to zero 
(at tf = 0.5 ms) as shown in Figure 24(c). Again a voltage is induced across the inductor 
opposing this change. This time, the polarity of the inductor voltage is reversed due to the 
collapsing magnetic field. Although the source voltage is 0, the collapsing magnetic field 
maintains current in the same direction until the current decreases to zero, as shown in 
Figure 24(d). 
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Vy 
A 
2.5V | 
OV > ¢(ms) 
Vy 
A 
2.5V 
OV > ¢ (ms) 
ols -2.5V 
=a vO 0.5 1.0 
(a) 
Vv. 
4 
25V = , 
Ov > t (ms) 
10kO Vv, 
V, + ; ; A 
2.5V 0.925V 3 lon ov 
1.0 kHz = . 
OV > ¢ (ms) 
—2.5V 
= v0.1 0.5 1.0 
(b) 
Vz 
1) 
2.5V 
R 
OV t (ms) 
10kQ VL 
7 A 
L 2.5 V 
6 
ae | a 
+ OV > t (ms) 
e 
—2.5V 
= vO 0.5 1.0 
(c) 
Vz 
h 
2.5 V 
R 
OV t (ms) 
10k0 Vp 
A 
L 2.5V 
mm | 10H 
1.0 kHz 
OV t (ms) 
e 
2.5V 
-_—J vO 0.5 1.0 


(d) 


A FIGURE 24 
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The voltage across the resistor, Ve, in Figure 24(d) is found by subtracting the voltage 
across the inductor, V;,, from the source voltage, V,, according to Kirchhoff’s voltage law. 
The shape of the Vr waveform is the same as the current waveform in Figure 23. 


has a square wave input. What is the highest frequency that 
serve the complete waveform across the inductor? 


o the frequency determined in (a). Describe the 
the resistor? 


4 L 
10 V 15 mH 


16, 15 mH 
eee | 0) 454 
mas 


n times longer than 7 to observe the entire wave. 
T = 107 = 4.54 ps 
1 1 


aS cn 4.54 us 


= 220 kHz 


stor has the same shape as the current waveform. The 
1 in Figure 24 and has a maximum value of 10 V (the 


The Exponential Formulas 


The formulas for the exponential current and voltage in an RL circuit are similar to an RC 
circuit, and the universal exponential curves apply to inductors as well as capacitors. The 
general formulas for RL circuits are stated as follows: 


v = Vp + (V; — Vre RE Equation 6 
i=Ip + Uj — pe Rt Equation 7 


where V; and /; are the final values, V; and /; are the initial values, and v and j are the in- 
stantaneous values of the inductor voltage or current at time t. 


Increasing Current The formula for the special case in which an increasing exponential 
current curve begins at zero (J; = 0) is 


i= Ip — e7F/) Equation 8 
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Using Equation 8, you can calculate the value of the increasing inductor current at any 
instant of time. You can calculate voltage by substituting v for i and V; for Jy in Equation 8. 


The exponent —Rt/L can also be written as —1/(L/R) = —t/t. 


or current 30 ys after the switch is closed. 


ey 100 mH 
F100 mE 
45. 
> OO miammaas 


that 30 ps is less than one time constant, so the cur- 
final value in that time. 


I) — 545 mA(1 — ¢ °%) = 2.63 mA 


Decreasing Current The formula for the special case in which a decreasing exponential 


current has a final value of zero is 
Equation 9 PS ie 
This formula can be used to calculate the decreasing inductor current at any instant. 


nt at each microsecond interval for one complete cycle 
wn? After calculating the current at each time, sketch 


t (us) 


5.0 10 
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Solution The RL time constant is 


_ 22 Ee 
"| Rs aia 


When the pulse goes from 0 V to 10 V at ¢ = 0, the current increases exponentially. 
The final current is 


Ip = ~ = ——~ = 147mA 


For the increasing current, i = Ip(1 — e ®/") = I-(1 — &/7). 
Atl ps: i = 14.7mA(1 — e 1#8/0-824us) — 10.3mA 
At2ps: i = 147mAC — ¢ 2#8/0-824us) — 13.4mA 
At3ps: i= 14.7mA(1 — e 2#8/0-824us) = 14.3mA 
At4ps: i = 14.7mA(1 — e 4#5/0-824us) — 14.6mA 
At Sps: i = 14.7mA(1 — e 5/0848) — 14.7mA 
When the pulse goes from 10 V to 0 V at t = 5 ys, the current decreases exponentially. 
For the decreasing current, 
pees) = ie“) 
The initial current is the value at 5 ws, which is 14.7 mA. 
At 6ps: i = 14.7 mA(e!#8/0-824u8) = 4.37mA 
At 7s: i = 14.7 mA(e2#8/0-824us) = 1.30mA 
At 8s: i = 14.7 mA(e2H8/0824us) = 0,38 mA 
At9ps: i= 14.7 mA(e*H8/0-824us) = 0.11 mA 
At 10 us: § = 14.7 mA(e#8/0-8%4us) — 0.03 mA 


Figure 28 is a graph of these results. 


FIGURE 28 


14.7 mA 


0 > t (Ls) 
0 5.0 10 


Related Problem What is the current at 0.5 jxs? 


a Open Multisim file E1 1-09. Measure the current by placing a very small-value series 
resistor between the inductor and ground and observing the voltage across it. 


ctor with a winding resistance of 10 © has a constant direct current of 
1 it. What is the voltage drop across the inductor? 


2 is connected to a series RL circuit with a switch. At the instant of 
hat are the values of i and v;,? 


535 


www.EngineeringBooksPdf.com 


INDUCTORS 


same circuit as in Question 2, after a time interval equal to 57 from switch clo- 
hat is v,? 


series RL circuit where R = 1.0kQ and L = 500 wH, what is the time constant? 
ine the current 0.25 ys after a switch connects 10 V across the circuit. 


5 Inpbuctors IN AC Circuits 


An inductor passes ac but with an amount of opposition that depends on the frequency 
of the ac. 


After completing this section, you should be able to 
« Analyze inductive ac circuits 


* Define inductive reactance 


Inductive Reactance, X, 


In Figure 29, an inductor is shown connected to a sinusoidal voltage source. When the 
source voltage is held at a constant amplitude value and its frequency is increased, the 
amplitude of the current decreases. Also, when the frequency of the source is decreased, 
the current amplitude increases. 


» FIGURE 29 '| Fixed amplitude ac 


voltage source 


The current in an inductive circuit 
varies inversely with the frequency of 
the source voltage. 


(a) Current decreases when the frequency (b) Current increases when the frequency 
increases. decreases. 


When the frequency of the source voltage increases, its rate of change also increases, as 
you already know. Now, if the frequency of the source voltage is increased, the frequency of 
the current also increases. According to Faraday’s and Lenz’s laws, this increase in frequency 
induces more voltage across the inductor in a direction to oppose the current and causes it to 
decrease in amplitude. Similarly, a decrease in frequency will cause an increase in current. 

A decrease in the amount of current with an increase in frequency for a fixed amount of 
voltage indicates that opposition to the current has increased. Thus, the inductor offers 
opposition to current, and that opposition varies directly with frequency. 


Inductive reactance is the opposition to sinusoidal current in an inductor. 


The symbol for inductive reactance is X;, and its unit is the ohm (Q). 


536 


www.EngineeringBooksPdf.com 


INDUCTORS 


You have just seen how frequency affects the opposition to current (inductive reactance) 
in an inductor. Now let’s see how the inductance, L, affects the reactance. Figure 30(a) 
shows that when a sinusoidal voltage with a fixed amplitude and fixed frequency is applied 
to a 1 mH inductor, there is a certain amount of alternating current. When the inductance 
value is increased to 2 mH, the current decreases, as shown in part (b). Thus, when the 
inductance is increased, the opposition to current (inductive reactance) increases. So not 
only is the inductive reactance directly proportional to frequency, but it is also directly 
proportional to inductance. This relationship can be stated as follows: 


X_, is proportional to fL. 


(a) Less inductance, more current. (b) More inductance, less current. 


A FIGURE 30 


For a fixed voltage and fixed frequency, the current varies inversely with the inductance value. 


It can be proven that the constant of proportionality is 277, so the formula for inductive 
reactance (X7) is 


X, = 2anfL Equation 10 


X,, is in ohms when f is in hertz and L is in henries. As with capacitive reactance, the 277 
term comes from the relationship of the sine wave to rotational motion. 


EXAMPLE 10 A sinusoidal voltage is applied to the circuit in Figure 31. The frequency is 10 kHz. 
Determine the inductive reactance. 


» FIGURE 31 


x 


5 mH 


Solution Convert 10 kHz to 10 X 10°Hz and 5 mH to5 X 10 °H. Then, the inductive 
reactance 1s 


X, = 2nfL = 27(10 X 10°Hz)(5 X 10° H) = 3140 


Related Problem What is X,, in Figure 31 if the frequency is increased to 35 kHz? 
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Reactance for Series Inductors 


As given in Equation 3, the total inductance of series inductors is the sum of the individual 
inductances. Because reactance is directly proportional to the inductance, the total reac- 
tance of series inductors is the sum of the individual reactances. 


Xi (tot) = Xx, + Xp2 + Xp3 + °°: + Xp 


Notice that Equation 11 has the same form as Equation 3. It also has the same form as the 
formulas for finding the total opposition to current such as the total resistance of series 
resistors or the total reactance of series capacitors. When combining the resistance or reac- 
tance of the same type of component in series (resistors, inductors, or capacitors), you 
simply add the individual oppositions to obtain the total. 


Reactance for Parallel Inductors 


In an ac circuit with parallel inductors, Equation 4 was given to find the total inductance. It 
stated that the total inductance is the reciprocal of the sum of the reciprocals of the induc- 
tors. Likewise, the total inductive reactance is the reciprocal of the sum of the reciprocals 
of the individual reactances. 


X SS Sees 
L(tot) 1 1 1 ; 1 
Xn = =X12— X13 Xin 


Notice that Equation 12 has the same form as Equation 4. It also has the same form as the 
formulas for finding the total resistance of parallel resistors or the total reactance of paral- 
lel capacitors. When combining the resistance or reactance of the same type of component 
in parallel (resistors, inductors, or capacitors), you take the reciprocal of the sum of the 
reciprocals to obtain the total opposition. 

For two inductors in parallel, Equation 12 can be reduced to the product-over-sum 
form. 


X11X12 


“uito8) = Xp + X12 


EXAMPLE 11 


Solution 


What is the total inductive reactance of each circuit of Figure 32? 


Ly 
2.7 mH 
vy, Ly Ly 
Ly f= 200 kHz 2.7 mH 4.7 mH 
4.7 mH 
(b) 
A FIGURE 32 


The reactances of the individual inductors are the same in both circuits. 


Xp = 2nfL, = 27(200 kHz)(2.7 mH) = 3.39kO 
Xp = 2nfly = 27(200 kHz)(4.7 mH) = 5.91 kO 
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For the series inductors in Figure 32(a), the total reactance is the sum of X; and 


X79, as given in Equation 11. 


X1(tot) = Xp ce X12 = 3.39kO, ap SIL ko = 9.30 kO 


For the inductors in parallel in Figure 32(b), determine the total reactance from the 


product-over-sum rule using X;, and X75. 


XX. (3.39 kO)(5.91 kQ) 


we 
eee, | 3.39k0 + 5.91k0 


= 2.15kQ 


You can also obtain the total reactance for either series or parallel inductors by 
first finding the total inductance and then substituting in Equation 10 to find the 


total reactance. 
For the series inductors, 


Ly = L1 + Ly = 2.7mH + 4.7mH = 7.4m 
Xion = 2a fly = 277(200 kHz)(7.4 mH) = 9.30k0 


For the parallel inductors, 


Lily _ (2.7mH)(4.7 mH) 
eo, © 27mH + 4.7 mH 


a= 


= 1.71mH 


Xtgon = 2afLy = 27(200 kHz)(1.71 mH) = 2.15kO 


Related Problem What is the total inductive reactance for each circuit in Figure 32 if L; = 1 mH and 


Ly is uncharged? 


Ohm’s Law The reactance of an inductor is analogous to the resistance of a resistor. In 
fact, X;, just like Xc and R, is expressed in ohms. Since inductive reactance is a form of op- 
position to current, Ohm’s law applies to inductive circuits as well as to resistive circuits 


and capacitive circuits; and it is stated as follows: 
Vv 

r= 

XL 


When applying Ohm’s law in ac circuits, you must express both the current and the volt- 
age in the same way, that is, both in rms, both in peak, and so on. 


Equation 13 


EXAMPLE 12 Determine the rms current in Figure 33. 
FIGURE 33 
V, 
5 Vrms 
f=10kHz 


100 mH 


Solution Convert 10 kHz to 10 X 10° Hz and 100 mH to 100 X 10°-7H. Then calculate X;. 
X,, = 2nfL = 27(10 X 10°Hz)(100 X 10-7 H) = 6283, 
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Apply Ohm’s law. 


Vis 5V 
X, 6283.0 


= 796 pA 


Tims 
Determine the rms current in Figure 33 for the following values: Vm, = 12 V, 
f = 4.9kHz, and L = 680 pH. 


Open Multisim file E1 1-12. Measure the rms current and compare to the calculated 
value. Change the circuit values to those given in the related problem and measure the 
rms current. 


540 


Current Lags Inductor Voltage by 90° 


As you know, a sinusoidal voltage has a maximum rate of change at its zero crossings and 
a zero rate of change at the peaks. From Faraday’s law you know that the amount of voltage 
induced across a coil is directly proportional to the rate at which the current is changing. 
Therefore, the coil voltage is maximum at the zero crossings of the current where the rate 
of change of the current is the greatest. Also, the amount of voltage is zero at the peaks of 
the current where the rate of change is zero. This phase relationship is illustrated in 
Figure 34. As you can see, the current peaks occur a quarter cycle after the voltage peaks. 
Thus, the current /ags the voltage by 90°. Recall that in a capacitor, the current leads the 
voltage by 90°. 


n.0 <— 90° —> 


V,=0 
T= negative 
max 


V_ = positive 
max 
t=O 


V,=0 
T= positive 
max 


V, = negative 
max 
f=9 

A FIGURE 34 

Current is always lagging the inductor voltage by 90°. 


Power in an Inductor 


As discussed earlier, an inductor stores energy in its magnetic field when there is current 
through it. An ideal inductor (assuming no winding resistance) does not dissipate energy; 
it only stores it. When an ac voltage is applied to an inductor, energy is stored by the 
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inductor during a portion of the cycle; then the stored energy is returned to the source 
during another portion of the cycle. No net energy is lost in an ideal inductor due to con- 
version to heat. Figure 35 shows the power curve that results from one cycle of inductor 
current and voltage. Compare the power curve for an inductor with that of a capacitor. The 
main difference is that voltage and current are interchanged between the plots. 


Power curve 


>t 


ll ss 


= 
1 co 


A FIGURE 35 


Power curve for an inductor. 


Instantaneous Power (p) The product of instantaneous voltage, v, and instantaneous 
current, i, gives instantaneous power, p. At points where v or 7 is zero, p is also zero. 
When both v and i are positive, p is also positive. When either v or i is positive and the 
other negative, p is negative. When both v and i are negative, p is positive. As you can see 
in Figure 35, the power follows a sinusoidal-shaped curve. Positive values of power 
indicate that energy is stored by the inductor. Negative values of power indicate that 
energy is returned from the inductor to the source. Note that the power fluctuates at a 
frequency twice that of the voltage or current, as energy is alternately stored and returned 
to the source. 


True Power (Pipe) Ideally, all of the energy stored by an inductor during the positive 
portion of the power cycle is returned to the source during the negative portion. No net 
energy is lost due to conversion to heat in the inductor, so the power is zero. Actually, 
because of winding resistance in a practical inductor, some power is always dissipated, and 
there is a very small amount of true power, which can normally be neglected. 


— 72 
Prrue = TmsRw 


Reactive Power (P,) The rate at which an inductor stores or returns energy is called its 
reactive power, P,, with a unit of VAR (volt-ampere reactive). The reactive power is a 
nonzero quantity because at any instant in time the inductor is actually taking energy from 
the source or returning energy to it. Reactive power does not represent an energy loss due 
to conversion to heat. The following formulas apply: 


P, = Vims!rms 


p. = Vims 
| Xr 
P, = FemsX1. 
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Equation 15 


Equation 16 


Equation 17 
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EXAMPLE 13 A 10 V rms signal with a frequency of 10 kHz is applied to a 10 mH coil with a 
winding resistance of 5 (1. Determine the reactive power (P,.) and the true power 
(Prrue): 
Solution First, calculate the inductive reactance and current values. 
X, = 2afL = 27(10kHz)(10 mH) = 6280, 
V, 1 
= x, = ar = 15.9mA 
Then using Equation 17, 
P,, = PX, = (15.9 mA)*(628 Q) = 159mVAR 
The true power is 
Prue = PRw = (15.9 mA)*(5 Q) = 1.26mW 


Related Problem What happens to the reactive power if the frequency increases? 


The Quality Factor (Q) 


The quality factor (Q) is the ratio of the reactive power in the inductor to the true power 
in the winding resistance of the coil. It is a ratio of the power in L to the power in Ry. 
The quality factor is important in resonant circuits. A formula for Q is developed as 
follows: 


reactive power P, FY 


~ truepower— Paye — PRw 
The 7’ terms cancel, leaving 

XL 
Equation 18 Q= Ry 


Note that Q is a ratio of like units and, therefore, has no unit itself. The quality factor is also 
known as unloaded Q because it is defined with no load across the coil. Notice also that O 
depends on the frequency because X7, is dependent on frequency. 


between current and voltage in an inductor. 
ind L = 100 mH. 
ictance of a 50 2H inductor equal to 800 0? 
| Figure 36. 
connected to a 12 V rms source. What is the true power? 
at a frequency of 1 kHz? 


f =1 MHz 10 wH 
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Gs 6 INDUCTOR APPLICATIONS 


Inductors are not as versatile as capacitors and tend to be more limited in their applica- 
tion due, in part, to size, cost factors, and nonideal behavior (internal resistance, etc.). 
One of the most common applications for inductors is noise reduction applications. 


After completing this section, you should be able to 
¢ Discuss some inductor applications 


¢ Discuss two in which noise enters a circuit 


ye 7 


Noise Suppression 


One of the most important applications of inductors has to do with suppressing unwanted 
electrical noise. The inductors used in these applications are generally wound on a closed 
core to avoid having the inductor become a source of radiated noise itself. Two types of 
noise are conductive noise and radiated noise. 


Conductive Noise Many systems have common conductive paths connecting different 
parts of the system, which can conduct high frequency noise from one part of the system to 
another. Consider the case of two circuits connected with common lines as shown in 
Figure 37(a). A path for high frequency noise exists though the common grounds, creating 
a condition known as a ground loop. Ground loops are particularly a problem in instru- 
mentation systems, where a transducer may be located a distance from the recording 
system and noise current in the ground can affect the signal. 

If the signal of interest changes slowly, a special inductor, called a longitudinal choke, 
can be installed in the signal line as shown in Figure 37(b). The longitudinal choke is a 
form of transformer that acts as an inductor in each signal line. The ground loop sees a high 
impedance path, thus reducing the noise, while the low-frequency signal is coupled 
through the low impedance of the choke. 


Longitudinal choke 


aes, Signal pee ee LW 
Circuit 1 eaiererit Circuit 2 Circuit | — 


Ground ( Ground 
= loop = = loop 


(a) (b) 
A FIGURE 37 


Switching circuits also tend to generate high-frequency noise (above 10 MHz) by 
virtue of the high-frequency components present. (Recall that a fast pulse contains 
many high-frequency harmonics.) Certain types of power supplies use high-speed 
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switching circuits, which are a source of both conductive and radiated noise. Because an 
inductor’s impedance increases with frequency, inductors are good for blocking electri- 
cal noise from these supplies, which should carry only dc. Inductors are frequently 
installed in the power supply lines to suppress this conductive noise so that one circuit 
does not adversely affect another circuit. One or more capacitors may also be used in 
conjunction with the inductor to improve filtering action. 


Radiated Noise Noise can also enter a circuit by way of an electromagnetic field. The 
noise source can be an adjacent circuit or a nearby power supply. There are several 
approaches to reducing the effects of radiated noise. Usually, the first step is to determine 
the cause of the noise and isolate it using shielding or filtering. Inductors are widely used 
in filters that are used to suppress radio-frequency noise. The inductor used for noise sup- 
pression must be carefully selected so as not to become a source of radiated noise itself. For 
high frequencies (>20 MHz), inductors wound on highly permeable toroidal cores are 
widely used, as they tend to keep the magnetic flux restricted to the core. 


RF Chokes 


Inductors used for the purpose of blocking very high frequencies are called radio frequency 
(RF) chokes. RF chokes are used for conductive or radiated noise. They are special induc- 
tors designed to block high frequencies from getting into or leaving parts of a system by 
providing a high impedance path for high frequencies. In general, the choke is placed in 
series with the line for which RF suppression is required. Depending on the frequency of 
the interference, different types of chokes are required. A common type of electromagnetic 
interference (EMI) filter wraps the signal line on a toroidal core several times. The toroidal 
configuration is desired because it contains the magnetic field so that the choke does not 
become a source of noise itself. 

Another common type of RF choke is a ferrite bead. All wires have inductance, and the 
ferrite bead is a small ferromagnetic material that is strung onto the wire to increase its 
inductance. The impedance presented by the bead is a function of both the material and the 
frequency, as well as the size of the bead. It is an effective and inexpensive “choke” for high 
frequencies. Ferrite beads are common in high-frequency communication systems. Some- 
times several are strung together in series to increase the effective inductance. 


Tuned Circuits 


Inductors are used in conjunction with capacitors to provide frequency selection in com- 
munications systems. These tuned circuits allow a narrow band of frequencies to be 
selected while all other frequencies are rejected. The tuners in your TV and radio receivers 
are based on this principle and permit you to select one channel or station out of the many 
that are available. 

Frequency selectivity is based on the fact that the reactances of both capacitors and 
inductors depend on the frequency and on the interaction of these two components when 
connected in series or parallel. Since the capacitor and the inductor produce opposite 
phase shifts, their combined opposition to current can be used to obtain a desired 
response at a selected frequency. 


2. What do the letters EMI stand for? 
3. Howisa ferrite bead used? 
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n Assignment 


You are given two unmarked coils and 
asked to find their inductance values. 
You cannot find an inductance bridge, 
which is an instrument for measuring 
inductance directly. After scratching your head for awhile, you 
decide to use the time-constant characteristic of inductive 
circuits to determine the unknown inductances. A test setup 
consisting of a square wave generator and an oscilloscope is 
used to make the measurements. 

The method is to place the coil in series with a resistor of 
known value and measure the time constant by applying a square 
wave to the circuit and observing the resulting voltage across the 
resistor with an oscilloscope. Knowing the time constant and the 
resistance value, you can calculate the inductance L. 

Each time the square wave input voltage goes high, the induc- 
tor current increases exponentially; and each time the square wave 
goes back to zero, the inductor current decreases exponentially. 


L 


PuTTING YOUR KNOWLEDGE 
To WorK 


The time it takes for the exponential resistor voltage to increase to 


' approximately its final value equals five time constants. This oper- 


ation is illustrated in Figure 38. To make sure that the winding 
resistance of the coil can be neglected, it must be measured; and 


: the value of the resistor used in the circuit must be selected to be 


considerably larger than the winding and source resistance. 


Step 1: Measuring the Coil Resistance and Selecting 
a Series Resistor 


' Assume that the winding resistance has been measured with an 


ohmmeter and found to be 85 . To make the winding resistance 
negligible, a 10 kQ series resistor is used in the circuit. 


Step 2: Determining the Inductance of Coil 1 


: Refer to Figure 39. To determine the inductance, a 10 V square 


wave is applied to the breadboarded circuit. The frequency of 


: the square wave is adjusted so that the inductor current has time 


WH 


Square wave 
source 


A FIGURE 38 


Circuit for time-constant measurement. 


10 V square wave input 


PEt 
TrTrtrrtintnt ef 
CPi rtf 
rrr 


iff itt we tte 


A FIGURE 39 


Testing coil 1. 
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to reach its final value during each square wave pulse; the scope | 


- Multisim Analysis 


ee 


is set to view a complete exponential curve as shown. Determine | = Open your Multisim software. Connect the RL cir- 


the approximate circuit time constant from the scope display and cuit using the value of the resistance shown and the 


calculate the inductance of coil 1. value of the inductance determined in Step 2. Verify the time 


' constant by measurement. Repeat for the inductance determined 


Step 3: Determining the Inductance of Coil 2 bo 
: in Step 3. 


Refer to Figure 40. To determine the inductance, a 10 V square 
wave is applied to the breadboarded circuit. The frequency of aReticw 
the square wave is adjusted so that the inductor current has time | 


to reach its final value during each square wave pulse; the scope Ie WII (ie costal sig Jae WEN “FSS SY N22 


used in Figure 39? 


is set to view a complete exponential curve as shown. Determine 


the approximate circuit time constant from the scope display and | 2. What is the maximum square wave frequency that can be 

calculate the inductance of coil 2. Discuss any difficulty you find : used in Figure 40? 

with this method. 3. What happens if the frequency exceeds the maximum you 
: determined in Questions 1 and 2? Explain how your meas- 

Step 4: Another Way to Find Unknown Inductance 

ee urements would be affected. 

Determination of the time constant is not the only way that you | 

can use to find an unknown inductance. Specify a method using 

a sinusoidal input voltage instead of the square wave. 

10 V square wave input oe, 1 


ee | 


tite 

Trrrtiin 

ZEEE E 

=e e 

Tritt 

ZEREe irre -=rtrtrtf rer 
A FIGURE 40 
Testing coil 2. 


® Inductance is a measure of a coil’s ability to establish an induced voltage as a result of a change 
in its current. 


® An inductor opposes a change in its own current. 


® Faraday’s law states that relative motion between a magnetic field and a coil induces a voltage 
across the coil. 


® Lenz’s law states that the polarity of induced voltage is such that the resulting induced current is 
in a direction that opposes the change in the magnetic field that produced it. 


® Energy is stored by an inductor in its magnetic field. 


® One henry is the amount of inductance when current, changing at the rate of one ampere per 
second, induces one volt across the inductor. 
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® Inductance is directly proportional to the square of the turns, the permeability, and the cross- 
sectional area of the core. It is inversely proportional to the length of the core. 

® The permeability of a core material is an indication of the ability of the material to establish a 

magnetic field. 

Inductors add in series. 

Total parallel inductance is less than that of the smallest inductor in parallel. 


The time constant for a series RL circuit is the inductance divided by the resistance. 


¢-¢ ¢ ¢ 


In an RL circuit, the increasing or decreasing voltage and current in an inductor make an approx- 
imately 63% change during each time-constant interval. 

Increasing and decreasing current and voltage follow exponential curves. 

Voltage leads current by 90° in an inductor. 


Inductive reactance (X;) is directly proportional to frequency and inductance. 


¢-¢¢ ¢ 


The true power in an inductor is zero; that is, there is no energy conversion to heat in an ideal 


inductor, only in its winding resistance. 


Coil A common term for an inductor. 


Henry (H) The unit of inductance. 
Induced voltage Voltage produced as a result of a changing magnetic field. 


Inductance The property of an inductor whereby a change in current causes the inductor to pro- 
duce a voltage that opposes the change in current. 


Inductive reactance The opposition of an inductor to sinusoidal current. The unit is the ohm. 
Inductor A passive electrical component, formed by a coil of wire, that exhibits the property of 
inductance. 

Quality factor (Q) The ratio of reactive power to true power. 


RL time constant A fixed time interval, set by the L and R values, that determines the time 
response of a circuit. 


Winding The loops or turns of wire in an inductor. 


Winding resistance The resistance of the length of wire that makes up a coil. 


1 
1 W= gr Energy stored by an inductor 
N*pA Inductance in terms of physical 
2 L= 1 parameters 


3 Lp =, + 1,4+134+:::+ DL, Series inductance 


1 
4 Ly = 1 1 1 - Total parallel inductance 
—: a + i + . + — 
Iy ll, Ly L, 
L . 
5 T= R RL time constant 


v= Vr + (V; = Vpye RUE 
i= Ip a OF = ine 


i = Ip(l — ey 


i= Ler 


Exponential voltage (general) 
Exponential current (general) 


Increasing exponential current 
beginning at zero 


Decreasing exponential current ending 
at zero 
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10 X, = 2afL Inductive reactance 
11 Xiwor) = Xiu + X12 + X13 + +++ + Xin Series inductive reactance 
1 
12 Xi(tot) = 1 1 1 1 Parallel inductive reactance 
—+—+—-+ + 
Xn = X12— X13 Xin 
Vv 
13 r=— Ohm’s law 
X1, 
14 Pine = Fans Rw True power 
15 P, = Vems Lims Reactive power 
Vims 
16 P, = — Reactive power 
X1, 
17 P, = Fc XL Reactive power 
X, : 
18 Q = — Quality factor 


= ie 


Answers are at the end of the chapter. 


1. Lenz’s law states that the amount of voltage induced in a coil is proportional to the rate of 
change of the magnetic field with respect to the coil. 


2. An ideal inductor has no winding resistance. 


3. The total inductance of two parallel inductors is equal to the product-over-sum of the individ- 
ual inductors. 


4. The total inductance of parallel inductors is always less than that of the smallest inductor. 
5. The time constant of an RL circuit is given by the formula 7 = R/L. 


6. If a series RL circuit is connected to a de source, the maximum current is limited by the total 
inductance. 


7. Kirchhoff’s voltage law does not apply to inductive circuits. 
8. Inductive reactance is directly proportional to the frequency. 
9. In an ac inductive circuit, the current lags the voltage in the inductor. 


10. The frequency of the power curve for an inductive circuit is equal to the frequency of the 
applied voltage. 


Answers are at the end of the chapter. 


1. An inductance of 0.05 «H is larger than 

(a) 0.0000005 H (b) 0.000005 H (c) 0.000000008 H (d) 0.00005 mH 
2. An inductance of 0.33 mH is smaller than 

(a) 33 wH (b) 330 wH (c) 0.05 mH (d) 0.0005 H 


3. When the current through an inductor increases, the amount of energy stored in the electromag- 
netic field 


(a) decreases (b) remains constant (c) increases (d) doubles 
4. When the current through an inductor doubles, the stored energy 

(a) doubles (b) quadruples (c) is halved (d) does not change 
5. The winding resistance of a coil can be decreased by 

(a) reducing the number of turns (b) using a larger wire 


(c) changing the core material (d) either answer (a) or (b) 
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6. The inductance of an iron-core coil increases if 
(a) the number of turns is increased (b) the iron core is removed 
(c) the length of the core is increased (d) larger wire is used 
7. Four 10 mH inductors are in series. The total inductance is 
(a) 40 mH (b) 2.5 mH (c) 40,000 wH (d) answers (a) and (c) 
8. A 1 mH, a 3.3 mH, and a 0.1 mH inductor are connected in parallel. The total inductance is 
(a) 4.4 mH (b) greater than 3.3 mH (c) less than 0.1 mH (d) answers (a) and (b) 


9. An inductor, a resistor, and a switch are connected in series to a 12 V battery. At the instant the 
switch is closed, the inductor voltage is 


(a) OV (b) 12 V (c) 6V (d) 4V 


10. A sinusoidal voltage is applied across an inductor. When the frequency of the voltage is in- 
creased, the current 


(a) decreases (b) increases (c) does not change (d) momentarily goes to zero 


11. An inductor and a resistor are in series with a sinusoidal voltage source. The frequency is set so 
that the inductive reactance is equal to the resistance. If the frequency is increased, then 


(a) Vr > Vr (b) Vi < Vp (c) Vi = Vr (d) Vi > Vr 


G: 
USE 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


AND CA 
Determine the cause for each set of symptoms. Refer to Figure 41. 
1. Symptom: All of the voltmeter readings are 0 V. 


Cause: 

(a) The source is off or faulty. 
(b) Ly is open. 

(c) either (a) or (b) 


L, Ly 
TT TH 
1 mH 1 mH 


Vs 
KO 
f= 100kQ | 


A FIGURE 41 


The ac meters indicate the correct readings for this circuit. 


2. Symptom: All of the voltmeter readings are 0 V. 
Cause: 
(a) L4 is completely shorted. 
(b) Ls is completely shorted. 
(c) L¢ is completely shorted. 
3. Symptom: The voltmeter | reading is 5 V, and the voltmeter 2 and voltmeter 3 readings are 0 V. 
Cause: 
(a) Lg is open. 
(b) L, is open. 
(c) Ls is shorted. 
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4. Symptom: The voltmeter | reading is 4 V, the voltmeter 2 reading is 2 V, and the voltmeter 3 
reading is 0 V. 


Cause: 

(a) L3 is open. 

(b) Lo is shorted. 
(c) either (a) or (b) 


5. Symptom: The voltmeter 1 reading is 4 V, the voltmeter 2 reading is 2 V, and the voltmeter 3 
reading is 2 V. 


Cause: 

(a) L; is shorted. 
(b) Le¢ is open. 

(c) either (a) or (b) 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1_ The Basic Inductor 
1. Convert the following to millihenries: 
(a) 1H (b) 250 nH (c) 10 wH (d) 0.0005 H 
2. Convert the following to microhenries: 
(a) 300 mH (b) 0.08 H (c) 5 mH (d) 0.00045 mH 


3. How many turns are required to produce 30 mH with a coil wound on a cylindrical core having 
a cross-sectional area of 10 X 10> m? anda length of 0.05 m? The core has a permeability of 
1.26 x 10°. 


4. A 12 V battery is connected across a coil with a winding resistance of 120 QO. How much cur- 
rent is there in the coil? 


5. How much energy is stored by a 100 mH inductor with a current of 1 A? 


6. The current through a 100 mH coil is changing at a rate of 200 mA/s. How much voltage is 
induced across the coil? 


SECTION 3 _ Series and Parallel Inductors 


7. Five inductors are connected in series. The lowest value is 5 wH. If the value of each inductor 
is twice that of the preceding one, and if the inductors are connected in order of ascending 
values, what is the total inductance? 


8. Suppose that you require a total inductance of 50 mH. You have available a 10 mH coil and a 
22 mH coil. How much additional inductance do you need? 


9. Determine the total parallel inductance for the following coils in parallel: 75 wH, 50 wH, 
25 wH, and 15 wH. 


10. You have a 12 mH inductor, and it is your smallest value. You need an inductance of 8 mH. 
What value can you use in parallel with the 12 mH to obtain 8 mH? 


11. Determine the total inductance of each circuit in Figure 42. 


Ly 
— Ly 
aT 0 
1H 50 mH 
Ly L; L, L; 
10H 5H 100 mH 50 mH 
oO [e; 


(a) (b) (c) 


A FIGURE 42 
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12. Determine the total inductance of each circuit in Figure 43. 


THO Ly Ls i 
50 mH 8 mH 2 mH 1 mH 
Ls 
Bs am 2 mH 
60 mH = 40 mH Ly La L4 
4 mH 4 mH 1 mH 
| o——e———__ ° 


(a) (b) (c) 


A FIGURE 43 


SECTION 4 _ Inductors in DC Circuits 
13. Determine the time constant for each of the following series RL combinations: 
(a) R = 1000, L = 100 nH (b) R = 4.7kQO, L = 10mH 
(c) R= 1.5MO,L = 3H 


14. Ina series RL circuit, determine how long it takes the current to build up to its full value for 
each of the following: 


(a) R = 560,L = 50pH (b) R = 33000, L = 15mH 
(c) R = 22k, L = 100mH 


15. In the circuit of Figure 44, there is initially no current. Determine the inductor voltage at the 
following times after the switch is closed: 


(a) 10 ps (b) 20 us (c) 30 us (d) 40 us (e) 50 us 


» FIGURE 44 R 


i Wy 


I5V ‘i 10 mH 


16. In Figure 45, calculate the current at each of the following times. Assume an ideal inductor and 
voltage source. 


(a) 10 ps (b) 20 us (c) 30 us 


R 
Vs 
8.2 kO 
V. 
‘ L 
10 V 
Oy ) 75 mH 
10 kHz 
or OV t (ils) 
0 50 100 
A FIGURE 45 
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SECTION 6 __ Inductors in AC Circuits 


17. Find the total reactance for each circuit in Figure 42 when a voltage with a frequency of 5 kHz 
is applied across the terminals. 


18. Find the total reactance for each circuit in Figure 43 when a 400 Hz voltage is applied. 


19. Determine the total rms current in Figure 46. What are the currents through L, and L3? 


L, 
50 mH 
Vims = 10V Ly L3 
f =2.5 kHz 20 mH 40 mH 


20. What frequency will produce a total rms current of 500 mA in each circuit of Figure 43 with an 
rms input voltage of 10 V? 


> FIGURE 46 


21. Determine the reactive power in Figure 46, neglecting the winding resistance. 


ADVANCED PROBLEMS 


22. Determine the time constant for the circuit in Figure 47. 


> FIGURE 47 


23. What is the voltage across the inductor in Figure 45 at each of the following times? 
(a) 60 ps (b) 70 us (c) 80 ps 

24. What is the voltage across the resistor in Figure 45 at a time of 60 ws? 

25. (a) What is the current in the inductor 1.0 ys after the switch closes in Figure 47. 
(b) What is the current after 5t have elapsed? 


26. For the circuit in Figure 47, assume the switch has been closed for more than 57 and is opened. 
What is the current in the inductor 1.0 js after the switch is opened? 


27. Determine the value of J,» in Figure 48. 


> FIGURE 48 
Ly 
5 mH 
ne 
f = 3kHz 450 mA 
i L3 
3 mH 
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28. What is the total inductance between terminals A and B for each switch position in Figure 49? 


> FIGURE 49 


L4 

100 wH 
Ls 
1 mH 


— MULTISIM TROUBLESHOOTING PROBLEMS 


— 29. Open file P11-29; files are found at www.pearsonhighered.com/floyd/. Test the circuit. If there 
is a fault, identify it. 


30. Open file P11-30 and test the circuit. If there is a fault, identify it. 

31. Determine if there is a fault in the circuit in file P11-31. If so, identify it. 

32. Find and specify any faulty component in the circuit in file P11-32. 

33. Is there a short or an open in the circuit in file P1 1-33? If so, identify the component that is faulty. 


SECTION CHECKUPS 


SECTION 1_ The Basic Inductor 


1. Parameters that determine inductance are turns of wire, permeability, cross-sectional area, and 
core length. 


2. (a) When N increases, L increases. 
(b) When the core length increases, L decreases. 
(c) When the cross-sectional area decreases, L decreases. 
(d) For an air core, L decreases. 


3. All wire has some resistance, and because inductors are made from turns of wire, there is 
always resistance in the winding. 


4. Adjacent turns of wire in a coil act as plates of a capacitor and produce a small capacitance. 


SECTION 2 Types of Inductors 
1. Two categories of inductors are fixed and variable. 


2. (a) air core (b) iron core (c) variable 


SECTION 3 _ Series and Parallel Inductors 
1. Inductances are added in series. 
2. Ly = 2600 wH 
3. Ly = 5 X 100mH = 500 mH 
4 


. The total parallel inductance is smaller than that of the smallest-value individual inductor in 
parallel. 


5. True 
. (a) Ly = 7.69 mH (b) Lr = 24yH (c) Lp = 100mH 


Nn 
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SECTION 4 Inductors in DC Circuits 
1. V; = (0mA)(10 Q) = 100mV 
2. Initially, i = OV, vp, = 20 V 
3. After 57, v, = OV 
4. 7 = 500 4H/1.0k9, = 500ns, i, = 3.93 mA 


SECTION 5 _— Inductors in AC Circuits 
1. Voltage leads current by 90° in an inductor. 
2. Xp = 2afL = 3.14k0, 
3. f = X,/27L = 2.55 MHz 
4. Tims = 15.9mA 
5. Pie = OW, P, = 458mVAR 


SECTION 6 _ Inductor Applications 
1. Conductive and radiated 
2. Electromagnetic interference 


3. It is placed on a wire to increase its inductance, creating an RF choke. 


RELATED PROBLEMS FOR EXAMPLES 
157 mH 
150 wH 
20.3 wH 
227 ns 
Ip = 17.6mA,7 = 147ns 
Atlir:i = 11.1 mA;t = 147ns 
At27:i = 15.1 mA;t = 294 ns 
At3r7:i = 16.7mA;t = 441 ns 
At47:i = 17.2mA;t = 588 ns 
At57:i = 17.4mA;t = 735 ns 
6 AtO.2ms:i = 0.215mA 
At 0.8 ms:7 = 0.0125 mA 
10 V if Rw is neglected. 
8 3.83 mA 
9 6.7mA 
10 «11000 
11) (a) 7.17 kQ; (b) 1.04k0, 
12 573 mA 


13 P,, decreases. 


nan & WwW NY = 


TRUE/FALSE QUIZ 
1. F 2. T 3. T 4. T 53-2 6. F 7. F 8. F 9. 


SELF-TEST 
1. (c) 2. (d) 3. (c) 4. (b) 5. (d) 6. (a) 7. (d) 
8. (c) 9. (b) 10. (a) 11 (d) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
l(c) 02a) 3.) 4a) 5S. () 
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PROBLEMS —- ODD-NUMBERED ANSWERS 
1. (a) 1000 mH (b) 0.25 mH 
(c) 0.01 mH (d) 0.5 mH 
3. 3450 turns 
5. 50 mJ 
7. 155 wH 
9. 7.14 uH 
11. (a) 4.33H (b) 50 mH (c) 57 wH 
13. (a) lus (b) 2.13 us (c) 2 ps 
15. (a) 5.52 V (b) 2.03 V (c) 0.747 V 
(d) 0.275 V (e) 0.101 V 
17. (a) 136kQ (b) 1.57kO (ce) 1.790 
19. Io; = 10.1 mA; [yp = 6.7 MA; [p3 = 3.37 mA 
21. 101 mVAR 
23. (a) -3.35 V (b) -1.12 V (c) —0.37 V 
25. (a) 0.427mA_ ~— (b) 0.569 mA 
27. 26.1 mA 
29. Ls is open. 
31. No fault 
33. L; is shorted. 


- REOCCURRING IMAGES 
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Sinusoidal Response of RL Circuits 

Impedance and Phase Angle of Series RL Circuits 
Analysis of Series RL Circuits 

Impedance and Phase Angle of Parallel RL Circuits 
Analysis of Parallel RL Circuits 

Analysis of Series-Parallel RL Circuits 

Power in RL Circuits 

Basic Applications 

Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


1 
2 
3 
4 
5 
E 6 
. 7 
8 
9 


»® Describe the relationship between current and voltage in an RL 
circuit 

Determine impedance and phase angle in a series RL circuit 
Analyze a series RL circuit 

Determine impedance and phase angle in a parallel RL circuit 
Analyze a parallel RL circuit 

Analyze series-parallel RL circuits 

Determine power in RL circuits 

Discuss some basic RL applications 


Troubleshoot RL circuits 


RL lag circuit 
RL lead circuit 


Inductive susceptance (B,) 


Streeter Photography/Alamy 


AUREL | fl 


° . : yn ~ ee eo elle 
From Chapter 12 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 557. 


The assignment will be to identify the types of RL circuits 
contained in two sealed modules that have been removed 
from a communications system. You will use your knowl- — 
edge of RL circuits and basic measurements to determine tt 


this chapter, you should be able to complete the application 
assignment. 


Study aids for this chapter are available at 
http://www.pearsonhighered.com/floyd/ 


An RL circuit contains both resistance and inductance. In )/. 
this chapter, series and parallel RL circuits and their re- 
sponses to sinusoidal voltages are covered. In addition, 
series-parallel combinations are examined. Power considera 
tions in RL circuits are introduced, and practical aspects of 


the power factor are discussed. A method of improving the 


tions are covered. Troubleshooting common faults in RL 
circuits is also covered. 

The methods for analyzing reactive circuits are similar to 
those you studied in dc circuits. Reactive circuit problems 
can be solved at only one frequency at a time, and phasor “ 
math must be used. 

As you study this chapter, note both the differences and "3 
the similarities in the response of RL circuits compared to / ac 
RC circuits. ; 


RL Circuits 


Gs 1 SINUSOIDAL RESPONSE OF RL CIRCUITS 


As with an RC circuit, all currents and voltages in any type of RL circuit are sinusoidal 
when the input voltage is sinusoidal. The inductance causes a phase shift between the 
voltage and the current that depends on the relative values of the resistance and the 
inductive reactance. Because of its winding resistance, the inductor is generally not 

as “ideal” as a resistor or capacitor. However, it will usually be treated as ideal for 
purposes of illustration. 


After completing this 


section, you should be able to 


ah * 


In an RL circuit, the resistor voltage and the current lag the source voltage. The inductor 
voltage leads the source voltage. Ideally, the phase angle between the current and the induc- 
tor voltage is always 90°. These generalized phase relationships are indicated in Figure 1. 
Notice how they differ from those of an RC circuit. 


> FIGURE 1 Sine wave generator 
Illustration of sinusoidal response 
with general phase relationships of 
Vp, V,, and / relative to the source 
voltage. Vp and / are in phase; Vp 
and V, are 90° out of phase with 
each other. 


Vp Vv 


ad w~ 
Vp lags V, V_ leads V, 


The amplitudes and the phase relationships of the voltages and current depend on the 
values of the resistance and the inductive reactance. When a circuit is purely inductive, the 
phase angle between the source voltage and the total current is 90°, with the current lagging 
the voltage. When there is a combination of both resistance and inductive reactance in a cir- 
cuit, the phase angle is somewhere between zero and 90°, depending on the relative values 
of the resistance and the inductive reactance. Because all inductors have winding resist- 
ance, ideal conditions may be approached but never reached in practice. 


kHz sinusoidal voltage is applied to an RL circuit. What is the frequency of the 
sulting current? 


hen the resistance in an RL circuit is greater than the inductive reactance, is the 
ase angle between the source voltage and the total current closer to 0° or to 90°? 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 


558 


www.EngineeringBooksPdf.com 


RL Circuits 


2 IMPEDANCE AND PHASE ANGLE OF SERIES RL CIRCUITS 


Impedance for RC circuits represents the total opposition to sinusoidal current. As in 
the case with RC circuits, impedance is the combination of the resistive and reactive 
quantities, which can be represented by phasors. Because of phase differences, the total 
impedance must be treated as a phasor quantity. 


After completing this section, you should be able to 
>» Determine impedance and phase angle in a series RL circuit 


The impedance of a series RL circuit is the total opposition to sinusoidal current and its 
unit is the ohm. The phase angle is the phase difference between the total current and the 
source voltage. Impedance (Z) is determined by the resistance (R) and the inductive reac- 


tance (X,), as indicated in Figure 2. 


<4 FIGURE 2 
AM TTP Impedance of a series RL circuit. 
R XG 
Vv Z=VR? +X? 


In ac analysis, both R and X,, are treated as phasor quantities, as shown in the phasor di- 
agram of Figure 3(a), with X; appearing at a +90° angle with respect to R. This relation- 
ship comes from the fact that the inductor voltage leads the current, and thus the resistor 
voltage, by 90°. Since Z is the phasor sum of R and X7, its phasor representation is as shown 
in Figure 3(b). A repositioning of the phasors, as shown in part (c), forms a right triangle. 
This formation, as you have learned, is called the impedance triangle. The length of each 
phasor represents the magnitude of the quantity, and 6 is the phase angle between the 
source voltage and the current in the RL circuit. 


Z 
X,, = 
90° 
R /\ 
R 
(a) (b) 
The magnitude of the impedance, Z, of the series RL circuit can be expressed in terms 
of the resistance and reactance as 


<@ FIGURE 3 


Development of the impedance 
triangle for a series RL circuit. 


(c) 


Z = VR? + XxX? Equation 1 


where Z is expressed in ohms. 
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The phase angle, 6, is expressed as 


a -1 XL 
Equation 2 6 = tan “| — 
R 
EXAMPLE 1 Determine the impedance and phase angle of the circuit in Figure 4. Draw the 
impedance triangle. 
FIGURE 4 
R xX, 
WTO 
5.6kO, 10kO 


Solution The impedance is 


Z = VR? + X%2 = V(6.6k0)? + (10k)? = 11.5k0 


The value of the phase angle is 


Ne 10kO, 
6 = tan !| —]} = tan! = 60.8° 
ae (34) = (28) 


The source voltage leads the current by 60.8°. The impedance triangle is shown in 
Figure 5. 


FIGURE 5 


X, = 10kO 


Related Problem’ Inaseries RL circuit, R = 1.8kQ, and X; = 950 Q. Determine the impedance and 
phase angle. 


* Answers are at the end of the chapter. 


tage lead or lag the current in a series RL circuit? 

ionship between X, and R when the phase angle is 45°? 

e angle in an RL circuit differ from the phase angle in an RC circuit? 
it has a resistance of 33 kQ and an inductive reactance of 50 kQ. 
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3 ANALYSIS OF SERIES RL CIRCUITS 


Ohm’s law and Kirchhoff’s voltage law are used in the analysis of series RL circuits to 
determine voltage, current, and impedance. Also, in this section RL lead and lag cir- 
cuits are examined. 


After completing this section, you should be able to 
« Analyze a series RL circuit 
¢ Apply Ohm’s law and Kirchhoff’s voltage law to series RL circuits 
¢ Determine the phase relationships of the voltages and current 
¢ Show how impedance and phase angle vary with frequency 
¢ Discuss and analyze the RL lag circuit 


¢ Discuss and analyze the RL lead circuit 


Ohm’s Law 


The application of Ohm’s law to series RL circuits involves the use of the quantities of Z, 
V, and I. The three equivalent forms of Ohm’s law for RC circuits apply also to RL circuits 
and are stated here: 


v v 
I 


The following example illustrates the use of Ohm’s law. 


EXAMPLE 2 The current in Figure 6 is 200 wA. Determine the source voltage. 


FIGURE 6 


R L 
— WwW TMD 
£ 10 kO, 100 mH 
V, 
10 kHz 
Solution The inductive reactance is 


X, = 2afL = 27(10kHz)(100 mH) = 6.28 kO 
The impedance is 


Z= VR? + X2 = Vd0kOY + (6.28k0)? = 11.8k0 


Applying Ohm’s law yields 
V, = IZ = (200 wA)(11.8kQO) = 2.36 V 


Related Problem _ If the source voltage in Figure 6 is 5 V, what would be the current? 
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Open Multisim file E12-02; files are found at www.pearson.highered.com/floyd. Mea- 
sure the current at 10 kHz, 5 kHz, and 20 kHz. Explain the results of your measurement. 


> FIGURE 7 


Phase relation of current and volt- 


ages in a Series RL circuit. 
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Phase Relationships of the Current and Voltages 


In a series RL circuit, the current is the same through both the resistor and the inductor. 
Thus, the resistor voltage is in phase with the current, and current lags the inductor voltage 
by 90°. Therefore, there is a phase difference of 90° between the resistor voltage, Vp, and 
the inductor voltage, V;, as shown in the waveform diagram of Figure 7. 


T lags V,; by 90°. 

Vp and J are in phase. 
Amplitudes depend on 
the particular circuit. 


> 


From Kirchhoff’s voltage law, the sum of the voltage drops must equal the source volt- 
age. However, since Vp and V, are not in phase with each other, they must be added as pha- 
sor quantities with V; leading Vp by 90°, as shown in Figure 8(a). As shown in part (b), V, 
is the phasor sum of Vp and V,. This equation can be expressed as 


Equation 3 V, = VVi + Vi 
The phase angle between the resistor voltage and the source voltage can be expressed as 
Ps =| Vi 
Equation 4 6 = tan” *| — 
Vr 
Since the resistor voltage and the current are in phase, @ in Equation 4 also represents the 
phase angle between the source voltage and the current and is equivalent to tan /(X;, /R). 
Figure 9 shows a voltage and current phasor diagram that represents the waveform dia- 
gram of Figure 7. 
ME My 
Vp 
b 
” Sa A FIGURE 9 
A FIGURE 8 Voltage and current phasor diagram 
Voltage phasor diagram for the waveforms in Figure 7. for the waveforms in Figure 7. 
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of phase, you cannot add them directly. The source 
Vpand V;. 


+ Vi = VG0V)? + B5V)? = 61V 


e resistor voltage and the source voltage is 


35 V 
=I ° 
= tan ——— | = 35 
) (= V ) 


V,=61V 


0 = 35° 
Vp = 50 V 


you determine the current in Figure 10? 


Variation of Impedance and Phase Angle with Frequency 


As you know, inductive reactance varies directly with frequency. When X7, increases, the 
total impedance also increases; and when X,, decreases, the total impedance decreases. 
Thus, in an RL circuit, Z is directly dependent on frequency. 

Figure 12 illustrates how the voltages and current in a series RL circuit vary as the fre- 
quency increases or decreases, with the source voltage held at a constant value. Part (a) 
shows that as frequency is increased, the increase in X, will cause more voltage to appear 
across the inductor and less current will be in the circuit. Thus, V; increases and Vp de- 
creases. Also, Z is larger because there is less total current with the same total voltage 
across the circuit. 

Figure 12(b) shows that as frequency decreases, the voltage across the inductor 
decreases because X,, decreases. Also, Z decreases, causing the current to increase. An 
increase in current causes more voltage across the resistor. 
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MMT 
A) Y 


(a) As frequency is increased, / and Vp decrease and (b) As frequency is decreased, J and Vp increase and 
V, increases. V, decreases. 


A FIGURE 12 


An illustration of how the variation of impedance affects the voltages and current as the source fre- 
quency is varied. The source voltage is held at a constant amplitude. 


Changes in Z and X; can be observed as shown in Figure 13. As the frequency increases, 
the voltage across Z remains constant because V, is constant (V, = Vz), but the voltage 
across L increases. The decreasing current indicates that Z is increasing. It does so because 
of the inverse relationship stated in Ohm’s law (Z = Vz/I). The decreasing current also 
indicates that X;, is increasing. The increase in V;, corresponds to the increase in X;. 


By watching these two 
meters, you can see 
what Z is doing: J is 
decreasing, Vz is 
constant, and thus Z is 
increasing. 


Frequency 
is increasing. 


By watching these two 
meters, you can see 
what X, is doing: J is 
decreasing, V; is 
increasing, and thus 
X, is increasing. 


V, is 
constant. 


IP 


As you know, some 
multimeters have a 
relatively low 
frequency response. 
There are other things A FIGURE 13 
of which you should be aware. One 
is that most ac meters are accurate 
only if the waveform being 
measured is sinusoidal. Another is 
that accuracy when measuring 
small ac voltage is usually less than 
for dc measurements. Finally, 
loading can affect the accuracy of 
meter readings. 


x, -vet 
b= 


Observing changes in Z and X, with frequency by watching the meters and recalling Ohm’s law. 


Since Xz, is the factor that introduces the phase angle in a series RL circuit, a change in 
X;, produces a change in the phase angle. As the frequency is increased, X; becomes 
greater, and thus the phase angle increases. As the frequency is decreased, X;, becomes 
smaller, and thus the phase angle decreases. The angle between V, and Vp is the phase an- 
gle of the circuit because J is in phase with Vp. The variations of phase angle with fre- 
quency are illustrated with the impedance triangle as shown in Figure 14. 
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Increasing f FIGURE 14 


fy As the frequency increases, the 
phase angle 0 increases. 


EXAMPLE 4 For the series RL circuit in Figure 15, determine the impedance and the phase angle 
for each of the following frequencies: 


(a) 10 kHz (b) 20 kHz (c) 30 kHz 


FIGURE 15 


Solution (a) For f = 10 kHz, calculate the impedance as follows: 
X, = 2afL = 27(10kHz)(20 mH) = 1.26kO 
Z= VR + X2 = V(1.0k0)? + (1.26k0)? = 1.61kO 


=I 1 ° 
= = t = 51. 
7) tan ( ) an ( 1. ) 6 


(b) For f = 20 kHz, 
X, = 2m(20 kHz)(20 mH) = 2.51kO 
Z = V00kO/) + (2.51k0)? = 2.70k0, 


-/ 251k0 
6 = tan = 68.3° 


The phase angle is 


1.0kO 
(c) For f = 30 kHz, 
X,, = 2m(30 kHz)(20 mH) = 3.77kO 
Z = V(1.0kO) + (3.77kO) = 3.90kO 


g= wot (2 ) = ule 
1.0k0 


Notice that as the frequency increases, X;, Z, and 6 also increase. 


Related Problem Determine Z and 6 in Figure 15 if f = 100 kHz. 
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RL Lag Circuit 


The RE lag circuit is a phase shift circuit in which the output voltage lags the input volt- 
age by a specified angle, . A basic series RL lag circuit is shown in Figure 16(a). Notice 
that the output voltage is taken across the resistor and the input voltage is the total voltage 
applied across the circuit. The relationship of the voltages is shown in the phasor diagram 
in Figure 16(b), and a waveform diagram is shown in Figure 16(c). Notice that the output 
voltage, V,,;, lags V;, by an angle, designated @, that is the same as the circuit phase angle. 
The angles are equal, of course, because Vr and J are in phase with each other. 
The phase lag, @, can be expressed as 


V, 
i i 5 i © : Vin 
le 
Vin A) r= Vout 
\ @ (phase lag) 
oe O Vr (Vou) 
(a) A basic RL lag circuit (b) Phasor voltage diagram (c) Input and output waveforms 
showing phase lag between 
Vin and Vout 
A FIGURE 16 
The RL lag circuit (Voy; = Vp). 
The phase lag, ¢, can be expressed as 
: -1 Xr 
Equation 5 @ = tan Rr 


ag for each circuit in Figure 17. 


www.EngineeringBooksPdf.com 


RL Circuits 


The phase lag is 


=I Xr, = 628 O 
; ( R ) : (2 2) 


The output lags the input by 32.1°. 


Related Problem Jnacertain lag circuit, R = 5.6kQ and X; = 3.5kQ. Determine the phase lag 
between input and output. 


The phase-lag circuit can be considered as a voltage divider with a portion of the input 
voltage dropped across L and a portion across R. The output voltage can be determined 
with the following formula: 


R 
Vou = (4), Equation 6 


VR? + X? 


EXAMPLE 6 The input voltage in Figure 17(b) of Example 5 has an rms value of 10 V. Determine 
the output voltage for the lag circuit shown in Figure 17(b). Draw the waveform rela- 
tionships for the input and output voltages. The phase lag (32.1°) and X;, (628 Q) were 
found in Example 5. 


Solution Use Equation 6 to determine the output voltage for the lag circuit in 
Figure 17(b). 


R 1.0k0 
Vout - Vin = L.18kO 10 V = 8.47 Vrms 


VR? + Xt 


The waveforms are shown in Figure 18. 


FIGURE 18 


Vou = 8-47 Vrms 


Related Problem Ina lag circuit, R = 4.7k© and X; = 6k. If the rms input voltage is 20 V, what is 
the output voltage? 


Open Multisim file E12-06. Measure the output voltage and compare to the calculated 
4 value. 


Effects of Frequency on the Lag Circuit Since the circuit phase angle and the phase 
lag are the same, an increase in frequency causes an increase in phase lag. Also, an in- 
crease in frequency causes a decrease in the magnitude of the output voltage because X;, 
becomes greater and more of the total voltage is dropped across the inductor and less 
across the resistor. 
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RL Lead Circuit 


The RL lead circuit is a phase shift circuit in which the output voltage leads the input volt- 
age by a specified angle, @. A basic series RL lead circuit is shown in Figure 19(a). Notice 
how this circuit differs from the lag circuit. Here the output voltage is taken across the induc- 
tor rather than across the resistor. The relationship of the voltages is shown in the phasor dia- 
gram of Figure 19(b) and in the waveform plot of Figure 19(c). Notice that the output voltage, 
Vout, leads V;, by an angle (phase lead) that is the difference between 90° and the circuit 


phase angle 0. 
Ve (Vous) Vin Vin 
I 
I 
1) I 
phase lead | 
I cage > 
I 
| ? Vou 
7] I 
- Vp 
(a) A basic RL lead circuit (b) Phasor voltage diagram (c) Input and output voltage 
showing V,,,, leading V;,, waveforms 


A FIGURE 19 
The RL lead circuit (V,,; = V;). 


Since 9 = tan '(X,/R), the phase lead, ¢, can be expressed as 


X 
Equation 7 bd = 90° -— tan~1( 2) 


meee cs 
d = tan (=) 


Again, the phase-lead circuit can be considered as a voltage divider with the voltage 
across L being the output. The expression for the output voltage is 


' XL 
Equation 8 Vout = | > Vin 


VR? + xX? 


Equivalently, 


f phase lead and output voltage in the lead circuit in Figure 20. 
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Win = ( ent) sv = oY 
V/(680.0)? + 314.0) 


Effects of Frequency on the Lead Circuit Since the circuit phase angle, 0, increases as 
frequency increases, the phase lead between the input and the output voltages decreases. 
Also, the amplitude of the output voltage increases as the frequency increases because X/, 
becomes greater and more of the total input voltage is dropped across the inductor. 


t is the phase angle? 


of the source voltage in a series RL circuit is increased, what hap- 
ive reactance? What happens to the impedance? What happens to 


ircuit consists of a 3.3 k© resistor and a 15 mH inductor. Determine 
een input and output at a frequency of 5 kHz. 

s the same component values as the lead circuit in Question 4. 
itude of the output voltage at 5 kHz when the input is 10 V rms? 


4 IMPEDANCE AND PHASE ANGLE OF PARALLEL RL CIRCUITS 


In this section, you will learn how to determine the impedance and phase angle of a 
parallel RL circuit. Also, inductive susceptance and admittance of a parallel RL circuit 
are introduced. 


After completing this section, you should be able to 


¢ Determine impedance and phase angle in a parallel RL circuit 
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A basic parallel RL circuit is shown in Figure 21. The expression for the impedance, 
using the product-over-sum rule, is 


RX 
7 a 
VR? + xX? 
The phase angle between the source voltage and the total current can be expressed in 
terms of R and X;, as 

R 

d= tn-"( =) 
XL 


» FIGURE 21 
Parallel RL circuit. 
v, R i 


X, V, X, R 
500 3.0V 2.0 kO 1.0k0 
(b) 
(100 0)(50 Q) 


ne . V(100. 9)? + (50.0) 7 


1000 
tan" oe = 63.4° 


(1.0k0)(2.0kO) 
Vd0KAY + (2.0k0)2 
(1.0k0 
a 


940 


) = 26.6° 


it, compared to the parallel RC case where the voltage 


10k and X, = 14k. Find Z and 0. 


Conductance, Susceptance, and Admittance 


Conductance (G) is the reciprocal of resistance, susceptance (B) is the reciprocal of reac- 
tance, and admittance (Y) is the reciprocal of impedance. 
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For parallel RL circuits, conductance (G) is expressed as 


1 
G=— Equation 11 
R q 
Inductive susceptance (B)) is expressed as 
1 ‘ 
Bh => Equation 12 
X1, 
Admittance (Y) is expressed as 
1 : 
Y=s Equation 13 
Z 


As with the RC circuit, the unit for G, By, and Y is the siemens (S). 
In the basic parallel RL circuit shown in Figure 23(a), the total admittance is the phasor 
sum of the conductance and the inductive susceptance, as shown in part (b). 


Yio. = VG* + B? Equation 14 


y- [G+ B2 <@ FIGURE 23 


Admittance in a parallel RL circuit. 


(a) (b) 


for the circuit in Figure 24; then convert it to 


= 2n(15kHz)(15 mH) = 1.41kO 


1 
= = 0.707 mS 
xX, 141kO ae 
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Therefore, the total admittance is 


Yor = VG? + B2 = V(3.03 mS)? + (0.707 mS)? = 3.11 mS 


Convert to impedance. 


1 i 
Yior 3.11 mS 


Zh, = 3210 


Related Problem What is the total admittance of the circuit in Figure 24 if fis decreased to 5 kHz? 


S, what is the value of Z? 
parallel RL circuit, R = 470 Q. and X, = 750 ©. Determine the admittance. 


F Question 2, does the total current lead or lag the source voltage and 
angle? 


5 ANALYSIS OF PARALLEL RL CIRCUITS 


Ohm’s law and Kirchhoff’s current law are used in the analysis of RL circuits. Current 
and voltage relationships in a parallel RL circuit are examined. 


After completing this section, you should be able to 
¢ Analyze a parallel RL circuit 
¢ Apply Ohm’s law and Kirchhoff’s current law to parallel RL circuits 


¢ Determine total current and phase angle 


The following example applies Ohm’s law to the analysis of a parallel RL circuit. 


EXAMPLE 10 Determine the total current and the phase angle in the circuit of Figure 25. 
FIGURE 25 
Liot 
f R L 
10V 2.2kO 15 mH 
f =15 kHz 


Solution First, determine the total admittance. The inductive reactance is 
X,, = 2mfl = 27(15 kHz)(15 mH) = 1.41 kO 


The conductance is 


OT 2210 


= 455 uS 
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1 1 


eS = Se 
fee © 141k 


= 709 pS 


R 1 ( 2.2kO 
| = 57,3° 
2) ay (2) a 


mA, and it lags the source voltage by 57.3°. 


nt and the phase angle if the frequency is reduced to 8.0 kHz 


|2-10. Measure the total current and each branch current. Change 
d measure J;o;. 


Phase Relationships of the Currents and Voltages 


Figure 26(a) shows all the currents and voltages in a basic parallel RL circuit. As you can 
see, the source voltage, V,, appears across both the resistive and the inductive branches, so 
V,, Vr, and V;, are all in phase and of the same magnitude. The total current, /,,;, divides at 
the junction into the two branch currents, /p and J;. The current and voltage phasor diagram 
is shown in Figure 26(b). 


Vic Ven Ve 


I, Lot 


A FIGURE 26 


Currents and voltages in a parallel RL circuit. The current directions shown in part (a) are instanta- 
neous and, of course, reverse when the source voltage reverses during each cycle. 


The current through the resistor is in phase with the voltage. The current through the in- 
ductor lags the voltage and the resistor current by 90°. By Kirchhoff’s current law, the to- 
tal current is the phasor sum of the two branch currents. The total current is expressed as 


lon = Vp + B Equation 15 


The phase angle between the resistor current and the total current is 


I 
d= tn-"( 4) Equation 16 
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EXAMPLE 11 For the circuit in Figure 25, draw the current phasor diagram to show the phase 
relationships between the currents and the source voltage. 


Solution The conductance, susceptance, admittance, total current, and phase angle were calcu- 
lated in Example 10. 


G = 455 pS 
By, = 709 pS 
Yiot = 842 wS 
Top = 8.42 mA 

@ = S73 


The branch currents are 


Tp = GV = (455 wS)(10 V) = 4.55 mA (in phase with V,) 
I, = BrV = (709 pS)(10 V) = 7.09 mA (lags V, by 90°) 


The current phasor diagram is shown in Figure 27. The blue phasor represents the 
voltage in the circuit. 


FIGURE 27 


Tp= 4.55 mA 


V,. Vr» Vi 


Ty, = 8.42 mA 
1,=7.09mA fr 8422 


Related Problem Find J,,; for the circuit in Figure 25 if a second 15 mH inductor is in parallel with the 
first one. 


6 ANALYSIS OF SERIES-PARALLEL RL CIRCUITS 


The concepts studied in the previous sections are used to analyze circuits with combi- 
nations of both series and parallel R and L components. 


After completing this section, you should be able to 
¢ Analyze series-parallel RL circuits 
¢ Determine total impedance and phase angle 


¢ Calculate currents and voltages 
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The following two examples illustrate the procedures used to analyze a series-parallel 
reactive circuit. 


EXAMPLE 12 In the series-parallel RL circuit of Figure 28, determine the values of the following: 
(a) Zpor (b) Trot (c) 6 


FIGURE 28 


Z 
Ry Ly Zy 
4.7kO 5.0 mH 
Vs R L, 
10 V 
Pee 3.3 kO 2.0 mH 
= Z 


Solution (a) First, calculate the magnitudes of the inductive reactances. 


Xp = 2nfL, = 27(250kHz)(5.0 mH) = 7.85kO 
Xo = 2nfLy = 27(250kHz)(2.0 mH) = 3.14kO 


One approach is to find the series equivalent resistance and inductive reactance 
for the parallel portion of the circuit; then add the resistances (R, + Rg) to get the 
total resistance and add the reactances (X;; + X;,eq)) to get the total reactance. 
From these totals, you can determine the total impedance. 

Determine the impedance of the parallel portion (Z>) as follows: 


1 1 
G.=—= = 303 uS 
29 R 3.3k0 a 
1 
B= = = 3l 
Pees °°" 
Y, = VG} + B2 = V/G03 pS)? + (318 uS)? = 439 pS 
Then 
il 
Z=—= = 2) 
Y, 439 uS 


The phase angle associated with the parallel portion of the circuit is 


6, = an) = an'( eon ) = 46.4° 
P on 3.14k0 


The series equivalent values for the parallel portion are found in previous chapters 
equations, adapted for parallel RL circuits as follows: 


Req = 22008 Oy = (2.28 kM)cos(46.4°) = 1.57kO 
X1yeq) = Zpsin Oy = (2.28 kM)sin(46.4°) = 1.65kO 


The total circuit resistance is 
ae Bi Req = 4.7 KOPP ko) — 16:27 kO) 
The total circuit reactance is 


Xi(tot) = XT) aia Xieq) = 7.85 kO + 1.65 KO) = 9.50kO 
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The total circuit impedance is 


Zror = V Roy + Xion = V(6.27kQ)? + (9.500)? = 11.4k0 
(b) Use Ohm’s law to find the total current. 


V, 10V 
Zee WW 4k0 


= 877 pA 


Trot ar 


(c) To find the phase angle, view the circuit as a series combination of Rj, and Xp (401). 
The phase angle by which /,,, lags V, is 


a “ue a & ) 
6 = tan ! = tan: = 56.6° 
ae ( ie ee 6070 ae 


Related Problem (a) Determine the voltage across the series part of the circuit in Figure 28. 


(b) Determine the voltage across the parallel part of the circuit. 


« Open Multisim file E12-12. Measure the current through each component. Measure 
, the voltage across Z; and Zp. 


EXAMPLE 13 


Determine the voltage across each component in Figure 29. Draw a current and volt- 
age phasor diagram. 


FIGURE 29 


Solution First, calculate X;, and X7». 
X,, = 2afl, = 2a(2 MHz)(50 wH) = 6280 
Xpp = 2mfLly = 2(2MHz)(100 pH) = 1.26k0 
Now, determine the impedance of each branch. 
Z, = VR? + X32, = VG300)? + (628.0)? = 7090 
Zn = VRB + X2y = VL.0kO)? + (1.26k0)? = 1.61kO 


Calculate each branch current. 


V, 10V 

= >= = 141mA 
Z, 7090 

L Vs aoa 6.21 mA 

7 tok — 
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Now, use Ohm’s law to find the voltage across each component. 
Vri = TR, = (14.1 mA)(330 Q)) = 4.65 V 
Vro = 1nRz = (6.21 mA)1.0kQ) = 6.21 V 


Now determine the values of the angles associated with each branch current. 


BOG 1; / 628 © 
Crt ( = ( ) = 23° 
es CR, a 3300 

Z *2) “(ee 
60> = tan (3 tan LOKO 51.6 


Thus, /, lags V, by 62.3°, and /, lags V, by 51.6°, as indicated in Figure 30(a). 


FIGURE 30 
Vio Vin 


7.82 V 8.85 V 


V,=10V 


(a) (b) 


The phase relationships of the voltages are determined as follows: 
¢ Vp, is in phase with J; and therefore lags V, by 62.3°. 

 V_,, leads J, by 90°, so its angle is 90° — 62.3° = 27.7°. 

¢ Vp is in phase with /> and therefore lags V, by 51.6°. 

¢ Vz» leads J, by 90°, so its angle is 90° — 51.6° = 38.4°. 


These phase relationships are shown in Figure 30(b). 


Related Problem What effect does an increase in frequency have on the total current in Figure 30? 


a0 Open Multisim file E12-13. Measure the voltage across each component and compare 
to the calculated values. 


7 


ply the Pythagorean theorem to get Io. 
le total impedance of the circuit in Figure 29? 
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2 the total current for the circuit in Figure 29. Hint: Find the sum of the hor- 
components of I, and /, and the sum of the vertical components of 1, and 1). 
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7 Power IN RL Circuits 


In a purely resistive ac circuit, all of the energy delivered by the source is dissipated in 
the form of heat by the resistance. In a purely inductive ac circuit, all of the energy 
delivered by the source is stored by the inductor in its magnetic field during a portion 
of the voltage cycle and then returned to the source during another portion of the cycle 
so that there is no net energy conversion to heat. When there is both resistance and 
inductance, some of the energy is alternately stored and returned by the inductance 


When the resistance in a series RL circuit is greater than the inductive reactance, more 
of the total energy delivered by the source is dissipated by the resistance than is stored and 
returned by the inductor. When the reactance is greater than the resistance, more of the to- 
tal energy is stored and returned than is converted to heat. 

As you know, the power dissipated in a resistor is called the true power. The power in an 
inductor is reactive power and is expressed as 


Equation 17 | ae ee 
The generalized power triangle for a series RL circuit is shown in Figure 31. The appar- 


ent power, P,,, is the resultant of the true power, Pry, and the reactive power, P,,. 


» FIGURE 31 


Generalized power triangle for an RL 
circuit. 


P,. (reactive) 


true 


R XL 


10kQ 2.0kO 


578 


www.EngineeringBooksPdf.com 


RL Circuits 


Solution The impedance of the circuit is 


Z= VR? + X2 = V0kO) + (2.0k0)? = 2.24k0 


The current is 


V; 10 V 
Z  2.24k0, 


XxX 2.0kO, 
d= ar( L) = ar( g ) = 63.4° 
R 1.0kO, 


Power factor was defined in previous chapters equation. The power factor is 


PF = cos6@ = cos (63.4°) = 0.448 


= 446mA 


The phase angle is 


The true power is 
Prue = Vs cos 0 = (10 V)(4.46 mA)(0.448) = 20 mW 
The reactive power is 
P, = PX, = (4.46 mA)*(2.0kQ) = 39.8mVAR 
The apparent power is 


P, = PZ = (4.46 mA)*(2.24kQ) = 44.6mVA 


Related Problem _ If the frequency in Figure 32 is increased, what happens to Pyye, P,, and P,? 


Significance of the Power Factor 


Recall that the power factor equals the cosine of 6 (PF = cos 6). As the phase angle be- 
tween the source voltage and the total current increases, the power factor decreases, indi- 
cating an increasingly reactive circuit. A smaller power factor indicates less true power and 
more reactive power. The power factor of inductive loads is called a lagging power factor 
because the current lags the source voltage. 

The power factor (PF’) is important in determining how much useful power (true power) 
is transferred to a load. The highest power factor is 1, which indicates that all of the current 
to a load is in phase with the voltage (resistive). When the power factor is 0, all of the cur- 
rent to a load is 90° out of phase with the voltage (reactive). 

Generally, a power factor as close to | as possible is desirable because then most of the 
power transferred from the source to the load is useful or true power. True power goes only 
one way—from source to load—and performs work on the load in terms of energy dissi- 
pation. Reactive power simply goes back and forth between the source and the load with no 
net work being done. Energy must be used in order for work to be done. 

Many practical loads have inductance as a result of their particular function, and it is es- 
sential for their proper operation. Examples are transformers, electric motors, and speakers, 
to name a few. Therefore, inductive (and capacitive) loads are important considerations. 

To see the effect of the power factor on system requirements, refer to Figure 33. This 
figure shows a representation of a typical inductive load consisting effectively of induc- 
tance and resistance in parallel. Part (a) shows a load with a relatively low power factor 
(0.75), and part (b) shows a load with a relatively high power factor (0.95). Although 
both loads, as indicated by the wattmeters, dissipate the same amount of true power, the 
low power factor load in Figure 33(a) draws more current from the source than does the 
high power factor load in Figure 33(b), as indicated by the ammeters. Therefore, 
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Total current 


True power 
a , 


(a) A lower power factor means more total current for a given (b) A higher power factor means less total current for a given 


power dissipation (watts). A larger 
deliver the true power (watts). 


(a) Total current is the resultant of Jp and [,. 
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source is required to power dissipation. A smaller source can deliver the same true 
power (watts). 


A FIGURE 33 


Illustration of the effect of the power factor on system requirements such as source rating (VA) and 
conductor size. Although the loads are different, they dissipate the same true power. 


the source in part (a) must have a higher VA rating than the one in part (b). Also, the lines 
connecting the source to the load must be a larger wire gauge than those in part (b), a con- 
dition that becomes significant when very long transmission lines are required, such as in 
power distribution. 

Figure 33 has demonstrated that a higher power factor is an advantage in delivering 
power more efficiently to a load. Also, because the electric company charges for apparent 
power, it is less expensive to have a high power factor. 


Power Factor Correction The power factor of an inductive load can be increased by the ad- 
dition of a capacitor in parallel, as shown in Figure 34. The capacitor compensates for the 
phase lag of the total current by creating a capacitive component of current that is 180° out of 
phase with the inductive component. This has a canceling effect and reduces the phase angle 
and the total current, as illustrated in the figure. This causes the power factor to increase. 


Small 


I 
= ——" resultant 1° © 
I ee reactive | 
a a current 
hg I 
= i) R 
A) SL ==. | 8 
| Trot 
1 | 
be Trot | 
VI; Ic<l 
(b) Z¢ subtracts from /;, leaving only a small reactive current, thus decreasing 
Io and the phase angle. 
A FIGURE 34 


Example of how the power factor can be increased by the addition of a compensating capacitor (C,). 
As 6 decreases, PF increases. 


In industrial environments, three-phase motors, arc welders, and similar loads are com- 
mon and tend to look like inductive loads, which cause the current to lag behind the volt- 
age in each phase. The generalized power triangle, shown in Figure 31, can be applied to 
three-phase circuits by considering each phase as having true power and apparent power 
components. Ideally, the current waveform must track the voltage waveform for each phase 
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(implying PF = 1), and the power drawn from each phase must be the same (this is referred to 
a load balancing.) With a balanced load, the capacitor-correction method can be used by con- 
necting a compensating capacitor across each line, as was shown for the single-phase case. 

In some cases, the load on each phase is unbalanced; different loads may cause distor- 
tion of the current waveform. Distortion is caused by nonlinear loads such as switched- 
mode power supplies, discussed in the next section. Loads that are intermittently on (such 
as arc welders) can also change the required power factor correction. These cases require 
more complicated solutions than just a compensating capacitor in each line; active circuits 
are available that can vary the phase angle. 


Calculate the power factor when @ = 50°. 


A certain series RL circuit consists of a 470 ( resistor and an inductive reactance of 
620 © at the operating frequency. Determine Pie, P;, and P; when J = 100 mA. 


8 Basic APPLICATIONS 


Two applications of RL circuits are covered in this section. The first application is a 
basic frequency selective (filter) circuit. The second application is the switching regu- 
lator, a widely used circuit in power supplies because of its high efficiency. The 
switching regulator uses other components, but the RL circuit is emphasized. 


After completing this section, you should be able to 


¢ Describe two examples of RL circuit applications 


The RL Circuit as a Filter 
Like RC circuits, series RL circuits also exhibit a frequency-selective characteristic. 


Low-Pass Characteristic You have seen what happens to the phase angle and the output 
voltage in a series RC lag circuit. In terms of the filtering action of the series RL circuit, the 
variation in the magnitude of the output voltage as a function of frequency is important. 

Figure 35 shows the filtering action of a series RL circuit using a specific series of meas- 
urements in which the frequency starts at 100 Hz and is increased in increments up to 
20 kHz. At each value of frequency, the output voltage is measured. As you can see, the in- 
ductive reactance increases as frequency increases, thus causing less voltage to be dropped 
across the resistor while the input voltage is held at a constant 10 V throughout each step. 
The frequency response curve for these particular values would appear similar to a re- 
sponse curve for the low-pass RC circuit. 


High-Pass Characteristic To illustrate RL high-pass filtering action, Figure 36 shows a 
series of specific measurements. The frequency starts at 10 Hz and is increased in incre- 
ments up to 10 kHz. As you can see, the inductive reactance increases as the frequency 
increases, thus causing more voltage to be dropped across the inductor. Again, when the val- 
ues are plotted, the response curve is similar to the one for a high-pass RC circuit. 
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Frequency 
counter 100 mH 
WO— 
X, = 62.8 0 
Vie = 
10 V 
& 


(a) f= 100 Hz, X, = 62.8 O, V, 


out 


=9.98V (b) f= 1 kHz, X, = 628 0, V,,;= 8.47 V 


100 mH 
WO—+ 


X= 12.6kO 


(c) f= 10 kHz, X, = 6.28 kQ, V,,, = 1.57V (d) f= 20 kHz, X;, = 12.6 kQ, V,,,=791 mV 


A FIGURE 35 


Example of low-pass filtering action. Winding resistance has been neglected. As the input frequency 
increases, the output voltage decreases. 


Frequency 
counter R 
\W—# 
1.0k0 
100 mH 
Vin X, = 6.280 
10 V 
o Oo 


(a) f= 10 Hz, X, =6.28 O, V,,,, = 62.8 mV 


(c) f= 1 KHz, X, = 628 O, Voyp = 5.32 V (d) f= 10 kHz, X;, = 6.28 kQ, Voy = 9.88 V 


A FIGURE 36 


Example of high-pass filtering action. Winding resistance has been neglected. As the input frequency 
increases, the output voltage increases. 
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The Cutoff Frequency of an RL Circuit The frequency at which the inductive reactance 
equals the resistance in a low-pass or high-pass RL circuit is called the cutoff frequency 
and is designated f,. This condition is expressed as 27f.L = R. Solving for f, results in the 
following formula: 


R 


fe = 27L 


As with the RC circuit, the output voltage is 70.7% of its maximum value at f... In a high- 
pass circuit, all frequencies above f,. are considered to be passed and all those below jf, are 
considered to be rejected. The reverse, of course, is true for a low-pass circuit. Bandwidth 
applies to both RC and RL series circuits. 


The Switching Regulator 


In high-frequency switching power supplies, small inductors are used as an essential part of the 
filter section. A switching power supply is much more efficient at converting ac to dc than any 
other type of supply. For this reason it is widely used in computers and other electronic sys- 
tems. A switching regulator precisely controls the dc voltage. One type of switching regulator 
is shown in Figure 37. It uses a transistor switch to change unregulated dc to high frequency 
pulses. The output is the average value of the pulses. The pulse width is controlled by the pulse 
width modulator, which rapidly turns on and off a transistor switch and then is filtered by the 
filter section to produce regulated dc (Ripple in the figure is exaggerated to show the concept). 
The pulse width modulator can increase pulse width if the output drops, or decrease it if the 
output rises, thus maintaining a constant average output for varying conditions. 


Transistor Filter section 
switch 


Open TLE] 


It 
Unregulated de oe 
Diode T G 


Vour 


(on) 


Reference Pulse-width 


modulator Feedback 


Figure 38 illustrates the basic filtering action. The filter consists of a diode, an inductor, 
and a capacitor. The diode is a one-way device for current that you will study in a devices 
course. In this application the diode acts as an on-off switch that allows current in only one 
direction. 

An important component of the filter section is the inductor, which in this type of regulator 
will always have current in it. The average voltage and the load resistor determine the amount 
of current. Recall that Lenz’s law states that an induced voltage is created across a coil that op- 
poses a change in current. When the transistor switch is closed, the pulse is high and current is 
through the inductor and the load as shown in Figure 38(a). The diode is off at this time. Notice 
that the inductor has an induced voltage across it that opposes a change in current. When the 
pulse goes low, as in Figure 38(b), the transistor is off and the inductor develops a voltage in the 
opposite direction than before. The diode acts as a closed switch, which provides a path for cur- 
rent. This action tends to keep the load current constant. The capacitor adds to this smoothing 
action by charging and discharging a small amount during the process. 


Equation 18 


<¢ FIGURE 37 


Diagram showing an inductor in a 
switching regulator. 


www.EngineeringBooksPdf.com 


583 


RL Circuits 


» FIGURE 38 Transistor Filter section 
uugis a tch 
Switching regulator action. — rote I v. 
APRHARLAR = OUT 
Unregulated dc Closed Th = a 
Diode t. R, 
(off) 
Reference 
esa 
(a) Pulse high 
Transistor Filter section 
switch 
sor 
oe ct Your 
Unregulated dc 
Diode a R, 
(on) 
Reference th 
: eae 


low-pass characteristic with a series RL circuit, across which component 


jor advantage of a switching regulator? 
to the pulse width of a switching regulator if the output voltage drops? 


9 TROUBLESHOOTING 


Typical component failures have an effect on the frequency response of basic RL 
circuits. An example of troubleshooting using the APM (analysis, planning, and 
measurement) method is presented. 


After completing this section, you should be able to 
¢ Troubleshoot RL circuits 
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Effect of an Open Inductor The most common failure mode for inductors occurs when 
the winding opens as a result of excessive current or a mechanical contact failure. It is easy to 
see how an open coil affects the operation of a basic series RL circuit, as shown in Figure 39. 
Obviously, there is no path for current, so the resistor voltage is zero and the total source 
voltage appears across the open inductor. 


Effect of an Open Resistor When the resistor is open, there is no current, and the in- 
ductor voltage is zero. The total input voltage appears across the open resistor, as shown in 
Figure 40. 


Vs 
10V 


A FIGURE 39 A FIGURE 40 


Effect of an open coil. Effect of an open resistor. 


Open Components in Parallel Circuits Ina parallel RL circuit, an open resistor or in- 
ductor will cause the total current to decrease because the total impedance will increase. 
Obviously, the branch with the open component will have zero current. Figure 41 illustrates 
these conditions. 


ol il 


(a) Before failure (b) After L opens 


A FIGURE 41 


Effect of an open component in a parallel circuit with V, constant. 


Effect of an Inductor with Shorted Windings Although a rare occurrence, it is possi- 
ble for some of the windings of coils to short together as a result of damaged insulation. 
This failure mode is much less likely than the open coil. A sufficient number of shorted 
windings may result in a reduction in inductance because the inductance of a coil is pro- 
portional to the square of the number of turns. 


Other Troubleshooting Considerations 


The failure of a circuit to work properly is not always the result of a faulty component. A 
loose wire, a bad contact, or a poor solder joint can cause an open circuit. A short can be 


www.EngineeringBooksPdf.com 


585 


586 


RL Circuits 


caused by a wire clipping or solder splash. Wrong values in a circuit (such as an incorrect 
resistor value), the function generator set at the wrong frequency, or the wrong output con- 
nected to the circuit can cause improper operation. 

Always check to make sure that the instruments are properly connected to the circuits 
and to a power outlet. Also, look for obvious things such as a broken or loose contact, a 
connector that is not completely plugged in, or a piece of wire or a solder bridge that could 
be shorting something out. 

The following example illustrates a troubleshooting approach to a circuit containing in- 
ductors and resistors using the APM (analysis, planning, and measurement) method and 
half-splitting. 


EXAMPLE 15 


» FIGURE 42 


The circuit represented by the schematic in Figure 42 has no output voltage, which is 
across Ry. The circuit is physically constructed on a protoboard. Use your trou- 
bleshooting skills to find the problem. 


fe ie ie Ts 
Tr TT TH TT © Vou 
100 mH 100 mH 100 mH 100 mH 
V, 
10V R Ry R; Ry 
4.7kO 4.7kO 4.7kO 4.7kO 
5 kHz 


Apply the APM method to this troubleshooting problem. 
Analysis: First think of the possible causes for the circuit to have no output voltage. 


1. There is no source voltage or the frequency is so high that the inductors appear to be 
open because their reactances are extremely high compared to the resistance values. 


2. There is a short between one of the resistors and ground. Either a resistor could 
be shorted, or there could be some physical short. A shorted resistor is not a 
very common fault. 


3. There is an open between the source and the output. This would prevent current 
and thus cause the output voltage to be zero. An inductor could be open, or the 
conductive path could be open due to a broken or loose connecting wire or a 
bad protoboard contact. 


4. There is an incorrect component value. A resistor could be so small that the 
voltage across it is negligible. An inductor could be so large that its reactance at 
the input frequency is extremely high. 


Planning: You decide to make some visual checks for problems such as the function 
generator power cord not plugged in or the frequency set at an incorrect value. Also, 
broken leads, shorted leads, as well as an incorrect resistor color code or inductor 
value often can be found visually. If nothing is discovered after a visual check, then 
you will make voltage measurements to track down the cause of the problem. You de- 
cide to use a digital oscilloscope and a DMM to make the measurements using the 
half-splitting technique to more quickly isolate the fault. 


Measurement: Assume that you find that the function generator is plugged in and 
the frequency setting appears to be correct. Also, you find no visible opens or shorts 
during your visual check, and the component values are correct. 
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The first step in the measurement process is to check the voltage from the source 
with the scope. Assume a 10 V rms sine wave with a frequency of 5 kHz is observed at 
the circuit input as shown in Figure 43(a). The correct ac voltage is present, so the first 
possible cause has been eliminated. 

Next, check for a short by disconnecting the source and placing the DMM (set on 
the ohmmeter function) across each resistor. If any resistor is shorted (unlikely), the 


From 


function 
generator 


4 
PRESS 

RANGE ap 
AUTORANGE €5> 
TOUCH/HOLD €F> 


vo 
4 1000], 
750 ~ 7 eee 


FUSED © 


te 
PRESS: 
~ RANGE ap 
AUTORANGE €E> 
TOUCH/HOLD €&> 
104 vo 


A oon) 
40 mA 750V~ | gum 


O FUSED © 


From 
function 
TER reetrne 
generator | 
ee ee 
SREP Reeee 
I GND 
— Le! re 
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A FIGURE 43 


(b) A zero voltage at point @) indicates the fault is between point @) and the source. A reading of 8.31 V at point @) shows that L, is open. 
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meter will read zero or a very small resistance. Assuming the meter readings are okay, 
the second possible cause has been eliminated. 

Since the voltage has been “lost” somewhere between the input and the output, you 
must now look for the voltage. You reconnect the source and, using the half-splitting 
approach, measure the voltage at point ® (the middle of the circuit) with respect to 
ground. The DMM test lead is placed on the right lead of inductor Ly, as indicated in 
Figure 43(b). Assume the voltage at this point is zero. This tells you that the part of the 
circuit to the right of point ® is probably okay and the fault is in the circuit between 
point ® and the source. 

Now, you begin tracing the circuit back toward the source looking for the voltage 
(you could also start from the source and work forward). Placing the meter test lead on 
point ®, at the left lead of inductor Ly, results in a reading of 8.31 V as shown in 
Figure 43(b). This, of course, indicates that Ly is open. Fortunately, in this case, a 
component, and not a contact on the board, is faulty. It is usually easier to replace a 
component than to repair a bad contact. 


Related Problem Suppose you had measured 0 V at the left lead of Ly and 10 V at the right lead of Ly. 
What would this have indicated? 


ribe the effect of an inductor with shorted windings on the response of a series 
circuit. 


Application Assignment PUTTING YOUR KNOWLEDGE 


To WORK 


You are given two sealed modules that ; Step 1: Resistance Measurements of Module 1 
Hae been removed fon 4 pan Determine the arrangement of the components and the values of 
cations system that is being modified. "the resistor and winding resistance for module | indicated by the 


Each module has three terminals and Wemncien readings in Figure 45. 


is labeled as an RL circuit, but no specifications are given. Your 
assignment is to test the modules to determine the type of circuit | Step 2: AC Measurements of Module 1 
and the component values. : 

The sealed modules have three terminals labeled IN, GND, 
and OUT as shown in Figure 45. You will apply your 


Determine the inductance value for module | indicated by the 
test setup in Figure 46. 


knowledge of series RL circuits and some basic measurements | i 
: Step 3: Resistance Measurements of Module 2 


to determine the internal circuit configuration and the compo- 
nent values. ' Determine the arrangement of the components and the values of 


| the resistor and the winding resistance for module 2 indicated by 
: the meter readings in Figure 47. 
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RL filter 
module 1 


IN. GND OUT 


ot : qe 
PRESS PRESS 
RANGE @> ~ RANGE @ap 
AUTORANGE €5> AUTORANGE > 
TOUCH/HOLD €&> TOUCHIHOLD €x> 
10 va 
() 
a 1000 V = h 
40 mA 750V ~ | om 


© FUSED ; O 


A FIGURE 45 


Resistance measurements of module 1. 


To Ch 1 


GND OUT 


To Ch2 


RL filter 
module 1 


From signal 
generator 


A FIGURE 46 


AC measurements for module 1. 


» FIGURE 47 


Resistance measurements of 
module 2. 


RL filter 
module 2 
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To Ch 1 
ol 
=) 
° 
uu N 1 
Lo a 
= z 
a 3 o a ToCh2 
Ce 
z 2 
From signal 
generator 
A FIGURE 48 
AC measurements for module 2. 
Step 4: AC Measurements of Module 2 : Review 
Determine the inductance value for module 2 indicated by the 1. If the inductor in module | were open, what would 
test setup in Figure 48. you measure on the output with the test setup of 
: Figure 46? 
2. If the inductor in module 2 were open, what would 
you measure on the output with the test setup of 
Figure 48? 


° 


When a sinusoidal voltage is applied to an RL circuit, the current and all the voltage drops are also 
sine waves. 


Total current in an RL circuit always lags the source voltage. 

The resistor voltage is always in phase with the current. 

In an ideal inductor, the voltage always leads the current by 90°. 

In an RL lag circuit, the output voltage lags the input voltage in phase. 


In an RL lead circuit, the output voltage leads the input voltage in phase. 


¢-¢¢ © OO 


In an RL circuit, the impedance is determined by both the resistance and the inductive reactance 
combined. 


Impedance is expressed in units of ohms. 
The impedance of an RL circuit varies directly with frequency. 


The phase angle (6) of a series RL circuit varies directly with frequency. 


¢-¢ ¢ ¢ 


You can determine the impedance of a circuit by measuring the source voltage and the total cur- 
rent and then applying Ohm’s law. 


In an RL circuit, part of the power is resistive and part reactive. 
The phasor combination of resistive power (true power) and reactive power is called apparent power. 


The power factor indicates how much of the apparent power is true power. 


¢-¢ ¢ ¢ 


A power factor of 1 indicates a purely resistive circuit, and a power factor of 0 indicates a purely 
reactive circuit. 


¢ 


In a circuit that exhibits frequency selectivity, certain frequencies are passed to the output while 
others are rejected. 
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Inductive susceptance (B,) The reciprocal of inductive reactance. The unit is the siemens. 


RL lag circuit A phase shift circuit in which the output voltage, taken across the resistor, lags the 
input voltage by a specified angle. 


RL lead circuit A phase shift circuit in which the output voltage, taken across the inductor, leads 
the input voltage by a specified angle. 


Series RL impedance 
Series RL phase angle 
Total voltage in a series RL circuit 


Series RL phase angle 


Phase angle of an RL lag circuit 


Output voltage of lag circuit 


Phase angle of an RL lead circuit 


Output voltage of an RL lead circuit 


RX, 
9 Z = Parallel RL impedance 
VR? + X} 
R 
10 @O= tn (=) Parallel RL phase angle 
L 
1 
11 G= R Conductance 
1 . 
12 By ==> Inductive susceptance 
XL 
1 . 
13 Y= Z Admittance 


14 Yio = VG* + B? 
I In = VR + 


I 
16 O0= tan (74) 
Tr 


17. ~P, = PX, 


18) =f, = = 


ANSV ers are at the end of the chapter. 


Total admittance 


Total current in parallel RL circuit 
Parallel RL phase angle 
Reactive power 


Cutoff frequency of RL circuit 


1. In an ac circuit where R = X_, the phase angle is 45°. 


2. In an ac series RL circuit where 3.0 V is dropped across the resistor and 4.0 V is dropped 


across the inductor, it follows that the source voltage is 5.0 V. 


3. In an ac series RL circuit, the current and voltage are in phase for the inductor. 


> 


. In an ac parallel RL circuit, the inductive susceptance is always less than the admittance. 
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5. In an ac parallel RL circuit, the voltage across the inductor is out of phase with the voltage 
across the resistor. 
6. The unit siemens is used to measure both susceptance and admittance. 
7. The reciprocal of impedance is susceptance. 
8. If the power factor of a circuit is 0.5, the reactive power and true power are equal. 
9. A purely resistive circuit has a power factor of 0. 
10. A high-pass series RL filter has the output taken from across the resistor. 
P Answers are at the end of the chapter. 
1. In aseries RL circuit, the resistor voltage 
(a) leads the source voltage (b) lags the source voltage 
(c) is in phase with the source voltage (d) is in phase with the current 
(e) answers (a) and (d) (f) answers (b) and (d) 
2. When the frequency of the voltage applied to a series RL circuit is increased, the impedance 
(a) decreases (b) increases (c) does not change 
3. When the frequency of the voltage applied to a series RL circuit is decreased, the phase 
angle 
(a) decreases (b) increases (c) does not change 
4. If the frequency is doubled and the resistance is halved, the impedance of a series RL circuit 
(a) doubles (b) halves 
(c) remains constant (d) cannot be determined without values 
5. To reduce the current in a series RL circuit, the frequency should be 
(a) increased (b) decreased (c) constant 
6. Ina series RL circuit, 10 V rms is measured across the resistor, and 10 V rms is measured 
across the inductor. The peak value of the source voltage is 
(a) 14.14V (b) 28.28 V (c) 10V (d) 20V 
7. The voltages in Question 6 are measured at a certain frequency. To make the resistor voltage 
greater than the inductor voltage, the frequency is 
(a) increased (b) decreased (c) doubled (d) not a factor 
8. When the resistor voltage in a series RL circuit becomes greater than the inductor voltage, the 
phase angle 
(a) increases (b) decreases (c) is not affected 
9. When the frequency is increased, the impedance of a parallel RL circuit 
(a) increases (b) decreases (c) remains constant 
10. Ina parallel RL circuit, there are 2 A rms in the resistive branch and 2 A rms in the inductive 
branch. The total rms current is 
(a) 4A (b) 5.656A (c) 2A (d) 2.828 A 
11. You are observing two voltage waveforms on an oscilloscope. The time base (sec/div) of the 
scope is set to 10 ys. One half-cycle of the waveforms covers the ten horizontal divisions. The 
positive-going zero crossing of one waveform is at the leftmost division, and the positive-going 
zero crossing of the other is three divisions to the right. The phase angle between these two 
waveforms is 
(a) 18° (b) 36° (ce) 54° (d) 180° 
12. Which of the following power factors results in the least energy conversion to heat in an RL 
circuit? 
(a) 1 (b) 0.9 (c) 0.5 (d) 0.1 
13. Ifa load is purely inductive and the reactive power is 10 VAR, the apparent power is 
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14. For a certain load, the true power is 10 W and the reactive power is 10 VAR. The apparent power is 
(a) 5 VA (b) 20 VA (c) 14.14 VA (d) 100 VA 

15. The cutoff frequency of a certain low-pass RL circuit is 20 kHz. The bandwidth is 
(a) 20 kHz (b) 40 kHz (c) 0 kHz (d) unknown 


The purpose of these exercises is to help develop thought processes essential to troubleshooting. 
Answers are at the end of the chapter. 


Determine the cause for each set of symptoms. Refer to Figure 49. 


A FIGURE 49 


The ac meters indicate the correct readings for this circuit. 


1. Symptom: The ammeter reading is 15.9 mA, and the voltmeter 1 and voltmeter 2 readings are zero. 
Cause: 
(a) L, is open. 
(b) Ly is open. 
(c) R, is shorted. 


2. Symptom: The ammeter reading is 8.47 mA, the voltmeter | reading is 8.47 V, and the volt- 
meter 2 reading is 0 V. 


Cause: 

(a) Ly is open. 
(b) R is open. 
(c) R> is shorted. 


3. Symptom: The ammeter reading is slightly less than 20 mA, and both voltmeter readings are 
slightly less than 10 V. 


Cause: 

(a) L, is shorted. 

(b) Ry, is open. 

(c) The source frequency is incorrectly set very low. 


4. Symptom: The ammeter reading is 4.55 mA, voltmeter | reads 2.53 V, and voltmeter 2 reads 
2.15 V. 


Cause: 
(a) The source frequency is incorrectly set at 500 kHz. 
(b) The source voltage is incorrectly set at 5 V. 


(c) The source frequency is incorrectly set at 2 MHz. 
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5. Symptom: All meter readings are zero. 
Cause: 
(a) The voltage source is faulty or off. 
(b) L; is open. 
(c) Either (a) or (b) 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1 Sinusoidal Response of RL Circuits 


1. A 15 kHz sinusoidal voltage is applied to a series RL circuit. Determine the frequency of J, Vp, 
and V_. 


2. What are the waveshapes of J, Vr, and V;, in Problem 1? 


SECTION 2 Impedance and Phase Angle of Series RL Circuits 


3. Find the impedance of each circuit in Figure 50. 


> FIGURE 50 X, X, R 
500 0 1.0kOQ 1.5kO 
V, R V, 
10 V 1.0kQ 5V 
(a) (b) 


4. Determine the impedance and phase angle in each circuit in Figure 51. 


> FIGURE 51 R, L, 


Ly 
WTB —HD. Wy 
470 0 


47Q 50mH_ 100 mH 


V, _ R V, = Ei Ly 
a4) f = 100 Hz 100 sv f= 20 KHZ S) 5.0 mHS 8.0 mH 


(a) (b) 


5. In Figure 52, determine the impedance at each of the following frequencies: 
(a) 100 Hz (b) 500 Hz (c) 1 kHz (d) 2 kHz 


> FIGURE 52 


WTO 


120, 0.02 H 


6. Determine the values of R and X, ina series RL circuit for the following values of impedance 
and phase angle: 


(a) Z = 200,06 = 45° (b) Z = 500 0,6 = 35° 
(ce) Z = 2.5kO,0 = 72.5° (d) Z = 998 0,6 = 45° 
SECTION 3 Analysis of Series RL Circuits 


7. If the frequency of the source is increased to 1 kHz in the circuit in Figure 51(a), calculate the 
voltage across the total resistance. 
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8. Determine the voltage across the total resistance and across the total inductance in Figure 51(b). 


9. Find the current for each circuit of Figure 50. 
10. Calculate the total current in each circuit of Figure 51. 


11. Determine 6 for the circuit in Figure 53. 


12. If the inductance in Figure 53 is doubled, does 6 increase or decrease, and by how many de- 


grees? 


13. Draw the waveforms for V,, Ve, and V;, in Figure 53. Show the proper phase relationships. 


14. For the circuit in Figure 54, find Vp and V;, for each of the following frequencies: 


(a) 60 Hz (b) 200 Hz (c) 500Hz = (d) 1 kHz 


L R 
W AI. Wy 


1 100 mH 
V, 

60 Hz V, ‘= 300 Hz 
1V 0.1H sy f 

A FIGURE 53 A FIGURE 54 


15. For the lag circuit in Figure 55, determine the phase lag of the output voltage with respect to 


the input for the following frequencies: 
(a) 1 Hz (b) 100 Hz (c) 1 kHz (d) 10 kHz 
16. Repeat Problem 15 for the lead circuit in Figure 56. 


L R 
TH ° \My ° 
10H 39 kO 
Vin R Vin 
1V @ 39 kO Vout 50 mV A) 10H Vout 
6 re) ¢ re) 
A FIGURE 55 A FIGURE 56 
SECTION 4_ Impedance and Phase Angle of Parallel RL Circuits 
17. What is the impedance for the circuit in Figure 57? 
18. Repeat Problem 17 for the following frequencies: 
(a) 1.5 kHz (b) 3 kHz (c) 5 kHz (d) 10 kHz 
19. At what frequency does X;, equal R in Figure 57? 
SECTION 5 Analysis of Parallel RL Circuits 
20. Find the total current and each branch current in Figure 58. 
1 a : *« Ys & 
f=2kHz 800 WH 120, 10 V 2.2kO 
A FIGURE 57 A FIGURE 58 
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21. Determine the following quantities in Figure 59: 


(a) Z (b) Tr (c) T, (d) Lot (e) 0 
22. Convert the circuit in Figure 60 to an equivalent series form. 


Oo 
Ry 
v, : P 6.8 kO xX, 
50V R 5.0kO 
5602, 25 mH 2 
f=2 kHz 4.7kO, 
= = — (e; 
A FIGURE 59 A FIGURE 60 


SECTION 6 _ Analysis of Series-Parallel RL Circuits 
23. Determine the voltage across each element in Figure 61. 
24. Is the circuit in Figure 61 predominantly resistive or predominantly inductive? 


25. Find the current in each branch and the total current in Figure 61. 


> FIGURE 61 R, 
220 0 
V, 
Cv ae Q 
f= 100 kHz io 


SECTION 7 Power in RL Circuits 


26. In acertain RL circuit, the true power is 100 mW, and the reactive power is 340 mVAR. What 
is the apparent power? 


27. Determine the true power and the reactive power in Figure 53. 
28. What is the power factor in Figure 58? 
29. Determine Pry, P;, P,, and PF for the circuit in Figure 61. Draw the power triangle. 


SECTION 8 Basic Applications 


30. Plot the response curve for the circuit in Figure 55. Show the output voltage versus frequency 
in 1 kHz increments from 0 Hz to 5 kHz. 


31. Using the same procedure as in Problem 30, plot the response curve for Figure 56. 


32. Draw the voltage phasor diagram for each circuit in Figures 55 and 56 for a frequency 
of 8 kHz. 


SECTION 9 Troubleshooting 


33. Determine the voltage across each component in Figure 62 if L; were open. 


34. Determine the output voltage in Figure 63 for each of the following failure modes: 


(a) L; open (b) L, open (c) Ry; open (d) ashort across R> 


> FIGURE 62 L R; 
10 mH 5.6kO, 


Vv R, Ry Ly 
Fete 7 ee 3.3kO 8.0 mH 
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re L> R 
TR-TM AW ° 
8.0 WH 40H 100.0 
Vv, 
sv CQ) ia a es qv 
1 MHz 
) 
ADVANCED PROBLEMS 
35. Determine the voltage across the inductors in Figure 64. 
> FIGURE 64 R R; 
o—\W WV 
560 33.0 
25V Ry Ly e 
f = 400 Hz 220, 50 mH 50 mH 
° 
36. Is the circuit in Figure 64 predominantly resistive or predominantly inductive? 
37. Find the total current in Figure 64. 
38. For the circuit in Figure 65, determine the following: 
(a) Zio (D) tion =O 8G) VC) Vir3 
39. For the circuit in Figure 66, determine the following: 
@la Oli Ol TW Ip 
Xio X13 
Ry Ry 75 0, 45.0, 
AM AM R R, 
1.0kO 5.6kO, 
v, , bi AM AW ? 
(sv R, R; Si, P y 470 68.0 
: 1.2kO, 3.3kO Om 5 
f= 80 kH A) 40 V Xi 
100 
| I, tot 
A FIGURE 65 A FIGURE 66 
40. Determine the phase shift and attenuation (ratio of V,,,, to V;,) from the input to the output for 
the circuit in Figure 67. 
41. Determine the attenuation from the input to the output for the circuit in Figure 68. 
L Ry Ry R Ly Ly 
Vin=lV 50mH | 5.6kO 3.9 kO Voss V,=1V 1000 1.0 mH 1.0 mH ' 
f= 10 kHz R, R; Rs f=10kHz a L, Ls out 
{ ako sa BH oko {i I 20mH &2.0mH 1.0 mH ia 
A FIGURE 67 A FIGURE 68 
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42. Design an ideal inductive switching circuit that will provide a momentary voltage of 2.5 kV 
from a 12 V de source when a switch is thrown instantaneously from one position to another. 
The drain on the source must not exceed 1 A. 


43. Draw the schematic for the circuit in Figure 69 and determine if the waveforms on the scope 
are correct. If there is a fault in the circuit, identify it. 


Scope probe 
and ground clip 


From 
function 


generator 

1 V peak eee 

Peer eerae 

FRPP rerrrte 
| PEER RReeee 1 
“fee ——om oom 

(a) Oscilloscope display (b) Circuit with leads connected 
A FIGURE 69 


=] =MULTISIM TROUBLESHOOTING PROBLEMS 


all 44. Open file P12-44; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault and, if so, identify it. 


45. Open file P12-45. Determine if there is a fault and, if so, identify it. 
46. Open file P12-46. Determine if there is a fault and, if so, identify it. 
47. Open file P12-47. Determine if there is a fault and, if so, identify it. 
48. Open file P12-48. Determine if there is a fault and, if so, identify it. 
49. Open file P12-49. Determine if there is a fault and, if so, identify it. 


SECTION CHECKUPS 


SECTION 1 Sinusoidal Response of RL Circuits 
1. The current frequency is at 1 kHz. 
2. @ is closer to 0° when R > X;. 


SECTION 2 Impedance and Phase Angle of Series RL Circuits 
1. V, leads I. 
2. X, =R 
3. In an RL circuit, current lags voltage; in an RC circuit, current leads voltage. 
4. Z= VR? + XZ = 59.9kO;0 = tan '(X,/R) = 56.6° 


SECTION 3 Analysis of Series RL Circuits 
1. V, = VVp + V2 = 3.61 V 
2. @ = tan | (X,/Vp) = 56.3° 


3. When fincreases, X; increases, Z increases, and 6 increases. 
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SECTION 5 


SECTION 6 


SECTION 7 


SECTION 8 


SECTION 9 
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4. & = 90° — tan |(X,/R) = 81.9° 


R 
5. Vout = ( 


VR? + XF 


Vin = 9.90 V 


Impedance and Phase Angle of Parallel RL Circuits 
1,7= 1/¥ = 200 
2. Y= VG + By = 2.5mS 


3. Toy lags V; by 32.1°. 


Analysis of Parallel RL Circuits 

1. [pp = Vs¥ = 32mA 

2. 6 = tan '(I,/Ip) = 59.0°; Lior = Vik + I = 23.3mA 
3. 6 = 90° 


Analysis of Series-Parallel RL Circuits 


1. Tor = VUycos 6, + Iycos 63)? + (ysin 6, + b sin 6)? = 20.2mA 
2. Z = V,/Inor = 494.0, 


Power in RL Circuits 

1. Power dissipation is in the resistor. 

2. PF = cos 50° = 0.643 

3. Puue = PR = 4.7W:P, = PX, = 6.2 VAR: Pg = V Pee + PZ = 7.18 VA 


Basic Applications 
1. Output is across the resistor. 
2. The switching regulator is more efficient than other types. 


3. The pulse width increases. 


Troubleshooting 
1. Shorted windings reduce L and thereby reduce X; at any given frequency. 


2. Tio, decreases, Vp; decreases, and Vp> increases when L opens. 


RELATED PROBLEMS FOR EXAMPLES 
1 2.04kQ; 27.8° 

423 pA 

No 

12.6 kQ; 85.5° 

32° 

12.3 V rms 

65.6° 

8.14 kQO; 35.5° 

3.70 mS 

14.0 mA; 71.1° 

14.9 mA 

(a) 8.04 V 

(b) 2.00 V 


SC Prrntan & Be WY 


—_— —_ 
ne SS 
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13 Current decreases. 
14 Prue, P;, and P,, decrease. 


15 Open connection between L; and Ly 


TRUE/FALSE QUIZ 
1. T 2. T 3. F 4. T 5. F 6. T 7. F 8. T 9. F 


SELF-TEST 

1. (f) 2. (b) 3. (a) 4. (d) 5. (a) 6. (d) 7. (b) 
8. (b) 9% (a) 10(d) WC 12@ 13) 14 (©) 
15. (a) 


TROUBLESHOOTING: SYMPTOM AND CAUSE 
1. (c) 2. (a) 3. (c) 4. (b) 5. (c) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. 15 kHz 

3. (a) 1.12kO, (b) 1.8k0 

5. (a) 17.40, (b) 640, (c) 1270, (d) 2510, 
7. 0.302 V 

9. (a) 8.94 mA (b) 2.77 mAO 

11. 38.7° 


13. See Figure P-14. 


> 6 
A FIGURE P-14 
15. (a) 0.092° (b) 9.15° (c) 58.2° (d) 86.4° 
17. 7.690 
19. 2.39 kHz 
21. (a) 2740 (b) 89.3 mA (c) 159 mA 
(d) 183 mA (e) 60.7° (Tio lagging V;) 


23. Vp, = 7.92 V; Var = Vz = 20.8V 
25. Io, = 36mA; 1, = 33.2 mA; [p> = 13.9MA 
27. 13.0 mW; 10.4 mVAR 


29. PF = 0.386: Prue = 347 mW; P, = 692 mVAR: 
P, = 900mVA 


31. See Figure P-15. 
33. Vri = Vii = 18V; Vr2 = Vr3 = Vi =O0V 
35. 5.57 V 
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> f (kHz) 


A FIGURE P-15 


37. 343 mA 

39. (a) 405 mA (b) 228 mA (c) 333 mA (d) 335 mA 
41. 0.133 

43. See Figure P-16. 

45. Ly is open. 

47. R, is open. 

49. L, is shorted. 


1 V peak THM 
fone ° AW AW, —] Vout 


3.3 kO 4.7kO 6.8 kO, 


A FIGURE P-16 


FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
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UITS 


RESONANCE 


AND 


Impedance and Phase Angle of Series RLC Circuits 
Analysis of Series RLC Circuits 

Series Resonance 

Series Resonant Filters 

Parallel RLC Circuits 

Parallel Resonance 

Parallel Resonant Filters 

Applications 


Application Assignment: Putting Your Knowledge 
to Work 


ON AU PWN = 


Determine the impedance and phase angle of a series RLC circuit 
Analyze series RLC circuits 

Analyze a circuit for series resonance 

Analyze series resonant filters 

Analyze parallel RLC circuits 

Analyze a circuit for parallel resonance 

Analyze the operation of parallel resonant filters 


Discuss some applications of resonant circuits 


Series resonance 
Resonant frequency 
Band-pass filter 
Cutoff frequency 
Half-power frequency 
Decibel (dB) 
Selectivity 

Band-stop filter 


Sr 2 2 2 2 


Parallel resonance 


Streeter Photography/Alamy 
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The application assignment in this chapter requires that } 
plot a frequency response curve for a resonant filter wit 
known characteristics. From the frequency response mea 
urements, you will identify the type of filter and determin@’s 
the resonant frequency and the bandwidth. After studying 
this chapter, you should be able to complete the applicatiogney 
assignment. wi 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Ve - 
In this chapter, you will learn about frequency response off : 
circuits with combinations of resistance, capacitance, andaf 
ductance (RLC). Both series and parallel RLC circuits, inc ut 
ing the concepts of series and parallel resonance will be 
discussed. 

Because it is the basis for frequency selectivity, resonaneg 


in electrical circuits is important to the operation of many 


is based on the principle of resonance. 

The operation of both band-pass and band-stop filters 
based on resonance of circuits containing inductance and 
pacitance, and these filters are discussed in this chapter. 
Also, certain system applications are presented. 


RLC Circuits AND RESONANCE 


Gs 1 IMPEDANCE AND PHASE ANGLE OF SERIES RLC CIRCUITS 


A series RLC circuit contains resistance, inductance, and capacitance. Since inductive 
reactance and capacitive reactance have opposite effects on the circuit phase angle, the 
total reactance is less than either individual reactance. 


After completing this section, you should be able to 


A series RLC circuit is shown in Figure 1. It contains resistance, inductance, and 
capacitance. 


R Lp € 
MW ——B—§_ 


A FIGURE 1 


Series RLC circuit. 


As you know, inductive reactance (X,) causes the total current to lag the source voltage. 
Capacitive reactance (X() has the opposite effect: It causes the current to lead the voltage. 
Thus, X; and X¢ tend to offset each other. When they are equal, they cancel, and the total 
reactance is zero. In any case, the total reactance in a series circuit is 


Equation 1 Xo = |X_ — Xcl 


The term |X, — Xcl means the absolute value of the difference of the two reactances. That 
is, the sign of the result is considered positive no matter which reactance is greater. For ex- 
ample, 3 — 7 = —4, but the absolute value is 


Ia -7=4 


When X;, > X¢c, the circuit is predominantly inductive; and when Xc > X,, the circuit is 
predominantly capacitive. 
The total impedance for a series RLC circuit is given by 


Equation 2 Ztot = VR? + xy 


and the value of the phase angle between V, and J is 
X, 
Equation 3 0= tan-"( 22’) 


The phase angle is positive (current leading voltage) when the circuit is inductive and neg- 
ative (current lagging voltage) when the circuit is capacitive. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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EXAMPLE 1 Determine the total impedance and the phase angle for the series RLC circuit in 
Figure 2. 
FIGURE 2 
R E 
AM — 
560 0 100 mH 
V, f= 1 kHz Cc 0.56 WF 


Solution First, find X¢ and X;. 
1 1 
2afC 2a(1 kHz)(0.56 pF) 
X, = 2nfL = 27(1 kHz)(100 mH) = 628 ©} 


Xe = 2840 


In this case, X; is greater than X¢, so the circuit is more inductive than capacitive. The 
magnitude of the total reactance is 


Xor = |X, — Xcl = 1628. — 2840] = 3440 (inductive) 
The total circuit impedance is 
Zot = VR? + X2, = V(560.0) + (344.0)? = 6570 
The phase angle (between J and V,) is 


X, 344 0, 
0= ar( ut) = an( ) = 31.6° (current lagging V,) 


560 © 


Related Problem’ Increase the frequency in Figure 2 to 2000 Hz and determine Z and 0. 


* Answers are at the end of the chapter. 


As you have seen, when the inductive reactance is greater than the capacitive reactance, the 
circuit appears to be inductive, and the current lags the source voltage. When the capacitive re- 
actance is greater, the circuit appears to be capacitive, and the current leads the source voltage. 


iow you can determine if a series RLC circuit is inductive or capacitive. 
S RLC circuit, X- is 150 © and X; is 80 QO. What is the total reactance in 
circuit inductive or capacitive? 
2 the impedance for the circuit in Question 2 when R = 45 ©. What is the 
le? Is the current leading or lagging the source voltage? 


2 ANALYSIS OF SERIES RLC Circuits 


Recall that capacitive reactance varies inversely with frequency and that inductive 
reactance varies directly with frequency. In this section, the combined effects of the 
reactances as a function of frequency are examined. 
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After completing this section, you should be able to 


¢ Analyze series RLC circuits 


606 


Figure 3 shows that for a typical series RLC circuit the total reactance behaves as follows: 
Starting at a very low frequency, X¢ is high, X; is low, and the circuit is predominantly capaci- 
tive. As the frequency is increased, Xc decreases and X7 increases until a value is reached 
where Xc = X, and the two reactances cancel, making the circuit purely resistive. This condi- 
tion is series resonance and will be studied in Section 3. As the frequency is increased further, 
X,, becomes greater than X¢, and the circuit is predominantly inductive. Example 2 illustrates 
how the impedance and phase angle change as the source frequency is varied. 


> 


Pees Capacitive: | Inductive: 


Xc>X, X,>Xc 


How X- and X, vary with frequency. 


Reactance 


X,=Xc 


Series resonance 


The graph of X, is a straight line, and the graph of X¢ is curved, as shown in Figure 3. 
The general equation for a straight line is y = mx + b, where m is the slope of the line and 
b is the y-axis intercept point. The formula X; = 27/L fits this general straight-line 
formula, where y = X, (a variable), m = 27rL (a constant), x = f(a variable), and b = 0 
as follows: X, = 27Lf + 0. 

The Xc¢ curve is called a hyperbola, and the general equation of a hyperbola is xy = k. 
The equation for capacitive reactance, Xc = 1/27fC, can be rearranged as Xcf = 1/27C 
where x = X¢ (a variable), y = f (a variable), and k = 1/27C (a constant). 


R T L 
3.3.kO, 0.022 uF 100 mH 
Vs 
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(a) Atf = 1kHz, 
=a 1 

2nfC  2m(1 kHz)(0.022 pF) 
X, = 2nfL = 27(1kHz)(100 mH) = 628 0 


Xc 


= 7.23 kO, 


The circuit is highly capacitive because X¢ is much larger than X;. The magnitude 
of the total reactance is 


Xtor = Xz — Xcel = [6280 — 7.23 kQ| = 6.6k0 
The impedance is 


Z = VR + X2, = VB.3k0) + (6.6k0) = 7.38kO 


The phase angle is 


x, 6.60 kO, 
= =| LOLA ll = ° 
6 = tan ( R ) tan ( 33kN ) 63.4 


T leads V, by 63.4°. 
(b) At f = 3.5 kHz, 


1 
2m (3.5 kHz)(0.022 uF) 
X, = 27(3.5kHz)(100 mH) = 2.20 kO 


ve = HO) 


The circuit is very close to being purely resistive but is slightly inductive because 
X_ is slightly larger than Xc¢. The total reactance, impedance, and phase angle are 


ee 20K) — 2.07kQ| = 1300 
Z = VB.3kO) + (1300)? = 3.30kO 


1302 
San = DON 
a (88) 6 


Tlags V, by 2.26°. 
(c) At f = 5 kHz, 


1 
~ 2m(5kHz)(0.022 F) 
X,, = 2(5kHz)(100 mH) = 3.14kO 


Xe = 1.45k0 


The circuit is now predominantly inductive because X; > Xc. The total reactance, 
impedance, and phase angle are 


Xtor = 13.14kO — 1.45kO| = 169k 
Z = VB.3k0) + (1.69kO)* = 3.71kO 


1.69kO 
De ar( ad ) = Wie 
3.3kO 


T lags V, by 27.1°. 


Notice how the circuit changed from capacitive to inductive as the frequency in- 
creased. The phase condition changed from the current leading to the current lagging. 
It is important to note that both the impedance and the phase angle decreased to a min- 
imum and then began increasing again as the frequency went up. 


Determine Z for f = 7 kHz in Figure 4. 
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In a series RLC circuit, the capacitor voltage and the inductor voltage are always 180° out 
of phase with each other. For this reason, Vc and V;, subtract from each other, and thus the 
voltage across L and C combined is always less than the larger individual voltage across 
either component, as illustrated in Figure 5 and in the waveform diagram of Figure 16. 


| aii Vil 


0 > 
y 
A FIGURE 5 A FIGURE 6 
The voltage across the series combi- Inductor voltage and capacitor volt- 
nation of C and L is always less than age effectively subtract because they 
the larger individual voltage across are out of phase. 


either C or L. 


In the next example, Ohm’s law is used to find the current and voltages in a series RLC 
circuit. 


cross each component in Figure 7, and draw a complete voltage pha- 
e voltage across L and C combined. 


X, 
25kO, 


= |X, — Xd = |25kO — 60kQ| = 35kO 


= VR + 2, = VI5KOY + 35k)? = 82.8kO 
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Apply Ohm’s law to find the current. 


V, 10V 
Ze) 828k0 


I = Ws 


Now, apply Ohm’s law to find the voltages across R, L, and C. 
Vr = IR = (121 pA)(75kQ) = 9.08 V 
V, = IX, = (121 wA)(25kQ) = 3.03 V 
Vo = IXc = (121 wA)(60kQ) = 7.26 V 
The voltage across L and C combined is 
Ver = Vo — Vy = 7.26V — 3.03 V = 4.23 V 


The circuit phase angle is 


=I Xtot = 35 kO, 
— t — — fe} 
6 an ( ) tan (2 ) 25) 


Since the circuit is capacitive (Xc > X_), the current leads the source voltage 
by 25°. 

The phasor diagram is shown in Figure 8. Notice that V, is leading Vp by 90°, and 
Vc is lagging Vp by 90°. Also, there is a 180° phase difference between V, and Vc. If 
the current phasor were shown, it would be at the same angle as Vp. 


FIGURE 8 


Related Problem What will happen to the current as the frequency of the source voltage in Figure 7 is 
increased? 


ages occur in a certain series RLC circuit: Vp = 24V, V, = 15V, 
nine the source voltage. 

2,X¢ = 18kO, and X, = 12kO, does the current lead or lag the 
shy? 


al reactance in Question 2. 
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3 SERIES RESONANCE 


Ina series RLC circuit, series resonance occurs when X; = Xc. The frequency at which 
resonance occurs is called the resonant frequency and is designated f.. 


After completing this section, you should be able to 


« Analyze a circuit for series resonance 


Figure 9 illustrates the series resonant condition. Since the reactances are equal and 
effectively cancel, the impedance is purely resistive. These resonant conditions are stated as 
X, = Xc 
Z,=R 


> FIGURE 9 X,=X¢ 


R 
At the resonant frequency (f,), the AN, KTP | | AW 


reactances are equal in magnitude 
and effectively cancel, leaving 


Ss 


Z= f 


each other, the impedance equals the resistance. 


Z, = R = 1000 


cy, is the circuit more inductive or more capacitive? 


At the series resonant frequency, the voltages across C and L are equal in magnitude be- 
cause the reactances are equal. The same current is through both since they are in series 
UXc = IX_,). Also, V; and Vc are always 180° out of phase with each other. 
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During any given cycle of the input voltage, the polarities of the voltages across C and L 
are opposite, as shown in parts (a) and (b) of Figure 11. The equal and opposite voltages 
across C and L cancel, leaving zero volts from point A to point B as shown in the figure. 
Since there is no voltage drop from A to B but there is still current, the total reactance must 
be zero, as indicated in Figure 1 1(c). Also, the voltage phasor diagram in part (d) shows that 
Vc and V;, are equal in magnitude and 180° out of phase with each other. 


Vc v Vc v 
i A B Va A B Ks 
+[J- - + -ypt + - 
W300 s W400 3 00° 
aS iT a V, 
QE | @pe omen a 
90° 
Ne 
(a) (b) (d) 
A FIGURE 11 
At the resonant frequency, f,, the voltages across C and L are equal in magnitude. Since they are 180° out 
of phase with each other, they cancel, leaving 0 V across the CL combination (point A to point B). The sec- 
tion of the circuit from A to B effectively looks like a short at resonance (neglecting winding resistance). 
Series Resonant Frequency 
For a given series RLC circuit, resonance occurs at only one specific frequency. A formula 
for this resonant frequency is developed as follows: 
Xr = Xc 
Substitute the reactance formulas, and solve for the resonant frequency (f,). 
2f,-L : 
af,L = — 
" 2Tf-C 
(Qmf,L)(Qnf,C) = 4n?f?LC = 1 
1 
2 —= 
Ir AmLC 
Take the square root of both sides. The formula for resonant frequency is 
f, : Equation 4 
= —— uation 
On VEC : 
EXAMPLE 5 Find the series resonant frequency for the circuit in Figure 12. 
» FIGURE 12 
L Cc 
560 uH 27 nF 1500 
V, 
Solution The resonant frequency is 
if : : 40.9 kH 
= = = 40. Z 
"— %VLC  2aV(560 wH)(27 nF) 


www.EngineeringBooksPdf.com 


611 


RLC Circuits AND RESONANCE 


Related Problem If C = 0.01 wF in Figure 12, what is the resonant frequency? 


= 


“| Open Multisim file E13-05; files are found at www.pearsonhighered.com/floyd/. 


Determine the series resonant frequency by measurement. 


> FIGURE 13 


An illustration of how the voltage 
and current amplitudes respond in a 
series RLC circuit as the frequency is 
increased from below to above its 
resonant value. The source voltage is 
held at a constant amplitude. 
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Voltage and Current Amplitudes in a Series RLC Circuit 


The current and voltage amplitudes in a series RLC circuit vary as the frequency is in- 
creased from below the resonant frequency, through resonance, and then above resonance. 
Figure 13 illustrates the general response of a circuit in terms of changes in the current and 
in the voltage drops. The Q (quality factor) of the circuit is assumed to be sufficiently 


V, 0 


s 
f Ww ) 
\S Vo~ | 


© © 


|H_— 


(a) As frequency is increased below resonance from 0: X¢ > X,, / increases from 0, Vp increases from 0, 
Vc increases from V,, V, increases from 0, and V;, decreases from V,. 


V, Pp mM, 
MHI ] AW, } 
A [oly] 
ae Jere | 
© © © © © 


| 


(b) At the resonant frequency, X¢ = X;. 


|| 


(c) As frequency is increased above resonance: X¢ < X,, J decreases from V,/R, Vp decreases from V,, 
Vc decreases from (V,/R)X¢, V, decreases from (V,/R)X,, and V~, increases from 0. 
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high so it has no effect on the response. The Q is the ratio of reactive power to true power 
and is discussed later in this chapter. 


Below the Resonant Frequency Figure 13(a) indicates the response as the source fre- 
quency is increased from zero toward f,. At f = 0 Hz (dc), the capacitor appears open and 
blocks the current. Thus, there is no voltage across R or L, and the entire source voltage 
appears across C. The impedance of the circuit is infinitely large at 0 Hz because Xc¢ is 
infinite (C is open). As the frequency begins to increase, Xc decreases and X,, increases, 
causing the total reactance, Xc — Xz, to decrease. As a result, the impedance decreases and 
the current increases. As the current increases, Vr also increases, and both Vc and V;, 
increase. The voltage across C and L combined decreases from its maximum value of V, 
because as Vc and V; approach the same value, their difference becomes less. 


At the Resonant Frequency When the frequency reaches its resonant value, f,, as shown 
in Figure 13(b), Vc and V; can each be much larger than the source voltage. Vc and V;, can- 
cel, leaving 0 V across the combination of C and L because the voltages are equal in magni- 
tude but opposite in phase. At this point the total impedance is equal to R and is at its 
minimum value because the total reactance is zero. Thus, the current is at its maximum 
value, V,/R, and Vp is at its maximum value, which is equal to the source voltage. 


Above the Resonant Frequency As the frequency is increased above resonance, as indi- 
cated in Figure 13(c), X; continues to increase and X¢ continues to decrease, causing the total 
reactance, X, — Xc, to increase. As a result, there is an increase in impedance and a decrease 
in current. As the current decreases, Vp also decreases and Vc and V; decrease. As Vc and V;, 
decrease, their difference becomes greater, so Vey increases. As the frequency becomes very 
high, the current approaches zero, both Vp and V¢ approach zero, and V; approaches V,. 

Figure 14(a) and (b) illustrate the responses of current and voltage to increasing fre- 
quency, respectively. As frequency is increased, the current increases below resonance, 
reaches a peak at the resonant frequency, and then decreases above resonance. The resistor 
voltage responds in the same way as the current. 


(a) Current (b) Resistor voltage 
Vo Vv VoL 
A A A 


I, 


(c) Capacitor voltage (d) Inductor voltage 


A FIGURE 14 


Generalized current and voltage magnitudes as a function of frequency in a series RLC circuit. V- and V, 
can be much larger than the source voltage. The shapes of the graphs depend on particular circuit values. 
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(e) Voltage across C and L combined 


613 


RLC Circuits AND RESONANCE 


The general slopes of the Vc and V; curves are indicated in Figure 14(c) and (d). The 
voltages are maximum at resonance but drop off above and below f,. The voltages across L 
and C at resonance are exactly equal in magnitude but 180° out of phase, so they cancel. 
Thus, the total voltage across both L and C is zero, and Vr = V, at resonance. Individually, 
V, and Vc can be much greater than the source voltage. Keep in mind that V; and Vc are 
always opposite in polarity regardless of the frequency, but only at resonance are their mag- 
nitudes equal. The voltage across the C and L combination decreases as the frequency in- 
creases below resonance, reaching a minimum of zero at the resonant frequency; then it 
increases above resonance, as shown in Figure 14(e). 

The curves in Figure 14 are generalized curves, which depend on the particular compo- 
nents in the circuit. The shape will depend greatly on Q. You can plot these curves for any 
circuit by constructing the circuit in Multisim and using the Bode plotter. The Bode plotter 
in Multisim is a fictitious instrument that plots the frequency response based on where the 
probes are placed. The response of the resistor in Example 5 is shown in Figure 15. 


> FIGURE 15 
> Bode Plotter-XBP1 
Multisim response of the resistor in Mods 
Example 5. . 
Horizontal Vertical 
Lica JCin je ie 
F| 100 oe 2 kee — 
al i a Hz 
Controls 
5,609e+001 u + Out = 
EXAMPLE 6 Find /, Vp, Vz, and Vc at resonance in Figure 16. 
» FIGURE 16 
R xX, as 
2202 1002 ig9g 
V, 
50 mV 
Solution Atresonance, J is maximum and equal to V,/R. 
V. 50 mV 
p= => = 227mA 
R 220, 
Apply Ohm’s law to obtain the voltages. 
Vr = IR = (2.27mA)(22 0) = 50mV 
V, = IX, = (2.27mA)(100Q) = 227mV 
Vo = IX¢ = (2.27 mA)(100 9) = 227 mV 
Notice that all of the source voltage is dropped across the resistor. Also, of course, V; 
and Vc are equal in magnitude but opposite in phase. This causes the voltages to can- 
cel, making the total reactive voltage zero. 
Related Problem What is the current at resonance in Figure 16 if X, = Xc = 1kQ? 
614 
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The Impedance of a Series RLC Circuit 


Figure 17 shows a general graph of impedance versus frequency superimposed on the 
curves for Xc and X;. At zero frequency, both X¢ and Z are infinitely large and X,, is zero 
because the capacitor looks like an open at 0 Hz and the inductor looks like a short. As the 
frequency increases, Xc decreases and X, increases. Since X¢ is larger than X;, at frequen- 
cies below f,, Z decreases along with Xc. At f,, Xc = X, and Z = R. At frequencies above 
J, Xi becomes increasingly larger than Xc, causing Z to increase. 


Z(Q) <4 FIGURE 17 
A 


Series RLC impedance as a function 
of frequency. 


nine the impedance at the following frequencies: 


(c) 1 kHz above f, 


R 
1000 
L 
V, 100 mH 
C 
LL 0.01 uF 
lto R. 

Z=R= 1000 


2 above and below f,, first calculate the resonant 


5.03 kHz 


2mV(100 mH)(0.01 xF) 
icy and reactances are as follows: 


kHz = 5.03 kHz — 1kHz = 4.03 kHz 


=> = 3.95 kO 
277(4.03 kHz)(0.01 wF) 


L = 277(4.03 kHz)(100 mH) = 2.53 kQ 
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eactance and the impedance at f, — 1 kHz are 
— Xl = |2.53kQ — 3.95kO| = 1.42k0 
+ X2, = Vdo00Y + (1.42k0) = 1.42k0 


f = 5.03 kHz + 1kHz = 6.03 kHz 

1 
27(6.03 kHz)(0.01 uF) 
X,, = 21(6.03 kHz)(100 mH) = 3.79 kO 
eactance and the impedance at f. + 1 kHz are 
= [3.79kO, — 2.64kQ0] = 1.15kO 
Z= Va000Y + (.15k0) = 1.15kO 


<r = 2.64k0, 


in part (c), Z is inductive. 


y, 1 kHz below resonance, and 1 kHz above resonance. 


nce if fis decreased below 4.03 kHz? Above 6.03 kHz? 


07. Measure the current and the voltage across each element 


The Phase Angle of a Series RLC Circuit 


At frequencies below resonance, Xc > X;, and the current leads the source voltage, as in- 
dicated in Figure 19(a). The phase angle decreases as the frequency approaches the reso- 
nant value and is 0° at resonance, as indicated in part (b). At frequencies above resonance, 
X;, > Xc, and the current lags the source voltage, as indicated in part (c). As the frequency 
goes higher, the phase angle approaches 90°. A plot of phase angle versus frequency is 


shown in Figure 19(d). 
>» FIGURE 19 Fi 


The phase angle as a function of fre- V Vv 
quency in a series RLC circuit. 


a] g=0° Y 
0 7] 
(a) Below f,, J leads V,. (b) At f,, is in phase with V,. (c) Above f,, I lags V,. 
A 


90° (/ lags V,) 


0° > f 
—90° (J leads V,) XS kX, Xs he 
Capacitive: Inductive: 
y I leads V, T lags V, 


(d) Phase angle versus frequency. 


616 


www.EngineeringBooksPdf.com 


RLC Circuits AND RESONANCE 


is the condition for series resonance? 

the current maximum at the resonant frequency? 

ate the resonant frequency for C = 1000 pF and L = 1000 pH. 
estion 3, is the circuit inductive, capacitive, or resistive at 50 kHz? 


4 SERIES RESONANT FILTERS 


A common use of series RLC circuits is in filter applications. In this section, you will 


learn the basic configurations for passive band-pass and band-stop filters and several 
important filter characteristics. 


After completing this section, you should be able to 
¢ Analyze series resonant filters 
¢ Identify a basic series resonant band-pass filter 


¢ Define and determine bandwidth 


The Band-Pass Filter 


A basic series resonant band-pass filter is shown in Figure 20. Notice that the series LC 
portion is placed between the input and the output and that the output is taken across the 
resistor. 


L <4 FIGURE 20 
| | aire A basic series resonant band-pass 
} filter. 
Vout 


; 
! 


A band-pass filter allows signals at the resonant frequency and at frequencies within 
a certain band (or range) extending below and above the resonant value to pass from input 
to output without a significant reduction in amplitude. Signals at frequencies lying outside 
this specified band (called the passband) are reduced in amplitude to below a certain level 
and are considered to be rejected by the filter. 

The filtering action is the result of the impedance characteristic of the filter. As you 
learned in Section 3, the impedance is minimum at resonance and has increasingly 
higher values below and above the resonant frequency. At very low frequencies, the 
impedance is very high and tends to block the current. As the frequency increases, the 
impedance drops, allowing more current and thus more voltage across the output resistor. 
At the resonant frequency, the impedance is very low and equal to the total resistance of the 
circuit (winding resistance plus R). At this point there is maximum current and the result- 
ing output voltage is maximum. As the frequency goes above resonance, the impedance 
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7.07 V 


WH 
Kye 
| Vout 


10 V 


I 
RY yy | 
Vv, u } 


L6 6 6 6 


(a) As the frequency increases to fj, V,,,; increases (b) As the frequency increases from / to f,, V,,,, increases 
to 7.07 V. from 7.07 V to 10 V. 


7.07 V 


WWW) 
pz) 


out 


© © 


R R 
(c) As the frequency increases from f, to fy, V,,,, decreases (d) As the frequency increases above f9, V,,,, decreases 
from 10 V to 7.07 V. below 7.07 V. 
A FIGURE 21 


Example of the frequency response of a series resonant band-pass filter with the input voltage at a 
constant 10 V rms. The winding resistance of the coil is neglected. 


again increases, causing the current and the resulting output voltage to drop. Figure 21 
illustrates the general frequency response of a series resonant band-pass filter. 


Bandwidth of the Passband 


The bandwidth (BW) of a band-pass filter is the range of frequencies for which the current 
(or output voltage) is equal to or greater than 70.7% of its value at the resonant frequency. 
Figure 22 shows the bandwidth on the response curve for a band-pass filter. 

The frequencies at which the output of a filter is 70.7% of its maximum are the cutoff 
frequencies. Notice in Figure 22 that frequency f,, which is below f,, is the frequency at 
which J (or V,,;) is 70.7% of the resonant value (j¢,); f, is commonly called the lower 


> FIGURE 22 TorV 


out 


Generalized response curve of a se- 
ries resonant band-pass filter. 


> f 
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cutoff frequency. At frequency fo, above f,, the current (or V,,;) is again 70.7% of its 
maximum; f is called the upper cutoff frequency. Other names for f; and f are —3 dB fre- 
quencies, critical frequencies, band frequencies, and half-power frequencies. (The term 


decibel, abbreviated dB, is defined later in this section.) 
The formula for calculating the bandwidth is 


BW =f. -fi Equation 5 


The unit of bandwidth is the hertz (Hz), the same as for frequency. 


EXAMPLE 8 


Solution 


Related Problem 


A certain series resonant band-pass filter has a maximum current of 100 mA at the 
resonant frequency. What is the value of the current at the cutoff frequencies? 


Current at the cutoff frequencies is 70.7% of maximum. 


Tp = Ip = 0.707 max = 0.707000 mA) = 70.7 mA 


Will a change in the cutoff frequencies affect the current at the new cutoff frequencies 
if the maximum current remains 100 mA? 


EXAMPLE 9 


Solution 


Related Problem 


A resonant circuit has a lower cutoff frequency of 8 kHz and an upper cutoff frequency 
of 12 kHz. Determine the bandwidth. 


BW = fp — fy = 12kHz — 8kHz = 4kHz 


What is the bandwidth when f, = 1.0 MHz and f, = 1.2 MHz? 


Half-Power Points of the Filter Response 


As previously mentioned, the upper and lower cutoff frequencies are sometimes called the 
half-power frequencies. This term is derived from the fact that the true power from 
the source at these frequencies is one-half the power delivered at the resonant frequency. 
The following steps show that this relationship is true for a series resonant circuit. 

At resonance, 


Pia = Tuak 
The power at f| (or f2) is 
Pa = TAR = (0.107 Imax)’R = (0.707) FmaxR = 0.5FraxR = 0.5Pmax 


Decibel (dB) Measurement 


Another common term for the upper and lower cutoff frequencies is —3 dB frequencies. 
The decibel (dB) is ten times the logarithmic ratio of two powers, which can be used to 
express the input-to-output relationship of a filter. The following equation expresses a 
power ratio in decibels: 


P. out . 
dB = 10 loa( Equation 6 
P. in 
The decibel formula using a voltage ratio is based on the previous formula for the power 
ratio with voltages measured across equal resistances. 
Vout . 
dB = 20 log( $2") Equation 7 
Vin 
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EXAMPLE 10 Ata certain frequency, the output power of a filter is 5 W and the input power is 10 W. 

Express the power ratio in decibels. 

Pope 5 W 

Solution 10 lo (Za) = 10lo ( = 10log(0.5) = —3.01 dB 
Bl p. 8\ iow (0.5) 
Related Problem Express in decibels the ratio V,,;/Vin = 0.2. 
The —3 dB Frequencies The output of a filter is said to be down 3 dB at the cutoff fre- 
quencies. As you know, this frequency is the point at which the output voltage is 70.7% of 
the maximum voltage at resonance. We can show that the 70.7% point is the same as 3 dB 
below maximum (or —3 dB) as follows. The maximum voltage is the 0 dB reference. 
0.707 Vinax \ 7 
20 log} ————— } = 20 1og(0.707) = —3 dB 
max 

Selectivity of a Band-Pass Filter 
The response curve in Figure 22 is also called a selectivity curve. Selectivity defines how 
well a resonant circuit responds to a certain frequency and discriminates against all others. 
The narrower the bandwidth, the greater the selectivity. 

In the ideal response, we assume that a resonant circuit accepts frequencies within its 
bandwidth and completely eliminates frequencies outside the bandwidth. Such is not actu- 
ally the case, however, because signals with frequencies outside the bandwidth are not 
completely eliminated. Their magnitudes, however, are greatly reduced. The further the 
frequencies are from the cutoff frequencies, the greater the reduction, as illustrated in 
Figure 23(a). An ideal selectivity curve is shown in Figure 23(b). 

Amplitude 
A 
Frequencies between /, and f, Frequencies from f, and f, 
ji er ee we are passed through the filter with 1 are assumed to be passed 
amplitudes no less than 70.7% of equally. All frequencies 
maximum. outside the passband are 
ce | ta Frequencies outside passband aa 
| | are reduced to less than 70.7% 
| I of maximum and are considered 
to be rejected. 
I 
I 
0 > f > 
fi h fi iD 
ee ees a 
Passband Passband 
(a) Actual (b) Ideal 
A FIGURE 23 


Generalized selectivity curve of a band-pass filter. 


The factor that determines the selectivity of a practical band-pass filter is the steepness 
of the response curve, as illustrated in Figure 24. A more selective filter attenuates 
(reduces) frequencies outside the passband more quickly than a less selective filter. In 
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Amplitude <4 FIGURE 24 
A 


Comparative selectivity curves. The 
blue curve represents the greatest 
selectivity. 


aa 


communication systems, a highly selective filter will differentiate between a desired signal 
(such as from a radio station) and a nearby one. 


The Quality Factor (Q) of a Resonant Circuit 


The quality factor (Q) for a coil is the ratio of the reactive power (at a specified frequency) 
to the true power, which is dissipated in the winding resistance of the coil (L). In a series 
resonant circuit, the Q of the circuit includes any other resistance in series with the coil, so 
the circuit Q may be lower than the Q of the coil alone because R includes more than just 
the coil resistance. The Q of a series resonant circuit is the ratio of the reactive power in L 
to the true power in R. The quality factor is important in resonant circuits. A formula for 0 
is developed as follows: 


reactive power [°X;, 


true power PR 
The 7’ terms cancel, leaving 
Xi 
Q=- 2 


Since Q varies with frequency because X,, varies, we are interested mainly in Q at reso- 
nance. Note that Q is a ratio of like units (ohms) which cancel and, therefore, Q has no unit 
itself. The quality factor is also known as unloaded Q because it is defined with no load 
across the coil. 


Equation 8 


t resonance for the circuit in Figure 25. 
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0.047,F  2-0mH 
2 
16.4 kHz 
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Determine the inductive reactance. 
X, = 2af,L = 27(16.4kHz)(2.0 mH) = 2060 
The quality factor is 


X, 2060, 
Bb 
g R 390, 


Calculate Q at resonance if C in Figure 25 is halved. The resonant frequency 
will increase. 


Equation 9 


How Q Affects Bandwidth A higher value of circuit Q results in a smaller bandwidth. 
A lower value of Q causes a larger bandwidth. A formula for the bandwidth of a resonant 
circuit in terms of Q is 


EXAMPLE 12 


Solution 


Related Problem 


What is the bandwidth of the filter in Figure 26? 


FIGURE 26 


c 
° | TH ° 


0.0047 uF 10 mH 


R 
Vin 510 Vow 
° O 


The total resistance is 
Rio = R + Rw = 510 + 500 = 1010 
Determine the bandwidth as follows: 


1 1 
Ir a/Ee 2mV(10 mH)(0.0047 uF) 
X, = 2af.L = 2n(23.2 kHz)(10 mH) = 1.46kO 


= 23.2 kHz 


Fae 1460 
es =e 
es i010 = 
f 232kHz 
Bi = = 1.60kH 
O 14.5 . 


Determine the bandwidth if L is changed to 50 mH with the some winding resistance 
in Figure 26. 


Open Multisim file E13-12. Determine the bandwidth by measurement. How closely 
does this result compare to the calculated value? 
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The Band-Stop Filter 


The basic series resonant band-stop filter is shown in Figure 27. Notice that the output 
voltage is taken across the LC portion of the circuit. This filter is still a series RLC circuit, 
just as the band-pass filter is. The difference is that in this case, the output voltage is taken 
across the combination of L and C rather than across R. 


t 


The band-stop filter rejects signals with frequencies between the lower and upper cut- 
off frequencies and passes those signals with frequencies below and above the cutoff val- 
ues, as shown in the response curve of Figure 28. The range of frequencies between the 
lower and upper cutoff points is called the stopband. This type of filter is also referred to 
as a band-elimination filter, band-reject filter, or a notch filter. 


—m——— =~ —>0 
—— ss 


A FIGURE 27 


A basic series resonant band-stop filter. 


Amplitude 
A 
1 
0.707 
| 
| 
| 
| 
| 
| f 
0 or. ~f 
f Sf h 
—— as 
Stopband 


A FIGURE 28 


Generalized response curve for a band-stop filter. 


All the characteristics that have been discussed in relation to the band-pass filter apply 
equally to the band-stop filter, with the exception that the response curve of the output volt- 
age is opposite. For the band-pass filter, V,,,, is maximum at resonance. For the band-stop 
filter, V7 1S minimum at resonance. 

At very low frequencies, the LC combination appears as a near open due to the high X¢, 
thus allowing most of the input voltage to pass through to the output. As the frequency in- 
creases, the impedance of the LC combination decreases until, at resonance, it is zero (ide- 
ally). Thus, the input signal is shorted to ground, and there is very little output voltage. As 
the frequency goes above its resonant value, the LC impedance increases, allowing an in- 
creasing amount of voltage to be dropped across it. The general frequency response of a se- 
ries resonant band-stop filter is illustrated in Figure 29. 
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7.07 V 
R | out }] R | out 
tT Cc 10 V 
L E 
(a) As frequency increases to f;, V,,,, decreases (b) As frequency increases from / to f,, V,,,, decreases 
from 10 V to 7.07 V. from 7.07 V to 0 V. 


10V 


TU) } 
wy, ly 1 


7.07 V 


SL) 
out 


\ 
I 


Wy Tr © © Wy Tr 6 © 


“ 10 V c 
L L 
(c) As frequency increases from f,. to fy, V,,,, increases (d) As frequency increases above fy, V,,,, increases 
from 0 V to 7.07 V. toward 10 V. 
A FIGURE 29 


Example of the frequency response of a series resonant band-stop filter with V;,, at a constant 
10 V rms. The winding resistance is neglected. 


an apply the voltage-divider formula to find V,,,;. 


\. —_ ( O@ = 
Yn = ex #100 mV = 39.0mV 
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Determine the bandwidth as follows: 
1 1 


"VLC 2 V/(15 mH)(0.01 pF) 
X, = 2af,L = 20(13.0 kHz)(15 mH) = 1.22kO 


13.0 kHz 


ae X, 1.22kO 
a = = = 59 
Pay «70 
1.22 kH 
pw-i= Z = 810 Hz 
O 15.9 


Related Problem What happens to V,,,,; if the frequency is increased above resonance? Below 


resonance? 

Open Multisim file E13-13. Verify the calculated value of the resonant frequency 
and then measure the output voltage at resonance. Determine the bandwidth by 
measurement. 


ge of a certain band-pass filter is 15 V at the resonant frequency. What 
he cutoff frequencies? 
d-pass filter, f, = 120 kHz and Q = 12. What is the bandwidth of 


Iter, is the current minimum or maximum at resonance? Is the output 
im or maximum at resonance? 


5 PARALLEL RLC Circuits 


In this section, you will learn how to determine the impedance and phase angle of a 
parallel RLC circuit. Current relationships and series-parallel to parallel conversions 
are discussed. 


After completing this section, you should be able to 
¢ Analyze parallel RLC circuits 
¢ Calculate the impedance 
¢ Calculate the phase angle 
¢ Determine all currents 


¢ Convert from a series-parallel RLC circuit to an equivalent parallel form 


Impedance and Phase Angle 


The circuit in Figure 31 consists of the parallel combination of R, L, and C. To find the 
admittance, add the conductance (G) and the total susceptance (B,,,) as phasor quantities. 
B,o; 1s the difference of the inductive susceptance and the capacitive susceptance. 


Biot = |B, = Bc 
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» FIGURE 31 
Parallel RLC circuit. 


Therefore, the formula for admittance is 


Equation 10 Y= VG@ + Bi, 


The total impedance is the reciprocal of the admittance. 


ae 
tot Y 
The phase angle of the circuit is given by the following formula: 
B 
Equation 11 d= tan“"( 5) 


When the frequency is above its resonant value (Xc < X,), the impedance of the circuit 
in Figure 31 is predominantly capacitive because the capacitive current is greater, and the 
total current leads the source voltage. When the frequency is below its resonant value 


(X;, < Xc), the impedance of the circuit is predominantly inductive, and the total current 
lags the source voltage. 


nd the phase angle for the parallel RLC circuit in 


100 uS 
>, = V(100 pS) + (100 nS = 141.4 nS 
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The phase angle is 


: sm) (@ is 
6 = tan! ='t = 45° 
a ( G > \ 100 pS 


Related Problem Is the impedance of the circuit in Figure 32 predominantly inductive or predominantly 
capacitive? 


Current Relationships 


In a parallel RLC circuit, the current in the capacitive branch and the current in the inductive 
branch are always 180° out of phase with each other (neglecting any coil resistance). For this 
reason, Jc and /; subtract from each other, and thus the total current into the parallel 
branches of L and C is always less than the largest individual branch current, as illustrated 
in Figure 33 and in the waveform diagram of Figure 34. Of course, the current in the resis- 
tive branch is always 90° out of phase with both reactive currents, as shown in the current 
phasor diagram of Figure 35. Notice that /¢ is plotted on the positive y-axis and that J; is 
plotted on the negative y-axis. The total current can be expressed as 


lion = VIR + Tex 


| i] ) 
nwt ll, | 
© © 


A FIGURE 33 
The total current into the parallel combination of C and L is the difference of the two branch currents 
(iq = lic — hh). 


ToL 


[ 
1 ig - o 


+ I LTT 


A FIGURE 34 A FIGURE 35 


Ic and 1, effectively subtract. Current phasor diagram for a paral- 
lel RLC circuit. 
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where Jc, is the absolute value of the difference of the two currents, lIc _ ir|, and is the 
total current into the L and C branches. 
The phase angle can also be expressed in terms of the branch currents as 


I 
Equation 13 0= tan-"( 44) 
Tr 
EXAMPLE 15 Find each branch current and the total current in Figure 36. Draw a diagram of their 
relationship. 
FIGURE 36 
V, R Xc x 


s L 
5.0 V 2.2kO, 5.0kO, 10kQ 


Solution Apply Ohm’s law to find each branch current. 


V, 5.0V 
a = 2.27mA 
Sk | 22k0 
V, 5.0V 
Ic=== = 1.0mA 
ae ) SOKO 
Te O.0Y 
I= = = 0.5mA 
ORD 


The total current is the phasor sum of the branch currents. 
Icy = lic = I; = 0.5mA 
lion = Vp + By = V2.27mA) + (0.5 mAY = 2.32mA 


The phase angle is 


d= ian (7) = tani( oom ) = 12.4° 
Ir 2.27 mA 


The total current is 2.32 mA, leading V, by 12.4°. Figure 37 is the current phasor 
diagram for the circuit. 


FIGURE 37 


Ic =1.0mA 


ho =2.30 mA. 
iad tot 


Ip =2.27mA Y, 


i, =0.5 mA 


Related Problem Will the total current increase or decrease if the frequency in Figure 36 is 
increased? Why? 


Conversion of Series-Parallel to Parallel 


The particular series-parallel configuration shown in Figure 38 is important because it rep- 
resents a circuit having parallel L and C branches, with the winding resistance of the coil 
taken into account as a series resistance in the L branch. 
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The series-parallel circuit in Figure 38 can be viewed in an equivalent purely parallel 
form, as indicated in Figure 39. This equivalent form will simplify the analysis of parallel 
resonant characteristics that will be discussed in Section 6. 


° ° 
Rw 
—— 0, Ryveq) Leg SG 
L 
° ° 
A FIGURE 38 A FIGURE 39 
A series-parallel RLC circuit Parallel equivalent form of the 
(Q = X,/Ry). circuit in Figure 38. 


The equivalent inductance, Leg, and the equivalent parallel resistance, Rpeq), are given 
by the following formulas: 


Q+1 ; 
Leg = L oF Equation 14 
Rpeq) = Rw@Q@ + Equation 15 


where Q is the quality factor of the coil, X,/Ry. Derivations of these formulas are quite in- 
volved and thus are not given here. Notice in the equations that fora Q = 10, the value of 
Leq is approximately the same as the original value of L. For example, if L = 10 mH and 
Q = 10, then 


107 + 1 


io ) = 10mH(1.01) = 10.1 mH 


t= Ww mu 


The equivalency of the two circuits means that at a given frequency, when the same 
value of voltage is applied to both circuits, the same total current is in both circuits and the 
phase angles are the same. Basically, an equivalent circuit simply makes circuit analysis 
more convenient. 


0.022 uF 


X, = 2afL = 27(15.9 kHz)(5.0 mH) = 5000 


www.EngineeringBooksPdf.com 


629 


RLC Circuits AND RESONANCE 


Xx 
XL _ 500 0 50 
Ry 250 
= 5.0 mH. 
el resistence is 


: Ry(Q? + 1) = (259)20" + 1) = 10.0k0 


ince (Rpeq)) appears in parallel with R; as shown in Figure 41 (a). 
ve a total parallel resistance (Rp) Of 3.38 kQ, as indicated 


Parallel equivalent 
of inductive branch 


in Figure 40 

0.022 uF 
: Ry (eq) a M Ry ctor) Leg 

1kO : 10.0 kO Sen 3.38 kO, 5.0 mH ne HF 


branch parallel circuit, R = 1500, Xc = 1000 Q, and X,; = 500 at a 
lency. Determine the current in each branch when V, = 12V. 


Question 1 capacitive or inductive? Why? 


lent parallel inductance and resistance for a 20 mH coil with a winding 
0 © at a frequency of 1 kHz. 


6 PARALLEL RESONANCE 


In this section, we will first look at the resonant condition in an ideal parallel LC cir- 
cuit. Then, we will examine the more realistic case where the resistance of the coil is 
taken into account. 


After completing this section, you should be able to 
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¢ Determine current and phase angle at resonance 


¢ Determine parallel resonant frequency 


Condition for Ideal Parallel Resonance 


Ideally, parallel resonance occurs when X; = Xc. The frequency at which resonance oc- 
curs is called the resonant frequency, just as in the series resonant circuit. When X; = Xc, 
the two branch currents, Jc and J; are equal in magnitude, and, of course, they are always 
180° out of phase with each other. Thus, the two currents cancel and the total current is 
zero, as presented in Figure 42. In this ideal case, the winding resistance of the coil is 
assumed to be zero. 


Ig 
Tc 
asa VY 
0 Lot 
be 
(a) Parallel circuit at resonance (X¢ = X;, Z= 0) (b) Current phasors (c) Current waveforms 


A FIGURE 42 


An ideal parallel LC circuit at resonance. 


Since the total current is zero, the impedance of the parallel LC circuit is infinitely large 
(CO). These ideal resonant conditions are stated as follows: 


Xp, = Xc 
Z, = 06 


Parallel Resonant Frequency 


For an ideal parallel resonant circuit, the frequency at which resonance occurs is deter- 
mined by the same formula as in series resonant circuits. 


1 


f= 2a VLC 


Currents in a Parallel Resonant Circuit 


The currents in a parallel LC circuit vary as the frequency is increased from below the res- 
onant value, through resonance, and then above the resonant value. Figure 43 illustrates the 
general response of an ideal circuit in terms of changes in the currents. 


Below the Resonant Frequency Figure 43(a) indicates the response as the source fre- 
quency is increased from zero toward f,. At very low frequencies, Xc is very high and X, is 
very low, so most of the current is through L. As the frequency increases, the current 
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| tot 


(a) As frequency is increased below resonance: X¢ > X;, 1, >Ic, 


RLC Circuits AND RESONANCE 


tt 
a 
IW Tc 


(b) At the resonant frequency: X¢ = X,, 1; =J¢, and Ij5, = 0. 


I, decreases, Jc increases, and I,,, decreases. 


ANDS DINSIP 


When you check the 
resonant frequency of 
an LC circuit using a 
function generator, the 
Thevenin resistance of 
the generator increases the Q of the 
circuit. A generator with an internal 
resistance of 600 © can significantly 
broaden the bandwidth of the 
resonant circuit. To reduce the Q 
and obtain a narrower bandwidth, a 
small parallel resistor can be placed 
across the generator output. The 
drawback of this method is that the 
signal amplitude from the generator 
is reduced. 


Equation 17 
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i, 
anit! 
Sa 


©) 
O) 


(c) As frequency is increased above resonance: X; > X¢, I, <I¢, 
I, decreases, /¢ increases, and J,,, increases. 


A FIGURE 43 


An illustration of how the currents respond in a parallel LC circuit as the frequency is varied from 
below resonance to above resonance. The source voltage amplitude is constant. 


through L decreases and the current through C increases, causing the total current to de- 
crease. At all times, /; and Jc are 180° out of phase with each other, and thus the total cur- 
rent is the difference of the two branch currents. During this time, the impedance is 
increasing, as indicated by the decrease in total current. 


At the Resonant Frequency When the frequency reaches its resonant value, f,, as shown 
in Figure 43(b), Xc and X;, are equal, so Jc and J; cancel because they are equal in magni- 
tude but opposite in phase. At this point the total current is at its minimum value of zero. 
Since /j,; 1s zero, Z is infinite. Thus, the ideal parallel LC circuit appears as an open at f,. 


Above the Resonant Frequency As the frequency is increased above resonance, as in- 
dicated in Figure 43(c), Xc continues to decrease and X; continues to increase, causing the 
branch currents again to be unequal, with J; being larger. As a result, total current increases 
and impedance decreases. As the frequency becomes very high, the impedance becomes 
very small due to the dominance of a very small X¢ in parallel with a very large X. 


In summary, the current dips to a minimum as the impedance peaks to a maximum at 
parallel resonance. The expression for the total current into the L and C branches is 


Tie = [Tr — Ic| 
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el combination, what is the current in each component 


V, f L Cc 
2.0 V if 680 wH 180 pF 
1 
—— = 455 kHz (a standard frequency) 
(680 #H)(180 pF) 


1z)(680 wH) = 1.94kO 


Tor = I, — Icl = OA 
for and capacitor if the circuit is tuned to 470 kHz. 


Determine the resonant frequency by measurement. Deter- 
C at the resonant frequency. 


Tank Circuit 


The parallel resonant LC circuit is often called a tank circuit. The term tank circuit refers 
to the fact that the parallel resonant circuit stores energy in the magnetic field of the coil 
and in the electric field of the capacitor. The stored energy is transferred back and forth be- 
tween the capacitor and the coil on alternate half-cycles as the current goes first one way 
and then the other when the inductor deenergizes and the capacitor charges, and vice versa. 
This concept is illustrated in Figure 45. 


<@ FIGURE 45 
i | — 
a Energy storage in an ideal parallel 
V, { \ L —¢ poe L ky resonant tank circuit. 
a a ae vf 
(a) The coil deenergizes as the capacitor charges. (b) The capacitor discharges as the coil energizes. 
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Parallel Resonant Conditions in a Nonideal Circuit 


So far, the resonance of an ideal parallel LC circuit has been examined. Now let’s consider 
resonance in a tank circuit with the winding resistance taken into account. Figure 46 shows 
a nonideal tank circuit and its parallel RLC equivalent. 


> FIGURE 46 
A practical treatment of parallel reso- = 2 
nant circuits includes the winding re- i 
sistance. =p = Roveq) | Leg 
| . 
Oo ® Oo © © 


(a) Nonideal tank circuit (b) Parallel RLC equivalent 


If the winding resistance is the only resistance in the circuit, the quality factor, Q, of the 
circuit at resonance is simply the Q of the coil. 


In terms of circuit component values, the Q can also be expressed as 


ae 1 /L 
RwVC 
These equations for Q include only the winding resistance, Ry, for the coil and neglect any 
loading effect due to the source resistance or a load resistor. Additional resistance in the cir- 
cuit will cause Q to be lower, but this effect can be alleviated by taking the output across a 
series “sense” resistor. Example 23 will show how to account for loading effects in cases 
where a sense resistor is not used. 
The expressions for the equivalent inductance and the equivalent parallel resistance 
were given in Equations 14 and 15 as 


Ryveq) a Ry(Q? are) 
Recall that for Q = 10, Leg ia OP 
At parallel resonance, 
Xi(eq) = Xc 


In the parallel equivalent circuit, R,(eq) 1s in parallel with an ideal coil and a capacitor, so 
the L and C branches act as an ideal tank circuit that has an infinite impedance at resonance, 
as shown in Figure 47. Therefore, the total impedance of the nonideal tank circuit at reso- 


nance can be expressed as simply the equivalent parallel resistance. 


Z, = Ry(Q? + 1) 


> FIGURE 47 Ve 


At resonance, the parallel LC portion 7=5 


appears open and the source sees only 
j r Ope! 
AQ) Ryveq) —— =p Ox Rw(Q° + 1) oS 


Rp(eq), Which equals Rw(Q? + 1). 
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the circuit in Figure 48 at the resonant frequency 


+ 1) = 500(17.9? + 1) = 16.0k0 


2 winding resistance is 10 Q. 


Variation of the Impedance with Frequency 


The impedance of a parallel resonant circuit is maximum at the resonant frequency and 
decreases at lower and higher frequencies, as indicated by the curve in Figure 49. 


<4 FIGURE 49 


>N 


Generalized impedance curve for a 
parallel resonant circuit. The circuit 
Z, is inductive below f,, resistive at f,, 
and capacitive above f,. 


At very low frequencies, X; is very small and Xc is very high, so the total impedance is 
essentially equal to that of the inductive branch. As the frequency goes up, the impedance 
also increases, and the inductive reactance dominates (because it is less than X¢) until the 
resonant frequency is reached. At this point, of course, X; = Xc (for Q > 10) and the im- 
pedance is at its maximum. As the frequency goes above resonance, the capacitive reac- 
tance dominates (because it is less than X,,) and the impedance decreases. 
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Current and Phase Angle at Resonance 


In the ideal tank circuit, the total current from the source at resonance is zero because the 
impedance is infinite. In the nonideal case, there is some total current at the resonant fre- 
quency, and it is determined by the impedance at resonance. 
: Vs 
Equation 18 Lot = Z. 


r 


The phase angle of the parallel resonant circuit is 0° because the impedance is purely re- 
sistive at the resonant frequency. 


Parallel Resonant Frequency in a Nonideal Circuit 


As you know, when the winding resistance is considered, the resonant condition is 


Xieq) = Xe 
which can be expressed as 
Q? + “) 1 
27f,-L = 
"hr ( @ 2mf.C 
Solving for f, in terms of Q yields 
1 O° 


Ir = DONEC +I 
When Q = 10, the term with the Q factors is approximately 1. 


2 
100 
a = ,/—— = 0.995 = 1 
Q+1 V10l 


Therefore, the parallel resonant frequency is approximately the same as the series resonant 
frequency as long as Q is equal to or greater than 10. 


1 
fr = OT NVEG 


For the case where the Rw of the coil is the only resistance in the circuit, a precise ex- 
pression for f,. in terms of the circuit component values is 


V1 = (RwC/L) 
20 VLC 


forQ = 10 


Equation 19 f= 


This precise formula is seldom necessary and for most practical situations the simpler 
equation f, = 1/(27 VLC) is sufficient. However, the next example illustrates the use of 
Equation 19. 


edance, and total current at resonance for the circuit in 


V, L Cc 


10V Rw= 1000 S} 100 mu eo" 
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Solution The precise resonant frequency is 


V1 — (RYC/L) V1 — [(100 0)(0.047 wF)/100 mH] 


Ir 2a VLC 2m V(0.047 wF)(100 mH) 


Calculate impedance as follows: 


X, = 2nfL = 27(2.32 kHz)(100 mH) = 1.46kO 


X,  1.46kO 
= = =F) 
g Rw 100 P 


= 2.32 kHz 


Z, = Ry(O? + 1) = 1000(14.67 + 1) = 21.4k0 


The total current is 


; V; 10V 
eZ 214kO 


= 467 pA 


Related Problem Repeat this example using the formula f, = 1/(277VLC) and compare the results. 


mine the total current and the currents through L and C at the resonant frequency. How 


ce) Open Multisim file E13-19. Determine the resonant frequency by measurement. Deter- 


do these results compare with the calculated values? 


An External Load Resistance Affects a Tank Circuit 


In a basic parallel resonant circuit with no load resistor, the Q of the circuit is determined 
only by the Q of the coil and some loading due to the source resistance. However, the 
source loading effect is complicated by frequency dependency. At resonance, the source re- 
sistance has a small current, which is due to the nonideal characteristic of the tank circuit. 
As the circuit moves away from resonance, this current increases due to phase shifts. To 
simplify the discussion, we will ignore the effect of source loading. 

In most practical circuits, as illustrated in Figure 51(a), an external load (R,) dissipates 
most of the power delivered by the source. In this case, the load resistor will lower the Q 
of the circuit—the smaller the load resistor, the lower the Q. The load resistor, R;, effec- 
tively is in parallel with the equivalent parallel resistance of the coil, Rp(eq); both are 


Tank circuit 


(a) (b) 


A FIGURE 51 


Tank circuit with a load resistor and its equivalent circuit. 
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combined to determine the total parallel resistance, R,(1), aS indicated in Figure 51(b) and 
given as 


Equation 20 Rywor = R||Rpveq) 


Notice that in the case of an unloaded tank circuit, Rptoy reduces to Ryveq)- 
The overall Q, designated Qo, is given by the approximate equation 


Equation 21 ” Ryo) 
Oo = 
XL 


Notice that this equation is reversed from the Q of a series circuit or the Q of an inductor 
alone. However, the unloaded case for a parallel circuit will give the same result as the Q 
of the inductor alone, so either equation can be used with no load. 


imum or maximum at parallel resonance? 

um or maximum at parallel resonance? 

a, X, = 1.5 kQ.. What is X¢? 

owing values: Ry = 5.0 0, L = 220 wH, and C = 0.10 pF. 


1d C = 1000 pF, what is f,? 
2.5, what is f,? 
e coil resistance is 20 . What is the total impedance at res- 


7 PARALLEL RESONANT FILTERS 


Parallel resonant circuits are commonly applied to band-pass and band-stop filters. In 
this section, we examine these applications. 


After completing this section, you should be able to 
« Analyze the operation of parallel resonant filters 
« Show how a band-pass filter is implemented 


¢ Define bandwidth 
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The Band-Pass Filter 


A basic parallel resonant band-pass filter is shown in Figure 52. Notice that the output is 
taken across the tank circuit in this application. 


Vin | L =—C Vout 


A FIGURE 52 


A basic parallel resonant band-pass filter. 


The bandwidth and cutoff frequencies for a parallel resonant band-pass filter are defined 
in the same way as for the series resonant circuit, and the formulas given in Section 4 still 
apply. General band-pass frequency response curves showing both V,,,,, and J,,, versus fre- 
quency are given in Figures 53(a) and 53(b), respectively. 


Vout Lot 
A A 
Vinax 
0.707 Vinax 
Lnin i 
> 
fr f 
(a) (b) 
A FIGURE 53 


Generalized frequency response curves for a parallel resonant band-pass filter. 


The filtering action is as follows: At very low frequencies, the impedance of the tank cir- 
cuit is very low, and therefore only a small amount of the input voltage is dropped across 
it; the rest is dropped across R. As the frequency increases, the impedance of the tank cir- 
cuit increases, and, as a result, the output voltage increases. When the frequency reaches its 
resonant value, the impedance is at its maximum and most of the input voltage is developed 
across the tank circuit. As the frequency goes above resonance, the impedance begins to 
decrease, causing the output voltage to decrease. The general response of a parallel reso- 
nant band-pass filter is illustrated in Figure 54. This illustration shows how the current and 
the output voltage change with frequency. 
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WET Ay, Wy 
A ws My 


© © 


(a) As the frequency increases to f;, V,,,, increases to 7.07 V, (b) As the frequency increases from f, to f,., V,,,; increases from 


and I,,, decreases. 7.07 V to 10 V, and J,,, decreases to its minimum value. 


WNIT, 
Wy, x 


| ou 


[ol 
tot 


© © © 


(c) As the frequency increases from f, to f5, V,,,, decreases (d) As the frequency increases above f5, V,,,, decreases below 
from 10 V to 7.07 V, and /,,, increases from its minimum. 7.07 V, and J,,, continues to increase. 
A FIGURE 54 
Example of the response of a parallel resonant band-pass filter with the input voltage at a constant 
10 V rms. 
EXAMPLE 20 A certain parallel resonant band-pass filter has a maximum output voltage of 4 V at f,. 


What is the value of V,,,, at the cutoff frequencies? 


Solution  V,,, at the cutoff frequencies is 70.7% of maximum. 


Vout(1) = Vout(2) > 0.707 V ourmax) = 0.707(4 V) = 2.83 V 


Related Problem What is V,,, at the cutoff frequencies if V,,,, at the resonant frequency is 10 V? 


EXAMPLE 21 A parallel resonant circuit has a lower cutoff frequency of 3.5 kHz and an upper cutoff 
frequency of 6 kHz. What is the bandwidth? 


Solution BW = fy — fy = 6kHz — 3.5kHz = 2.5kHz 


Related Problem A filter has a lower cutoff frequency of 520 kHz and a bandwidth of 10 kHz. What is 
the upper cutoff frequency? 
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EXAMPLE 22 A certain parallel resonant band-pass filter has a resonant frequency of 12 kHz and a 
Q of 10. What is its bandwidth? 
5 dig — W2N Seve 
Solution BW =—= = 1.2kH 
Oe 10 js 


Related Problem A certain parallel resonant band-pass filter has a resonant frequency of 100 MHz and a 
bandwidth of 4 MHz. What is its Q? 


Loading Effects When a resistive load is connected across the output of a filter as shown 
in Figure 55(a), the Q of the filter is reduced. Since BW = f,/Q, the bandwidth is in- 
creased, thus reducing the selectivity. Also, the impedance of the filter at resonance is de- 
creased because R, effectively appears in parallel with R,(eq). Thus, the maximum output 
voltage is reduced by the voltage-divider effect of R,:o1) and the internal source resistance 
Ry, as illustrated in Figure 55(b). Figure 55(c) shows the effect of a load on the specific res- 
onant circuit described in Example 23. The effect of a load drops the peak and increases the 
bandwidth as shown. 


R, and Rp oi act as a voltage divider. 
Z = co (open) 
Voltage source Voltage source 
WW f WW t 
R, 
Rw R 
5 ‘ L Cc Ryton 
V, == C Vous Vi Ryo SS Vow = Vs 
ic | Root) +R 


t : t 


‘iy 


(a) Tank circuit with load (b) Equivalent circuit at resonance 


Bandwidth with no load 
wee 


| eo Bandwidth with a 1.0 kO load 


£ f 
(c) Loading widens the bandwidth and reduces the output. 


A FIGURE 55 


Effects of loading on a parallel resonant band-pass filter. The resistor, R, in Figure 52 is now repre- 
sented by the internal source resistance R.. 


EXAMPLE 23 (a) Determine f,, V,,;, and BW at resonance for the filter in Figure 56(a). The inductor 
has a winding resistance of 10.5 (. The source resistance is 50 Q. 


(b) Repeat part (a) when the filter is loaded with a 1.0 kO resistance and compare the 
results. 


www.EngineeringBooksPdf.com 


641 


RLC Circuits AND RESONANCE 


R, R, 
O AM, ro) 
500 [ 500 [ 
iC 


V, A) L _[c V, @ Ryveq) Es pa a 
1.0V 560 MH 737 nF 1L0V 1.98 kO 560 HH 737 nF 
f 


if . 
(b) Equivalent circuit with Req) shown in blue 


(a) Original circuit 


FIGURE 56 
1 
= 40.9 kHz 


1 
VEC nV (560 wH)(27 nF) 


The circuit is unloaded. To calculate the output voltage, begin by finding the Q 


Solution (a) 


of the coil and Rp eq). 
X,, = 2nfL = 277(40.9 kHz)(560 wH) = 1440 
0 XL 1440, 137 
Ry 1050, : 
Apply Equation 15 to calculate R,(¢q) (parallel equivalent resistance of the coil.). 


Cle Ry Oe + 1) = 10.50(13.7 + 1) = 1.98k0 
= 1.98 kQ, as shown in 


Ry 


Because the circuit is unloaded, Ryton, = Rpveq) = 
Figure 56(b). At resonance, the tank circuit looks like an open, so apply the 


voltage-divider formula to Rp, and R, to find Vj,,;. 
1.98kO 
) 1.0V = 975 mV 


tm (geen) -( 
Mer t R/ * 1.98kO + 500 


To calculate the B W ’ apply Equation Dil. 
(tot) ae | k = 8 


Qo = hae 11440 


Notice that this is the same Q (within round off error) as the inductor alone, be- 


cause the circuit is unloaded. 


(b) The resonant frequency is not significantly affected by the load and is equal to 
f, = 40.9 kHz 
The load drops the output voltage because it appears to be in parallel with 
Ryveq): Apply Equation 20. 
eee NL. I Ryeq) — 1.0k0 || 2.07kO, = 6740 
Applying the voltage-divider formula, 


674.0, 
= LOV =9 
) lant 7 St! ON a 


Rotor) 
Vora = 
Rpvtot) ar Rs 
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To calculate the BW, apply Equation 21. 
Roto 674.0 


s = =A: 
20 ben 1440, Be 
ony = le Se 
Oo 4.68 


The load decreased the output voltage and caused the bandwidth to increase. 


Related Problem How is Qg affected by a larger-value load resistor? 


= Open the Multisim file E13-23. To view the response, the Bode plotter is connected 
across a “sense resistor” that acts as a current-to-voltage converter. Compare results in 
Multisim with the calculated values in this example. View the response on the Bode 
plotter. Try changing the winding resistance of the coil and see what happens. 


The Band-Stop Filter 


A basic parallel resonant band-stop filter is shown in Figure 57. The output is taken across 
a load resistor in series with the tank circuit. The load resistor has only a small effect on Q 
in this configuration, and generally the effect can be ignored. 

The variation of the tank circuit impedance with frequency produces the familiar current 
response that has been previously discussed; that is, the current is minimum at resonance 
and increases on both sides of resonance. Since the output voltage is across the series load 
resistor, the output voltage follows the current, thus creating the band-stop response char- 
acteristic, as indicated in Figure 58. 


Vout 
A 
Oo (C O 
16 
Vin Ry, Vous 
° O u f 
> 
= s £ 
A FIGURE 57 A FIGURE 58 
A basic parallel resonant band-stop filter. Band-stop filter response. 


Actually, the band-stop filter in Figure 57 can be viewed as a voltage divider created by 
Z, of the tank and the load resistance. Thus, the output voltage at f, is 


Ri 
Vout = R, + Z, Vin 
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EXAMPLE 24 Figure 59 shows the tank circuit from Example 23, which is used in a band-stop filter. 
Determine f,. and V,,,, at resonance. The winding resistance of the inductor is 10.5 Q. 
FIGURE 59 
L 
560 HH 
f 
V, 27 nF Ry ve 
1LOV 1.0 kO 


Solution The resonant frequency is 
1 1 


EE nV (560 4H)(27 nF) 


Determine V,,,; as follows: 


X, = 2nfL = 277(40.9 kHz)(560 wH) = 1440, 


pee 1440 ae 
Rw 10.50 : 


= 40.9 kHz 


Applying Equation 15, 


Ryeq) = Rw(Q? + 1) = 10.5.0(13.7 + 1) = 1.98kO 


At resonance, 


V, ( a \v ( no ) OV = 335mV 
eer Rey | (\1.0kO + 1.98k0 


Related Problem What is the output at the resonant frequency if the load resistor is 470 0? 


~, Open the Multisim file E13-24. Compare results in Multisim with the calculations. 
You can read the resonant frequency and output voltage on the Bode plotter. 


bandwidth of a parallel resonant filter be increased? 


requency of a certain high-Q (Q > 10) filter is 5 kHz. If the Q is low- 
f, change and, if so, to what value? 


pedance of a tank circuit at its resonant frequency if Ry = 75 © and 


Gs 8 APPLICATIONS 


Resonant circuits are used in a wide variety of applications, particularly in communi- 
cation systems. In this section, we will look briefly at a few common communication 
systems applications to illustrate the importance of resonant circuits in electronic 
communication. 
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After completing this section, you should be able to 
¢ Discuss some applications of resonant circuits 
¢ Describe a tuned amplifier application 


* Describe antenna coupling 


Tuned Amplifiers 


A tuned amplifier is a circuit that amplifies signals within a specified band. Typically, a 
parallel resonant circuit is used in conjunction with an amplifier to achieve the selectivity. 
In terms of the general operation, input signals with frequencies that range over a wide 
band are accepted on the amplifier’s input and are amplified. The resonant circuit allows 
only a relatively narrow band of those frequencies to be passed on. The variable capacitor 
allows tuning over the range of input frequencies so that a desired frequency can be 
selected, as indicated in Figure 60. 


AV;, AV, 


/ \ Input Nf © Output 


> Amplifier 31 SE Variable C 


A FIGURE 60 


A basic tuned band-pass amplifier. 


Antenna Input to a Receiver 


Radio signals are sent out from a transmitter via electromagnetic waves that propagate through 
the atmosphere. When the electromagnetic waves cut across the receiving antenna, small volt- 
ages are induced. Out of the wide range of electromagnetic frequencies, only one frequency or 
a limited band of frequencies must be extracted. Figure 61 shows a typical arrangement of an 
antenna coupled to the receiver input by a transformer. A variable capacitor is connected across 
the transformer secondary to form a parallel resonant circuit. 


Double-Tuned Transformer Coupling in a Receiver 


In some types of communication receivers, tuned amplifiers are transformer-coupled together 
to increase the amplification. Capacitors can be placed in parallel with the primary and sec- 
ondary windings of the transformer, effectively creating two parallel resonant band-pass 
filters that are coupled together. This technique, illustrated in Figure 62, can result in a wider 
bandwidth and steeper slopes on the response curve, thus increasing the selectivity for a 
desired band of frequencies. 
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Antenna 


Resonant coupling from an antenna. 


> FIGURE 62 


Double-tuned amplifiers. 


> FIGURE 63 


Parallel resonant 
circuit 


a : 
| | | = L C To receiver 
Input 


> 


Io 


Coupling 
transformer 


A crossover network uses filters to 
separate the audio frequency bands. 
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Audio Crossover Networks 


Most quality stereo systems have speakers designed for specific parts of the audio fre- 
quency spectrum. Audio crossover networks are filter networks that separate the audio sig- 
nal into different frequency bands for the speakers while maintaining an overall flat 
response. Crossover networks can be passive (meaning only inductors, capacitors, and re- 
sistors are used) or active (meaning transistors and operational amplifiers are used). 

A three-way passive network includes a band-pass filter that is essentially a low-Q res- 
onant filter designed to have a broad flat response. The design of passive crossover net- 
works is complicated because of various factors that affect the overall response (such as 
variations of the speaker’s impedance as a function of frequency), but the basic concept is 
simple. The network separates the audio spectrum into three parts and passes each part to 
the appropriate speaker, as indicated in Figure 63. The network has three filters: a high-pass 
filter that passes high frequencies to the tweeter (or high-frequency speaker), a band-pass 
filter that passes middle frequencies to the mid-range speaker, and a low-pass filter that 
passes low frequencies to the woofer (or low-frequency speaker). 


Vout 
_______| _High-pass Tweeter A 
filter y 
= f 
V, 


Band-pass irene 


filter 


inpEeeee| Woofer 
Low-pass 


From amplifier filter 
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Superheterodyne Receiver 


Another good example of resonant circuit applications is in the common AM (amplitude 
modulation) receiver. The AM broadcast band ranges from 535 kHz to 1605 kHz. Each 
AM station is assigned a 10 kHz bandwidth within that range. The tuned circuits are de- 
signed to pass only the signals from the desired radio station, rejecting all others. To reject 
stations outside the one that is tuned, the tuned circuits must be selective, passing on only 
the signals in the 10 kHz band and rejecting all others. Too much selectivity is not desirable 
either however. If the bandwidth is too narrow, some of the higher frequency modulated 
signals will be rejected, resulting in a loss of fidelity. Ideally, the resonant circuit must re- 
ject signals that are not in the desired passband. A simplified block diagram of a super- 
heterodyne AM receiver is shown in Figure 64. 


535 kHz-1605 kHz 
electromagnetic waves 
Amplitude-modulated 455 kHz AM 
600 kHz carrier aa A 


carrier 


Audio 
if 1 ‘ i nie pales 
amp. ~" 


| sae f= 455 kHz 
| | | 1055 kHz 
LO “a 

Local _ 
= = | | oscillator 

| | 

| | 

| | 

l l 4 | f= 1055 kHz 


T 
Tuning | 
control _ 


Front end 


A FIGURE 64 


A simplified diagram of a superheterodyne AM radio broadcast receiver showing the application of 
tuned resonant circuits. 


There are basically three parallel resonant circuits in the front end of the receiver. Each of 
these resonant circuits is gang-tuned by capacitors; that is, the capacitors are mechanically or 
electronically linked together so that they change together as a station is selected. The front 
end is tuned to receive a desired station, for example, one that transmits at 600 kHz. The in- 
put resonant circuit from the antenna and the RF (radio frequency) amplifier resonant circuit 
select only a frequency of 600 kHz out of all the frequencies crossing the antenna. 

The actual audio (sound) signal is carried by the 600 kHz carrier frequency by modu- 
lating the amplitude of the carrier so that it follows the audio signal as indicated. The vari- 
ation in the amplitude of the carrier corresponding to the audio signal is called the 
envelope. The 600 kHz is then applied to a circuit called the mixer. 

The local oscillator (LO) is tuned to a frequency that is 455 kHz above the selected fre- 
quency (1055 kHz, in this case). By a process called heterodyning or beating, the AM sig- 
nal and the local oscillator signal are mixed together, and the 600 kHz AM signal is 
converted by the mixer to a 455 kHz AM signal (1055 kHz — 600 kHz = 455 kHz). 
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The 455 kHz is the intermediate frequency (IF) for standard AM receivers. No matter which 
station within the broadcast band is selected, its frequency is always converted to the 455 kHz 
IF. The amplitude-modulated IF is amplified by the IF amplifier which is tuned to 455 kHz. The 
output of the IF amplifier is applied to an audio detector which removes the IF, leaving only the 
envelope which is the audio signal. The audio signal is then amplified and applied to the speaker. 


1. Generally, why is a tuned resonant circuit necessary when a signal is coupled from an 
antenna to the input of a receiver? 


2. What is the advantage of using an intermediate frequency in an AM radio? 
3. What is meant by ganged tuning? 


n Assignment PUTTING YOUR KNOWLEDGE 


To WorK 


In this application assignment, you You will use oscilloscope measurements to determine the 
have filter to evaluate, whichis some _; frequency response characteristics of the filter. The internal cir- 
type of resonant filter with no specifi- cuitry and component values are of no concern in this case. 


ti ilable. Y i is | 
Cee ay caine aa st Step 1: Measuring the Frequency Response 


to develop a frequency response curve and determine the reso- 


nant frequency and the bandwidth. : Based on the series of five oscilloscope measurements in 


Figure 65, create a frequency response curve (plot of output 
voltage versus frequency) for the filter. 


Filter 
module 2 


To Ch 1 


2 V peak-to-peak signal from function 
generator 


A FIGURE 65 


Frequency response measurements. 
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Step 2: Analyzing the Response Curve : 2. From the measurements in Figure 65, can you determine the 
Specify the type of filter and determine the resonant frequency circuit arrangement or component values? 

and the bandwidth. 

Review 


1. What are the half-power frequencies for the filter in this 
assignment? 


® X, and X¢ have opposing effects in an RLC circuit. 


® Ina series RLC circuit, the larger reactance determines the net reactance of the circuit. 


® Ina parallel RLC circuit, the smaller reactance determines the net reactance of the circuit. 


Series Resonance 


® The reactances are equal. 
® The impedance is minimum and equal to the resistance. 

® The current is maximum. 

® The phase angle is zero. 

® The voltages across L and C are equal in magnitude and, as always, 180° out of phase with each 
other and thus they cancel. 


Parallel Resonance 


® The reactances are approximately equal for Q = 10. 
® The impedance is maximum. 

® The current is minimum and, ideally, equal to zero. 

® The phase angle is zero. 

® The currents in the L and C branches are equal in magnitude and, as always, 180° out of phase 
with each other and thus they cancel. 


° 


A band-pass filter passes frequencies between the lower and upper critical frequencies and rejects 
all others. 


® A band-stop filter rejects frequencies between its lower and upper critical frequencies and passes 
all others. 


® The bandwidth of a resonant filter is determined by the quality factor (Q) of the circuit and the res- 
onant frequency. 


® Cutoff frequencies are also called —3 dB frequencies or critical frequencies. 


® The output voltage is 70.7% of its maximum at the cutoff frequencies. 


Band-pass filter A resonant circuit that passes a range of frequencies lying between two cutoff 
frequencies and rejects frequencies above and below the range. 


Band-stop filter A resonant circuit that rejects a range of frequencies lying between two cutoff 
frequencies and passes frequencies above and below the range. 


Cutoff frequency (f.) | The frequency at which the output voltage of a filter is 70.7% of the maxi- 
mum output voltage. 


Decibel (dB) A unit of logarithmic expression ten times the logarithm of the ratio of two powers 
or twenty times the logarithm of the ratio of two voltages measured across equal resistances. 
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Half-power frequency The frequency at which the output power of a filter is 50% of the max- 
imum (the output voltage is 70.7% of maximum); another name for critical frequency or cutoff 
frequency. 


Parallel resonance Ina parallel RLC circuit, the condition where the impedance is maximum and 
the reactances are equal. 


Resonant frequency The frequency at which a resonant condition occurs in a series or parallel 
RLC circuit. 


Selectivity A measure of how effectively a resonant circuit passes certain frequencies and rejects 
others. The narrower the bandwidth, the greater the selectivity. 


Series resonance Ina series RLC circuit, the condition where the impedance is minimum and the 
reactances are equal. 


1 Xtor = |X_ — Xcl Total series reactance (absolute value) 
2 Ziot = VR? + Xiu Total series RLC impedance 
X, 
3 0= tan "( a) Series RLC phase angle 
1 
4 = — Series resonant frequenc 
fr 2aVLC oe 
5 BW=f2 -fi Bandwidth 
P. 
6 dB = 10 lo at) Decibel formula for voltage ratio 
P. in 
V. 
7 dB = 20 loe( 42") Decibel formula for power ratio 
in 
xX 
8 Q= = Series resonant quality factor 
9 BW = fr Bandwidth 
Q 
10 Y= VG" + B2, Parallel RLC admittance 
B 
11 0= tan (*") Parallel RLC phase angle 
12) Im = Vik + Tey, Total parallel RLC current 
I 
13° @0= tan (724) Parallel RLC phase angle 
R 
+1 
140 Deg = = on Equivalent parallel inductance 
15 Ryeq) = Ry(Q? + 1) Equivalent parallel resistance 
1 
16 = — Ideal parallel resonant frequenc 
I= FE VEC . casas 
VW le = Wr, — Tcl Total parallel LC current (absolute value) 
V, 
18 Igy = Z Total current at parallel resonance 
r 
V1 - (RWC/L) 
19 = Parallel resonant frequency (exact) 
fr 2aVLC eed 
20° Rotor) = Ri | Ryveq) Total parallel resistance 
Rovtot) 
21 Qo = _ Overall Q of a parallel RLC circuit 
XL (eq) 
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1. A series RLC circuit can have a higher voltage than the source voltage across the resistor. 


2. The impedance of a series RLC circuit is dependent on the source voltage. 


3. Above the resonant frequency, a series resonant circuit will look inductive and current will lag 
the voltage. 


. A band-pass filter can be constructed from a RLC circuit. 


. A parallel resonant band-stop filter has minimum impedance at the resonant frequency. 


4 
5 
6. The upper and lower cutoff frequencies of a band-stop filter determine the bandwidth. 
7. The Q of an inductor is dependent on the frequency at which it is measured. 

8. The Q of a band-pass filter does not affect the bandwidth. 

9. In a parallel RLC circuit, the total impedance is always greater than the resistance. 


10. At resonance, the current in a parallel resonant circuit is the same in all components. 


Answers are at the end of the chapter. 


1. The total reactance of a series RLC circuit at resonance is 

(a) zero (b) equal to the resistance (c) infinity (d) capacitive 
2. The phase angle of a series RLC circuit at resonance is 

(a) —90° (b) +90° (c) 0° (d) dependent on the reactance 


3. The impedance at the resonant frequency of a series RLC circuit with L = 15 mH, 
C = 0.015 pF, and Rw = 800 is 


(a) 15kO (b) 800, (ec) 300 (d) 00 
4. Ina series RLC circuit that is operating below the resonant frequency, the current 
(a) is in phase with the source voltage 
(b) lags the source voltage 
(c) leads the source voltage 
5. If the value of C in a series RLC circuit is increased, the resonant frequency 
(a) is not affected (b) increases 
(c) remains the same (d) decreases 


6. In acertain series resonant circuit, Vc = 150 V, Vi = 150 V, and Vr = 50 V. The value of 
the source voltage is 


(a) 150 V (b) 300 V (c) SOV (d) 350 V 


7. A certain series resonant band-pass filter has a bandwidth of 1 kHz. If the existing coil is 
replaced with one having a lower value of Q, the bandwidth will 


(a) increase (b) decrease (c) remain the same (d) be more selective 

8. At frequencies below resonance in a parallel RLC circuit, the current 
(a) leads the source voltage 
(b) lags the source voltage 
(c) is in phase with the source voltage 

9. The total current into the L and C branches of a parallel circuit at resonance is ideally 
(a) maximum (b) low (c) high (d) zero 

10. To tune a parallel resonant circuit to a lower frequency, the capacitance should be 

(a) increased (b) decreased (c) left alone (d) replaced with inductance 


11. The resonant frequency of a parallel circuit is the same as a series circuit using the same com- 
ponents when 


(a) the Q is very low (b) the Q is very high (c) there is no resistance 
12. If the resistance in parallel with a parallel resonant filter is reduced, the bandwidth 


(a) disappears (b) decreases (c) becomes sharper (d) increases 
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Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1 Impedance and Phase Angle of Series RLC Circuits 


1. A certain series RLC circuit operates at a frequency of 5 kHz and has the following values: 
R = 100, C = 0.047 uF, and L = 5 mH. Determine the impedance and phase angle. What is 
the total reactance? 


2. Find the impedance in Figure 66. 


3. If the frequency of the source voltage in Figure 66 is doubled from the value that produces the 
indicated reactances, how does the impedance change? 


> FIGURE 66 x Xe 
v, 4.7kO 8.0 ka 35kO 
4V 
SECTION 2 Analysis of Series RLC Circuits 


4. For the circuit in Figure 66, find Ij, Vr, Vi, and Vc. 

5. Draw the voltage phasor diagram for the circuit in Figure 66. 

6. Analyze the circuit in Figure 67 for the following (f = 25 kHz): 
(a) Tor = (BD) Prue = (©) Pr = (A) Pra 


> FIGURE 67 R, 
220 0 
Ry L, Ly 
v, 3900 0.5mH 1.0mH | Cc, © 
= 0.01 uF 1800 pF 
SECTION 3 Series Resonance 


7. For the circuit in Figure 66, is the resonant frequency higher or lower than the value indicated 
by the reactances? 


8. For the circuit in Figure 68, determine the voltage across R at resonance. 


> FIGURE 68 


R L 
WTO 


220 0 1.0 mH 


Vs 


I. 
12V ial 


9. Find X;, X¢, Z, and / at the resonant frequency in Figure 68. 


10. A certain series resonant circuit has a maximum current of 50 mA and a V, of 100 V. The 
source voltage is 10 V. What is Z? What are X;, and X-? 
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SECTION 4 


> FIGURE 71 


(a) 
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11. For the RLC circuit in Figure 69, determine the resonant frequency and the cutoff frequencies 
> FIGURE 69 


R L 
390 82 wH 
Cc 1.5 nF 
V, 
3.0V 


12. What is the value of the current at the half-power points in Figure 69? 
Series Resonant Filters 
band-stop types? 


13. Determine the resonant frequency for each filter in Figure 70. Are these filters band-pass or 
L 


Gc iC 
TIN || 0 oT. | ° 
12 mH 0.01 pF 2.0 mH 0.022 pF 
R 
75 0, 


220 


(b) 


each filter. 


>» FIGURE 72 


SECTION 5 


14. Assuming that the coils in Figure 70 have a winding resistance of 10 ©, find the bandwidth for 
15. Determine f, and BW for each filter in Figure 71. 


R R 
Oo AMA a O [e; AM ® O 
1500 82.0 
L L 
100 wH 5.0 mH 
ae LC 
0.0022 wF 0.047 uF 
(a) (b) 
Parallel RLC Circuits 


16. Find the total impedance of the circuit in Figure 72. 


5V 
f= 12 kHz 


R L Cc 
100 Q 15 mH 0.022 uF 
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17. Is the circuit in Figure 72 capacitive or inductive? Explain. 
18. For the circuit in Figure 72, find all the currents and voltages. 


19. Find the total impedance for the circuit in Figure 73. 


> FIGURE 73 | 


Ss 
sv) == 
‘ieuas 15 nF 


he 


SECTION 6 Parallel Resonance 
20. What is the impedance of an ideal parallel resonant circuit (no resistance in either branch)? 
21. Find Z at resonance and f, for the tank circuit in Figure 74. 


22. How much current is drawn from the source in Figure 74 at resonance? What are the inductive 
current and the capacitive current at the resonant frequency? 


> FIGURE 74 ° 
R 
20 0 

LC 
V,=6.3V — 
s 47 pF 
, p 
50 mH 
Oo 
SECTION 7 Parallel Resonant Filters 


23. At resonance, X; = 2kQ and Rw = 25 Q ina parallel resonant band-pass filter. The resonant 
frequency is 5 kHz. Determine the bandwidth. 


24. If the lower cutoff frequency is 2400 Hz and the upper cutoff frequency is 2800 Hz, what is the 
bandwidth? 


25. In acertain resonant circuit, the power to the load at resonance is 2.75 W. What is the power at 
the lower and upper cutoff frequencies? 


26. What values of L and C should be used in a tank circuit to obtain a resonant frequency of 
8 kHz? The bandwidth must be 800 Hz. The winding resistance of the coil is 10 0. 


27. A parallel resonant circuit has a Q of 50 and a BW of 400 Hz. If Q is doubled, what is the band- 
width for the same f,? 


28. A parallel resonant band-stop filter is needed to reject 60 Hz power line noise. What size 
should the inductor be if the capacitor is 200 wF? 


29. Draw the circuit described in Problem 28 if the output is taken across a 220 C1 resistor. 


ADVANCED PROBLEMS 


30. For each following case, express the voltage ratio in decibels: 
(a) Vin = lV, Vout SV (b) Vin =) Me Vout =O 
(c) Vin = 10V, Vout = 7.07 V (d) Vin = 25 V, Vout = 
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31. Find the current through each component in Figure 75. Find the voltage across each 
component. 


32. Determine whether there is a value of C that will make V,,, = 0 V in Figure 76. If not, explain. 


R, Xc R, ay 
1800 
o—Wy | y 
3.3kO 1.0kO, AQ)rv a b 
V=10V Xp X12 Ry f=3kHz L ie 
y= 
5.0kO, 10kO 10kO 12 mH 8.0 mH 

° 

A FIGURE 75 A FIGURE 76 


33. If the value of C is 0.22 wF, how much current is through each branch in Figure 76? What is 
the total current? 


34. Determine the resonant frequencies in Figure 77 and find V,,,,, at each resonant frequency. 


R 
AM 0 
860 2 Res 
2.00, 
Ly 


A FIGURE 77 


35. Design a band-pass filter using a parallel resonant circuit to meet the following specifications: 
BW = 500 Hz, O = 40, Icgnayy = 20MA, Venaxy = 2.5 V. 


36. Design a circuit in which the following series resonant frequencies are switch-selectable: 
500 kHz, 1000 kHz, 1500 kHz, 2000 kHz. 


37. Design a parallel-resonant network using a single coil and switch-selectable capacitors to 
produce the following resonant frequencies: 8 MHz, 9 MHz, 10 MHz, and 11 MHz. Assume a 
10 wH coil with a winding resistance of 5 2. 


“ 7 MULTISIM TROUBLESHOOTING PROBLEMS 

ea 38. Open file P13-38; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault and, if so, identify it. 

39. Open file P13-39. Determine if there is a fault and, if so, identify it. 

40. Open file P13-40. Determine if there is a fault and, if so, identify it. 

41. Open file P13-41. Determine if there is a fault and, if so, identify it. 

42. Open file P13-42. Determine if there is a fault and, if so, identify it. 


43. Open file P13-43. Determine if there is a fault and, if so, identify it. 
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SECTION CHECKUPS 


SECTION 1 Impedance and Phase Angle of Series RLC Circuits 
1. The circuit is inductive if X, > X¢ and capacitive if Xc > X;. 
2. Xior = |X, — Xcl = 700; The circuit is capacitive. 
3. Z= VR? + X2, = 83.20; 6 = tan |(X,,,/R) = 57.3°; Current is leading V,. 


SECTION 2 Analysis of Series RLC Circuits 
1. V, = VVe + (Vo — V,)* = 38.4V 
2. Current leads V, because the circuit is capacitive. 
3. Xion = |X, — Xcl = 6kO 


SECTION 3 _ Series Resonance 
1. Series resonance occurs when X; = Xc. 
2. The current is maximum because the impedance is minimum. 
3. f. = 1/QmVLC) = 159 kHz 
4. It is capacitive because Xc > X_. 


SECTION 4 _ Series Resonant Filters 
1. Vou = 0.707(15 V) = 10.6 V 
2. BW = f,/Q = 10kHz 


3. Current is maximum; output voltage is minimum. 


SECTION 5 _ Parallel RLC Filters 
1. Ip = V,/R = 8.0mA; Ic = V,/Xc = 12.0mA; I, = V,/X, = 24.0mA 
2. The circuit is inductive (X; < Xc). 
3. Leg = L{(Q? + 1)/Q?] = 20.1 MH; Ryveg) = Rw(Q? + 1) = 1589.0 


SECTION 6 Parallel Resonance 
1. The impedance is maximum. 
. The current is minimum. 
. At ideal parallel resonance, Xc = X, = 1.5kQ. 
fr = V1 = (RWC/L)/27 VLC = 33.7 kHz; Z, = Rw(Q? + 1) = 4400 
. fe = 1/Q@aVLC) = 22.5 kHz 
. fp = VO/(Q? + 1)/27VLC = 20.9 kHz 
. Z, = Ry(Q? + 1) = 8.02kO 


Na wm Bw WY 


SECTION 7 _ Parallel Resonant Filters 
1. The bandwidth can be increased by reducing the parallel resistance. 
2. f, changes to 4.47 kHz. 
3. Z, = Ry(Q? + 1) = 47.0kO 


SECTION 8 _ Applications 
1. A tuned resonant circuit is used to select a narrow band of frequencies. 
2. The same tuned circuits can be used no matter what station is selected. 


3. Several variable capacitors (or inductors) whose values can be varied simultaneously with a 
common control is an example of ganged tuning. 
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RELATED PROBLEMS FOR EXAMPLES 
1.25 kQ; 63.4° 

4.71kO, 

Current increases, reaches a maximum at resonance, and then decreases. 
Mote capacitive 

67.3 kHz 

2.27 mA 

Z increases; Z increases 

No 

200 kHz 

10 —14dB 

11 7.48 

12 322 Hz 


13° V.,,; increases; V,,,, increases 


C©CPMrmrANI AN FW NY 


14 Inductive 

15 Increase. X¢ will decrease and approach 0. 

16 Ryeq) = 25kO; Leg = S5mH; C = 0.022 MF, Rovor = 4.24kO 
17 I, = 0.996 mA, Ic = 1.06mA 

18 80.0k0, 

19 The differences are negligible. 

20 7.07 V 

21 530 kHz 

22 25 

23 A larger-value load resistor has less effect on Qo. 
24 185mV 


TRUE/FALSE QUIZ 
1. T 2. F 3. T 4. T 5. F 6. T 7. T 8. F 9. F 10. F 


SELF-TEST 
1. (a) 2. (c) 3. (b) 4. (c) 5. (d) 6. (c) 
7. (a) 8. (b) 9. (d) 10. (a) 11. (b) 12. (d) 


PROBLEMS —- ODD-NUMBERED ANSWERS 
1. 520 QO, 88.9°(V, lagging J); 520 0 capacitive 

3. Impedance increases. 

5. See Figure P-17. 


> FIGURE P-17 Vi, =4.91V 


\\46.2° 


LA /43.8° 
90° NX 


Vo=2.15V Vp = 2.89 V 
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7. f, is lower. 
9. X, = 4.61kO; Xc = 4.61 kO; Z = 2200;7 = 54.5mA 
11. f, = 454kHz; f, = 416kHz; fp = 492 kHz 
13. (a) 14.5 kHz; band-pass (b) 24.0 kHz; band-pass 
15. (a) f. = 339 kHz, BW = 239 kHz (b) f. = 10.4kHz, BW = 2.61 kHz 
17. Capacitive, Xc¢ < X_;. 
19. 1.47kO, 
21. 53.1 MQ; 104 kHz 
23. 62.5 Hz 
25. 1.38 W 
27. 200 Hz 
29. See Figure P-18. 


> FIGURE P-18 


31. Ip, = Ic = 2.11 mA; 1) = 1.33 mAs Ip) = 667 pA; 
Vi = Vio = Vr2 = 6.67 V 


33. Ip, = In = 41.5 mAs Ic = Typ = 133 MAS Type = 104mMA 
35. L = 989 wH; C = 0.064 uF 


37. Neglecting Rw, 8 MHz: C = 40 pF; 9 MHz: C = 31 pF; 10 MHz: C = 25 pF; 
11 MHz: C = 21 pF 


39. No fault 
41. Lis shorted. 
43. Lis shorted. 


TS FOR REOCCURRING IMAGES 


Bier 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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CHAPTER OUTLINE 


1 The RC Integrator 

2 Response of RC Integrators to a Single Pulse 

= »3 _ Response of RC Integrators to Repetitive Pulses 

~4 — Response of RC Differentiators to a Single Pulse 
~5 Response of RC Differentiators to Repetitive Pulses 
6 Response of RL Integrators to Pulse Inputs 
Response of RL Differentiators to Pulse Inputs 

8 Applications 

' 9 Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


» Analyze an RC integrator with a single-pulse input 
® Analyze an RC integrator with a repetitive-pulse input 
> Analyze an RC differentiator with a single-pulse input 


Py. P “ne .® Analyze an RC differentiator with a repetitive-pulse input 
RR *® Analyze the operation of an RL integrator 
Reems ® Analyze the operation of an RL differentiator 
Dr ra »® Discuss some applications of integrators and differentiators 
~ <r» vs ® Troubleshoot RC integrators and RC differentiators 

seep > ty, 


KEY TERMS 


($@ Integrator 
| ® Transient time 
*@ Steady state 

+  Differentiator 


Streeter Photography/Alamy 
~ oi S 2 ~ zee 


hod J ‘ 


_ 
iif: . 


4 APPLICATION ASSIGNMENT PREVIEW 


From Chapter 15 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 


fat) F 
fall 4 ri 


For the application assignment in this chapter, you will 
determine the component values required to meet certain 
specifications in a time-delay circuit. You will also determine<g 
how to test the circuit for proper operation using a pulse 
generator and an oscilloscope. After studying this chapter, 
you should be able to complete the application assignment. 


VISIT THE COMPANION WEBSITE 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


INTRODUCTION 


In this chapter, the time response of RC and RL circuits wi 
pulse inputs is examined. y ~ 

Before starting this chapter, you should review particular», 
concepts. Understanding exponential changes in voltages 
and currents in capacitors and inductors is crucial to the 
study of the time response of reactive circuits. Exponential 
formulas are used throughout this chapter. 

With pulse inputs, the time response of the circuits is of ~ 
primary importance. In the areas of pulse and digital circuit 
technicians are often concerned with how a circuit responds ~~ 
over an interval of time to rapid changes in voltage or cur- 
rent. The relationship of the circuit time constant to the input; 
pulse characteristics, such as pulse width and period, deter- ¥ 
mines the wave shapes of the voltages in the circuit. 

The terms integrator and differentiator refer to circuits 
that can, under certain conditions, approximate the mathe- jg 
matical process of integration and differentiation. Mathe- ~ 
matical integration is a summation process. Under certain 
conditions, integrators are capable of averaging a waveform, 
as you will see in this chapter. Mathematical differentiation & 
refers to the process of finding the rate of change of a quai) 
tity. Differentiator circuits produce an output that represents 
the rate of change of the input. 


—_ et ae 
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Time RESPONSE OF REACTIVE CIRCUITS 


Gs 1 THE RC INTEGRATOR 


In terms of time response, a series RC circuit in which the output voltage is taken across 
the capacitor is known as an integrator. Recall that in terms of frequency response, this 
particular series RC circuit is a low-pass filter. The term, integrator, is derived from a 
mathematical function which this type of circuit approximates under certain conditions. 


After completing this section, you should be able to 


Charging and Discharging of a Capacitor 


When a pulse generator is connected to the input of an RC integrator, as shown in Figure 1, 
the capacitor will charge and discharge in response to the pulses. When the input goes from its 
low level to its high level, the capacitor charges toward the high level of the pulse through the 
resistor. This charging action is analogous to connecting a battery through a switch to the RC 
circuit, as illustrated in Figure 2(a). When the pulse goes from its high level back to its low 
level, the capacitor discharges back through the source. Compared to the resistance of the re- 
sistor, R, the resistance of the source is assumed to be negligible. This discharging action is 
analogous to replacing the source with a closed switch, as illustrated in Figure 2(b). 


» FIGURE 1 oO ANN 


An RC integrator with a pulse R 
enerator connected. 
§ ee Cc Vou 
oO | 
Charging Discharging 


voltage 


\ Wy voltage 


© oO \ ® o) 
+ + + : 
= Ve Te 
0 0 0 
oO ¢ O oO * o) 

(a) When the input pulse goes HIGH, the source (b) When the input pulse goes back LOW, the 
effectively acts as a battery in series with a source effectively acts as a closed switch, 
closed switch, thereby charging the capacitor. providing a discharge path for the capacitor. 

A FIGURE 2 


The equivalent action when a pulse source charges and discharges the capacitor. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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A capacitor will charge and discharge following an exponential curve. Its rate of charg- 
ing and discharging depends on the RC time constant, a fixed time interval determined by 
Rand C (7 = RC). 

For an ideal pulse, both edges are considered to be instantaneous. Two basic rules of ca- 
pacitor behavior help in understanding the response of RC circuits to pulse inputs. 


1. The capacitor appears as a short to an instantaneous change in current and as an 
open to dc. 


2. The voltage across the capacitor cannot change instantaneously—it can change 
only exponentially. 


Capacitor Voltage 


In an RC integrator, the output is the capacitor voltage. The capacitor charges during the 
time that the input pulse is high. If the pulse is at its high level long enough, the capacitor 
will fully charge to the voltage amplitude of the pulse, as illustrated in Figure 3. The ca- 
pacitor discharges during the time that the pulse is low. If the low time between pulses is 
long enough, the capacitor will fully discharge to zero, as shown in the figure. Then when 
the next pulse occurs, it will charge again. 


a AM ° 5 <4 FIGURE 3 
R Illustration of a capacitor fully charg- 
10V 10V , ‘ he 
i ye ing and discharging in response to a 
i ; =-c | pulse input. A pulse generator is con- 
aoa ee nected to the input, but the symbol 
Charging Discharging F 
a $ e is not shown, only the waveform. 


e the term integrator in relation to an RC circuit. 
hat causes a capacitor in an RC circuit to charge and discharge? 


2 RESPONSE OF RC INTEGRATORS TO A SINGLE PULSE 


From the previous section, you have a general idea of how an RC integrator responds 
over time to a pulse input. In this section, the time response to a single pulse is exam- 
ined in detail. 


After completing this section, you should be able to 


¢ Analyze an RC integrator with a single-pulse input 


¢ Discuss the importance of the circuit time constant 
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Two conditions of response to a single-pulse input must be considered: 


1. When the input pulse width (fy) is equal to or greater than five time constants 
(tw = 57) 


2. When the input pulse width is less than five time constants (tw < 57) 


Recall that five time constants is accepted as the time a capacitor needs to fully charge or 
fully discharge; this time is often called the transient time. A capacitor will fully charge 
if the pulse width is equal to or greater than five time constants (57). This condition is ex- 
pressed as tw = 5r. At the end of the pulse, the capacitor fully discharges back through 
the source. 

Figure 4 illustrates the output waveforms for various RC transient times and a fixed 
input pulse width. Notice that as the transient time becomes shorter, compared to the pulse 
width, the shape of the output pulse approaches that of the input. In each case, the output 
reaches the full amplitude of the input. 


>» FIGURE 4 10V 
Variation of an integrator’s output Vin | | 
pulse shape with transient time. The 0 


shaded areas indicate when the va 5¢ = 1s 
capacitor is charging and discharging. 
I 10V 
St =2.5 us 
I 10 V 
Von | St = 5 US 


K— ty = 10 us —> 


Figure 5 shows how a fixed time constant and a variable input pulse width affect the 
integrator output. Notice that as the pulse width is increased, the shape of the output pulse 
approaches that of the input. Again, this means that the transient time is short compared to 
the pulse width. The rise and fall times of the output remain constant. 


> FIGURE 5 

Variation of an integrator’s output 
pulse shape with input pulse width 
(the time constant is fixed). Dark 
blue is input and light blue is 


(a) tw = 5T (b) ty = 107 (c) tw = 207 


output. 


(d) ty = 407 
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Now let’s examine the case in which the width of the input pulse is less than five time 
constants of the RC integrator. This condition is expressed as tw < 57. As you know, a ca- 
pacitor charges for the duration of the pulse and the pulse width is the time it has for charg- 
ing. However, because the pulse width is less than the time the capacitor needs to fully 
charge (57), the output voltage will not reach the full input voltage before the end of the 
pulse. The capacitor only partially charges, as illustrated in Figure 6 for several values of 
RC time constants. Notice that for longer time constants, the output reaches a lower volt- 
age because the capacitor cannot charge as much during the pulse width. Of course, in the 
examples with a single-pulse input, the capacitor fully discharges after the pulse ends. 


OV 


A FIGURE 6 


Capacitor voltage for various time constants that are longer than the input pulse width. Dark blue is 
input and light blue is output. 


When the time constant is much greater than the input pulse width, the capacitor charges 
very little, and, as a result, the output voltage becomes a very small almost constant value, 
as indicated in Figure 6. 

Figure 7 illustrates the effect of reducing the input pulse width for a fixed time constant 
value. As the pulse width is reduced, the output voltage becomes smaller because the 
capacitor has less time to charge. However, it takes the capacitor the same length of time 
(57) to discharge back to zero for each condition after the pulse is removed. 


Vout 
a ~ 
Me n 
0 0 


(a) tw = 5T (b) ty < 57 


(c) ty << 5t (d) ty <<< 5t 


A FIGURE 7 


The capacitor charges less and less as the input pulse width is reduced. The time constant is fixed. 
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EXAMPLE 1 A single 10 V pulse with a width of 100 ys is applied to the RC integrator in Figure 8. 
The source resistance is assumed to be zero. 


(a) To what voltage will the capacitor charge? 
(b) How long will it take the capacitor to discharge? 


(c) Show the output voltage waveform. 


FIGURE 8 
R 
° ‘O 
100 kQ. 
10 V 
Me | | La uF out 
0 
100 us 
° ‘O 


Solution (a) The circuit time constant is 
7 = RC = (100kQ.)(0.001 «F) = 100 us 


Notice that the pulse width is exactly equal to one time constant. Thus, the capaci- 
tor will charge approximately 63% of the full input amplitude in one time con- 
stant, so the output will reach a maximum voltage of 


Vou = (0.6310 V = 6.3V 


(b) The capacitor discharges back through the source when the pulse ends. The total 
discharge time is 


5r = 5(100 us) = 500 ps 


(c) The output charging and discharging curve is shown in Figure 9. 


FIGURE 9 


Vour (V) 


Discharge 
Charge | | | 


100 200 300 400 500 600 


> t (Us) 


Related Problem’ If the input pulse width in Figure 8 is increased to 200 ys, to what voltage will the 
capacitor charge? 


> Open Multisim file E15-01; files are found at www.pearsonhighered.com/floyd/. 
Verify the calculated results in this example and the related problem. 


* Answers are at the end of the chapter. 
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EXAMPLE 2 Determine to what voltage the capacitor in Figure 10 will charge when a single pulse is 
applied to the input. Assume C is initially uncharged and the source resistance is zero. 


» FIGURE 10 


R 
2.2kQO 
25V 
| | am. Mug 
1uF 
0 ee aul 
5 ms 
° O 


Solution Calculate the time constant. 
7 = RC = (2.2kQ)(1 pF) = 2.2 ms 


Because the pulse width is 5 ms, the capacitor charges for approximately 2.27 time 
constants (5 ms/2.2 ms = 2.27). Use the exponential formula, to find the voltage to 
which the capacitor will charge. With Vp = 25 V and t = 5 ms, the calculation is as 
follows: 


v= Vel — ce 7®S = Q5V\(1 — e O™/2-2m) — 224 V 


These calculations show that the capacitor charges to 22.4 V during the 5 ms duration 
of the input pulse. It will discharge back to zero when the pulse goes back to zero. 


Related Problem Determine how much C will charge if the pulse width is increased to 10 ms. 


lied to an RC integrator, what condition must exist in order 
reach the full amplitude of the input? 


1, which has a single-pulse input, find the maximum output 
w long the capacitor will discharge. 


approximate shape of the output voltage with respect to the 


@ O 
ale 
Tr 22uF 
@ O 


an integrator under which the output voltage has the 
ctangular input pulse. 
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3 RESPONSE OF RC INTEGRATORS TO REPETITIVE PULSES 


666 


In electronic systems, you will encounter waveforms with repetitive pulses much more 
often than with single pulses. However, an understanding of the integrator’s response 
to single pulses is necessary in order to understand how these circuits respond to 
repeated pulses. 


After completing this section, you should be able to 


¢ Analyze an RC integrator with a repetitive-pulse input 


If a periodic pulse waveform is applied to an RC integrator, as shown in Figure 12, the 
output waveshape depends on the relationship of the circuit time constant and the fre- 
quency of the input pulses. The capacitor, of course, charges and discharges in response to 
a pulse input. The amount of charge and discharge of the capacitor depends both on the cir- 
cuit time constant and on the input frequency, as mentioned. 

If the pulse width and the time between pulses are each equal to or greater than five time 
constants, the capacitor will fully charge and fully discharge during each period of the in- 
put waveform. This case is shown in Figure 12. 


R 
° AWW rs ) 


Capacitor is fully charging 
and fully discharging. 


A FIGURE 12 


RC integrator with a repetitive-pulse waveform input. 


When the pulse width and the time between pulses are shorter than 5 time constants, as 
illustrated in Figure 13 for a square wave, the capacitor will not completely charge or dis- 
charge. We will now examine the effects of this situation on the output voltage of the RC 
integrator. 


> FIGURE 13 Less than 5t 
ooo 


Input waveform that does not allow 
full charge or discharge of the inte- 
grator capacitor. 


— 
Less than 5T 


For illustration, let’s use an RC integrator with a charging and discharging time constant 
equal to the pulse width of a 10 V square wave input, as in Figure 14. This choice will sim- 
plify the analysis and will demonstrate the basic action of the integrator under these condi- 
tions. At this point, you really do not care what the exact time constant value is because an 
RC circuit charges 63.2% during one time constant interval. 
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Q 


oy 0 
10V R 
Vii | | | | OV V 
0 --- initially = °“” 


Let’s assume that the capacitor in Figure 14 begins initially uncharged and examine 
the output voltage on a pulse-by-pulse basis. The results of this analysis are shown in 
Figure 15. 


+10 V 
Vix 
0 t 
Ist 2nd 3rd 
ey ie 7.29V 
6.32 V ; 
Vout 
2.33 V 2.64,V 
0 >t 
T 27 37 4r ST 


First pulse During the first pulse, the capacitor charges. The output voltage reaches 6.32 V, 
which is 63.2% of 10 V, as shown in Figure 15. 


Between first and second pulses The capacitor discharges, and the voltage decreases to 
36.8% of the voltage at the beginning of this interval: 0.368(6.32 V) = 2.33 V. 


Second pulse The capacitor voltage begins at 2.33 V and increases 63.2% of the way to 
10 V. The total charging range is 10 V — 2.33 V = 7.67 V. The capacitor voltage will in- 
crease an additional 63.2% of 7.67 V, which is 4.85 V. Thus, at the end of the second pulse, 
the output voltage is 2.33 V + 4.85 V = 7.18 V, as indicated in Figure 15. Notice that the 
average is building up. 

Between second and third pulses The capacitor discharges during this time, and there- 
fore the voltage decreases to 36.8% of the initial voltage by the end of the second pulse: 
0.368(7.18 V) = 2.64 V. 


Third pulse At the start of the third pulse, the capacitor voltage is 2.64 V. The capacitor 
charges 63.2% of the way from 2.64 V to 10 V: 0.632(10 V — 2.64 ,V) = 4.65 V. There- 
fore, the voltage at the end of the third pulse is 2.64 V + 4.65 V = 7.29 V. 


Steady-State Time Response 


In the preceding discussion, the output voltage gradually built up and then began leveling 
off. It takes approximately 57 for the output voltage to build up to 99% of its final value, 
regardless of the number of pulses that may occur during that time interval. This interval is 
the transient time of the circuit. Once the output voltage reaches the average value of the 
input voltage, a steady-state condition is reached, which continues as long as the periodic 
input continues. This condition is illustrated in Figure 16 based on the approximate values 
obtained after the first three pulses. 


<4 FIGURE 14 


Integrator with a square wave input 
having a period equal to two time 
constants (T = 27). 


<¢ FIGURE 15 


Input and output for the initially un- 
charged integrator in Figure 14. 


ANDS DNSIP 


When you view pulse 
waveforms on an 
oscilloscope, set 

the scope to be 

DC coupled, not AC 
coupled. The reason 
is that AC coupling places a 
capacitor in series and can cause 
distortion in low-frequency pulse 
signals. Also, DC coupling allows 
you to observe the dc level of 
the pulse. 
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» FIGURE 16 +10 
Output reaches steady state after 57 Vin 
and stabilizes at the values indicated. 
t 
4th 5th 6th 7th 
V(V) 
A 
Apceon, 721 L - 
steady- 
state 
output 2.69 
0 >t 


> FIGURE 18 


The transient time for our example circuit is the time from the beginning of the first pulse 
to the end of the third pulse. The capacitor voltage at the end of the third pulse is 7.29 V, 
which is about 99% of its final value. 


The Effect of an Increase in Time Constant 


What happens to the output voltage if the RC time constant of the integrator is increased with 
a variable resistor, as indicated in Figure 17? As the time constant is increased, the capacitor 
charges less during a pulse and discharges less between pulses. The result is a smaller fluctua- 
tion in the output voltage for increasing values of time constant, as shown in Figure 18. 

As the time constant becomes extremely long compared to the pulse width, the output 
voltage approaches a constant dc voltage, as shown in Figure 18(c). This value is the aver- 
age value of the input. For a square wave, it is one-half the amplitude. 


> FIGURE 17 . MK, ° 


Effect of increasing time constants 


on the output of an integrator 
(73 = ™72 = 74). 


668 


Integrator with a variable time R 
constant. 
Vi Cc Vo 
oO O 
A 
Vin 
>t 
Vout A 
(a) 7, 0 > t 
Vout A 
(b) T 0 >t 
Vout A 
Vave 
(c) T3 0 > ft 
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EXAMPLE 3 Determine the output voltage waveform for the first two pulses applied to the integra- 
tor circuit in Figure 19. Assume that the capacitor is initially uncharged. 


FIGURE 19 
R 


oy 


5V 4.7kO, 


Cc 


[10 ws | 15s | 10 ws | 


Ler 


Oo O 


Solution First, calculate the circuit time constant. 
7 = RC = (4.7kQ)(0.01 wF) = 47 us 


Obviously, the time constant is much longer than the input pulse width or the interval 
between pulses (notice that the input is not a square wave). Thus, in this case, the ex- 
ponential formulas must be applied, and the analysis is relatively difficult. Follow the 
solution carefully. 


1. Calculation for first pulse: Use the equation for an increasing exponential 
because C is charging. Note that V; is 5 V, and ¢ equals the pulse width of 10 ps. 
Therefore, 


ve = Vp(l — eR) = (SV) — 6 10HS/47HS) = 958 mV 
This result is plotted in Figure 20(a). 


FIGURE 20 


Vout 


2. Calculation for interval between first and second pulse: Use the equation for a 
decreasing exponential because C is discharging. Note that V; is 958 mV because C 
begins to discharge from this value at the end of the first pulse. The discharge time 
is 15 ws. Therefore, 


Payee (58 mV)e >H5/47s — 696mV 
This result is shown in Figure 20(b). 
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; r second ag At the beginning of the second pulse, the output 


va Vr at (V; = Vien? 


ation, you can calculate the voltage across the capacitor at the end of 


+ (V; — Vpe VRC = 5V + (696 mV — 5V)e 1HS/47HS = 1.52V 


e pulse width of a square wave input? 


ne called that is required for the output voltage to build up to a constant 
when 57 is greater than the pulse width of an input square wave? 


dy-state response. 


the output of an RC integrator when the input is a square wave that has a 
‘is much less than 17. 


4 RESPONSE OF RC DIFFERENTIATORS TO A SINGLE PULSE 


In terms of time response, a series RC circuit in which the output voltage is taken 
across the resistor is known as a differentiator. Recall that in terms of frequency 
response, this particular series RC circuit is a high-pass filter. The term, differentiator, 
is derived from a mathematical function which this type of circuit approximates under 
certain conditions. 


After completing this section, you should be able to 
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Figure 21 shows an RC differentiator with a pulse input. The same action occurs in the 
differentiator as in the integrator, except the output voltage is taken across the resistor 
rather than the capacitor. The capacitor charges exponentially at a rate depending on the RC 
time constant. The shape of the differentiator’s resistor voltage is determined by the charg- 
ing and discharging action of the capacitor. 


| | j <4 FIGURE 21 
C An RC differentiator with a pulse 


generator connected. 
Vin ) R Vour 


Pulse Response 


To understand how the output voltage is shaped by a differentiator, you must consider the 
following: 


1. The response to the rising pulse edge 
2. The response between the rising and falling edges 
3. The response to the falling pulse edge 


Let’s assume that the capacitor is initially uncharged prior to the rising pulse edge. Prior 
to the pulse, the input is zero volts. Thus, there are zero volts across the capacitor and also 
zero volts across the resistor, as indicated in Figure 22(a). 


OV 
A B A B A +1- B 
ip — p44 
OV TOV ech 10V 10V 10V 
RDov Vin | | a | \ 
0 L— 0 0 - 0 
|j<tyw>l 
° e) ° e) ° ) 
(a) Before pulse is applied (b) At rising edge of input pulse (c) During level part of pulse when ty = 57 
10V , 
ge aa 5 V (arbitrary value) 5 V (arbitrary value) 
(0) yal el 
A Saas. B A re B | B 
° | | ° ° | ° ° | | o 
10V 10V 10V 10V 10V 10V 
| | | | ‘ee 5V | | 5V 
0 0 0 - 0 0 0 
° O ° Oo -5V 
aL -10V __ = 
(d) At falling edge of pulse when ty = 57 (e) During level part of pulse when tw < 57 (f) At falling edge of pulse when tw < 57 
A FIGURE 22 


Examples of the response of a differentiator to a single-pulse input under two conditions: ty = 57 and 
tw < 57. A pulse generator is connected to the input, but the symbol is not shown, only the pulses. 
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Response to the Rising Edge of the Input Pulse Let’s also assume that a 10 V pulse 
is applied to the input. When the rising edge occurs, the voltage at point A goes to +10 V. 
Recall that the voltage across a capacitor cannot change instantaneously, and thus the ca- 
pacitor appears instantaneously as a short. Therefore, if the voltage at point A goes instantly 
to +10 V, then the voltage at point B must also go instantly to +10 V, keeping the capaci- 
tor voltage zero for the instant of the rising edge. The capacitor voltage is the voltage from 
point A to point B. 

The voltage at point B with respect to ground is the voltage across the resistor (and the 
output voltage). Thus, the output voltage suddenly goes to +10 V in response to the rising 
pulse edge, as indicated in Figure 22(b). 


Response During Pulse When tw = 57 While the pulse is at its high level between the 
rising edge and the falling edge, the capacitor is charging. When the pulse width is equal to 
or greater than five time constants (tw = 57), the capacitor has time to fully charge. 

As the voltage across the capacitor builds up exponentially, the voltage across the resis- 
tor decreases exponentially until it reaches zero volts at the time the capacitor reaches full 
charge (+10 V in this case). This decrease in the resistor voltage occurs because the sum 
of the capacitor voltage and the resistor voltage at any instant must be equal to the source 
voltage, in compliance with Kirchhoff’s voltage law (vc + vr = vj). This part of the re- 
sponse is illustrated in Figure 22(c). 


Response to Falling Edge When ty = 57  Let’s examine the case in which the capacitor 
is fully charged at the end of the pulse (tw = 57). Refer to Figure 22(d). On the falling 
edge, the input pulse suddenly goes from + 10 V back to zero. An instant before the falling 
edge, the capacitor is charged to 10 V, so the voltage at point A is + 10 V and the voltage at 
point B is 0 V. The voltage across a capacitor cannot change instantaneously, so when the 
voltage at point A makes a transition from +10 V to zero on the falling edge, the voltage at 
point B must also make a 10 V transition from zero to —10 V. This keeps the voltage across 
the capacitor at 10 V for the instant of the falling edge. 

The capacitor now begins to discharge exponentially. As a result, the resistor voltage 
goes from —10 V to zero in an exponential curve, as indicated in Figure 22(d). 


Response During Pulse When tw < 57 When the pulse width is less than five time 
constants (ty < 57), the capacitor does not have time to fully charge. Its partial charge de- 
pends on the relation of the time constant and the pulse width. 

Because the capacitor does not reach the full +10 V, the resistor voltage will not reach 
zero volts by the end of the pulse. For example, if the capacitor charges to +5 V during the 
pulse interval, the resistor voltage will decrease to +5 V, as illustrated in Figure 22(e). 


Response to Falling Edge When tw < 57 Now, let’s examine the case in which the 
capacitor is only partially charged at the end of the pulse (tw < 57). For example, if the 
capacitor charges to +5 V, the resistor voltage at the instant before the falling edge is also 
+5 V because the capacitor voltage plus the resistor voltage must add up to +10 V, as il- 
lustrated in Figure 22(e). 

When the falling edge occurs, the voltage at point A goes from +10 V to zero. As a re- 
sult, the voltage at point B goes from +5 V to —5 V, as illustrated in Figure 22(f). This 
decrease occurs, of course, because the capacitor voltage cannot change at the instant of the 
falling edge. Immediately after the falling edge, the capacitor begins to discharge to zero. 
As a result, the resistor voltage goes from —5 V to zero, as shown. 


Summary of RC Differentiator Response to a Single Pulse 


A good way to summarize this section is to look at the general output waveforms of a dif- 
ferentiator as the time constant is varied from one extreme, when 57 is much less than the 
pulse width, to the other extreme, when 57 is much greater than the pulse width. These sit- 
uations are illustrated in Figure 23. In part (a), the output consists of narrow positive 
and negative “spikes.” In part (e), the output approaches the shape of the input. Various 
conditions between these extremes are illustrated in parts (b), (c), and (d). 
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(a) 57 much less than ty, 


-10V 


+10 V 
(b) 5t = O.5tw 
0 
-10V 


+10 V 
Vous (c) St tw 
0 
-10V 
+10 V 
(d) 57 greater than tw ee 
0 es 


+10V | 
(e) 57 much greater than ty en 
Oe ee ee 


A FIGURE 23 
Effects of a change in time constant on the shape of the output voltage of an RC differentiator. 


I 


i 


it in Figure 24. 


RD15kOV~, 


= (15 kQ)(120 pF) = 1.8 us 

itor reaches full charge in 9 ys (before the end of 
voltage jumps to +5 V and then decreases exponen- 
e pulse. On the falling edge, the resistor voltage 


k to zero exponentially. The resistor voltage is, of 
s shown in Figure 25. 
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FIGURE 25 


Related Problem Show the output voltage if R = 18 kQ and C = 47 pF in Figure 24. 


EXAMPLE 5 Determine the output voltage waveform for the differentiator in Figure 26. 


FIGURE 26 


25V 1.0 uF 
¥; 
ia = Vous 
0 _| | 2.2k0 


Solution First, calculate the time constant. 
7 = (2.2kO)(1.0 uF) = 2.2 ms 


On the rising edge, the resistor voltage immediately jumps to +25 V. Because the 
pulse width is 5 ms, the capacitor charges for approximately 2.27 time constants dur- 
ing the pulse, and therefore does not reach full charge. Thus, you must use the formula 
for a decreasing exponential in order to calculate to what voltage the output decreases 
by the end of the pulse. 


ee 5 Ve 22 — 258 V 


where V; = 25 V andt = 5 ms. This calculation gives the resistor voltage at the end 
of the 5 ms pulse width interval. 

On the falling edge, the resistor voltage immediately jumps from +2.58 V down to 
—22.4 V (a 25 V transition). The resulting waveform of the output voltage is shown in 
Figure 27. 


FIGURE 27 


+25 V 


| 11 ms > 


Related Problem Determine the voltage at the end of the pulse in Figure 26 if R is 1.5kQ. 
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ut of a differentiator for a 10 V input pulse when 57 = 0.5ty. 
tion does the output pulse shape most closely resemble the input 


5 RESPONSE OF RC DIFFERENTIATORS TO REPETITIVE PULSES 


The RC differentiator response to a single pulse, covered in the last section, is ex- 
tended in this section to repetitive pulses. 


After completing this section, you should be able to 


¢ Analyze an RC differentiator with a repetitive-pulse input 


If a periodic pulse waveform is applied to an RC differentiating circuit, two conditions 
again are possible: ty = 57 or fw < 57. Figure 28 shows the output when tw = 57. As the 
time constant is reduced, both the positive and the negative portions of the output become 
narrower. Notice that the average value of the output is zero; the waveform has equal posi- 
tive and negative portions. The average value of a waveform is its de component. Because 
a capacitor blocks dc, the dc component of the input is prevented from passing through to 


the output. 
5 | ee <4 FIGURE 28 
C +10V Example of differentiator response 
10V when ty = 5r. 
Vin R Wout 0 
0 
tw tw>| -10V 

ie; ‘O 


Figure 29 shows the steady-state output when fy < 57. As the time constant is in- 
creased, the positively and negatively sloping portions become flatter. For a very long time 
constant, the output approaches the shape of the input, but with an average value of zero. 


| <4 FIGURE 29 


Example of differentiator response 


Cc 
when tw < 5r. 
ie R Veit 0 
0 


|< !w>|<!w>| 
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RC differentiator with T = 27. 


> FIGURE 31 


Differentiator output waveform dur- 
ing transient time for the circuit in 
Figure 30. 
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Analysis of a Repetitive Waveform 


Like the integrator, the differentiator output takes time (57) to reach steady state. To illus- 
trate the response, let’s take an example in which the time constant equals the input pulse 
width. At this point, we do not care what the value of the circuit time constant is because 
we know that the resistor voltage will decrease to 36.8% of its maximum value during one 
pulse (17). Let’s assume that the capacitor in Figure 30 begins initially uncharged and 
examine the output voltage on a pulse-by-pulse basis. The results of this analysis are shown 
in Figure 31. 


OV 
initially 
o | 0 
10V Cc 
Vin | | | | 
0) ed R Vous 
[@ [pe |: eo 
° e) 
+10 V 
Vu 
0 


-7.29 V 


First pulse On the rising edge, the output instantaneously jumps to + 10 V. Then the ca- 
pacitor partially charges to 63.2% of 10 V, which is 6.32 V. Thus, the output voltage must 
decrease to 3.68 V, as shown in Figure 31. 

On the falling edge, the output instantaneously makes a negative-going 10 V transition 
to —6.32 V because 3.68 V — 10 V = —6.32V. 


Between first and second pulses The capacitor discharges to 36.8% of 6.32 V, which is 
2.33 V. Thus, the resistor voltage, which starts at —6.32 V, must increase to —2.33 V. 
Why? Because at the instant prior to the next pulse, the input voltage is zero. Therefore, the 
sum of vc and ve must be zero (+2.33 V — 2.33 V = 0). Remember that vc + vp = Vin at 
all times, in accordance with Kirchhoff’s voltage law. 


Second pulse On the rising edge, the output makes an instantaneous, positive-going, 10 V 
transition from —2.33 V to 7.67 V. Then by the end of the pulse the capacitor charges 
0.632 (10 V — 2.33 V) = 4.85 V. Thus, the capacitor voltage increases from 2.33 V to 
2.33 V + 4.85 V = 7.18 V. The output voltage drops to 0.368(7.67 V) = 2.82 V. 

On the falling edge, the output instantaneously makes a negative-going transition from 
2.82 V to —7.18 V, as shown in Figure 31. 


Between second and third pulses The capacitor discharges to 36.8% of 7.18 V, which is 
2.64 V. Thus, the output voltage starts at —7.18 V and increases to —2.64 V because the ca- 
pacitor voltage and the resistor voltage must add up to zero at the instant prior to the third 
pulse (the input is zero). 


Third pulse On the rising edge, the output makes an instantaneous 10 V transition from 
—2.64V to +7.36V. Then the capacitor charges 0.632(10 V — 2.64 V) = 4.65 V to 
2.64V + 4.65 V = +7.29V. As a result, the output voltage drops to 0.368(7.36 V) = 
2.71 V. On the falling edge, the output instantly goes from +2.71 V down to —7.29 V. 
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After the third pulse, five time constants have elapsed, and the output voltage is close to its 
steady state. Thus, the waveform in Figure 31 will continue to vary from a positive maximum 
of about +7.3 V to a negative maximum of about —7.3 V, with an average value of zero. 


conditions allow an RC differentiator to fully charge and discharge when a 
pulse waveform is applied to the input? 


| the output waveform look like if the circuit time constant is extremely small 
ed to the pulse width of a square wave input? 


loes the average value of the differentiator output voltage equal during steady state? 


6 RESPONSE OF RL INTEGRATORS TO PULSE INPUTS 


A series RL circuit in which the output voltage is taken across the resistor is known as 
an integrator in terms of time response. The response to a single pulse is discussed 

but can be extended to repetitive pulses as was done for the case of RC integrators. 
Although the RL integrator has waveforms similar to the RC integrator, the RL integra- 
tor is not as commonly used; inductors tend to be more expensive than capacitors and 
have winding resistance that can adversely affect the circuit. 


u should be able to 


After completing this section, y: 


ignea 


Figure 32 shows an RL integrator. The output waveform is taken across the resistor and, 
under equivalent conditions, is the same shape as that for the RC integrator. Recall that in 
the RC case, the output was across the capacitor. 


O atte <4 FIGURE 32 


L An RL integrator with a pulse genera- 


tor connected. 
Vin @) R Vout 


As you know, each edge of an ideal pulse is considered to occur instantaneously. Two 
basic rules for inductor behavior will aid in analyzing RL circuit responses to pulse inputs: 


1. The inductor appears as an open to an instantaneous change in current and as a 
short (ideally) to de. 


2. The current in an inductor cannot change instantaneously—it can change only ex- 
ponentially. 


Response of the RL Integrator to a Single Pulse 


When a pulse generator is connected to the input of an RL integrator and the voltage pulse 
goes from its low level to its high level, the inductor prevents a sudden change in current. 
As a result, the inductor acts as an open, and all the input voltage is across it at the instant 
of the rising pulse edge. This situation is indicated in Figure 33(a). 

After the rising edge, the current builds up, and the output voltage follows the current 
as it increases exponentially, as shown in Figure 33(b). The current can reach a maximum 


www.EngineeringBooksPdf.com 


677 


TimE RESPONSE OF REACTIVE CIRCUITS 


10V 10 V 
: hk. 
0 0 
+ - + - 
EL 
OY, peice 10 10V 
Vin R OV a 
— (0) 0 
tw >| 
° ) ° e) 
(a) At rising edge of pulse (i = 0) (b) During flat portion of pulse 
10V 
0 
_ +f -1l0V 
oF). 0 
0 0 
° ) 


> FIGURE 34 


Illustration of the variation in inte- 
grator output pulse shape with time 
constant. 
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(c) At falling edge of pulse and after 


A FIGURE 33 


Illustration of the pulse response of an RL integrator (ty > 57). A pulse generator is connected to 
the input but its symbol is not shown, only the pulses. 


of V,/R if the transient time is shorter than the pulse width (V, = 10 V in this example 


where V, is pulse amplitude). 


When the pulse goes from its high level to its low level, an induced voltage with re- 
versed polarity is created across the coil in an effort to keep the current equal to V,/R. The 


output voltage begins to decrease exponentially, as shown in Figure 33(c). 


The exact shape of the output depends on the L/R time constant as summarized in Figure 
34 for various relationships between the time constant and the pulse width. You should note 
that the response of this RL circuit in terms of the shape of the output is identical to that of 


(a) 57 = ty 


(b) 57 = 0.5ty 
out 


(c) 57 = 0.25ty 


(d) 57 = Oty 
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the RC integrator. The relationship of the L/R time constant to the input pulse width has the 
same effect as the RC time constant that we discussed earlier in this chapter. For example, 
when fy < 57, the output voltage will not reach its maximum possible value. 


EXAMPLE 6 Determine the maximum output voltage for the integrator in Figure 35 when a single 
pulse is applied as shown. 


FIGURE 35 : 

TM. 0 

5V 100 mH 
Vin R 
0 | | 47kQ 
1-50 ws >| 
Oo O 
Solution Calculate the time constant. 
Jb; 100 mH 13 

er) 47kO ee 


Because the pulse width is 50 us, the inductor’s magnetic field increases (energizes) 
for approximately 2.357; (50 yus/21.3 ws = 2.35). Use the following exponential 
equation to calculate the voltage. 


v= Vp + (V; -— Vie Rt 
V; is zero. The maximum output voltage occurs at the end of the pulse. Therefore, 
vy = Vel — € 77) = 5 V1 — 6 Ons/213 mus) — 4.52V 
Related Problem What value must R be for the output voltage to reach 5 V by the end of the pulse? 


, Open the file E15-06. Use the space bar to trigger the pulse generator. Confirm the 
calculations shown in the solution. 


EXAMPLE 7 A pulse is applied to the RL integrator in Figure 36. Determine the waveforms and the 
values for J, Vr, and V;. 


FIGURE 36 


Solution The circuit time constant is 
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Since 57 = 16.7 ps is less than ty, the current will reach its maximum value and 


remain there until the end of the pulse. 


At the rising edge of the pulse, 


t=O0A 


VR 
Wb, 


=0V 
= 10V 


The inductor appears as an open, so all of the input voltage appears across L. 


During the pulse, 


10 V 


V, 
i increases exponentially to —_ = 6.67 mA in 16.7 ps 


R 15kQ 


Vp increases exponentially to 10 V in 16.7 js 


vy, increases exponentially to zero in 16.7 ps 


At the falling edge of the pulse, 


After the pulse, 


6.67 mA 
10 V 
—10V 


i decreases exponentially to zero in 16.7 ys 


Vp decreases exponentially to zero in 16.7 js 


vy, decreases exponentially to zero in 16.7 ws 


The waveforms are shown in Figure 37. 


FIGURE 37 


Vr 


------o 


16.7 20 


6.67 mA 


10 V 


t(us) 


=> 


10V 


vi 


| 
16.7 20 


t (us) 


36.7 


t (us) 


Related Problem What will be the maximum output voltage if the amplitude of the input pulse is 


increased to 20 V in Figure 36? 
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EXAMPLE 8 A 10 V pulse with a width of 10 ps is applied to the integrator in Figure 38. Determine 
the voltage level that the output will reach during the pulse. If the source has an inter- 
nal resistance of 300 0, how long will it take the output to decrease to zero? Show the 
output voltage waveform. 


FIGURE 38 ‘ 
TM 0 
10V 50 mH 
JoL 
0) 4.7kO 
[<-10 us| 
° O 
Solution The coil energizes through the 300 ©, source resistance plus the 4.7 kQ external resistor. 
The time constant is 
L 50 mH 50 mH 
T= = = = 10ps 
Ror 47000 + 3000 5.0kO, 

Notice that in this case the pulse width is exactly equal to 7. Thus, the output Vp will 
reach approximately 63% of the full input amplitude in 17. Therefore, the output volt- 
age gets to 6.3 V at the end of the pulse. 

After the pulse is gone, the inductor de-energizes back through the 300 © source resist- 
ance and the 4.7 kQ resistor. The output voltage takes 57 to completely decrease to zero. 

57 = 5(10 ps) = 50 ps 
The output voltage is shown in Figure 39. 
FIGURE 39 


60 Ls 


Related Problem To what approximate maximum value must R be changed in Figure 38 to allow the 
output voltage to reach the input level during the pulse? 


tegrator, across which component is the output voltage taken? 


is applied to an RL integrator, what condition must exist in order for the 
to reach the amplitude of the input? 


condition will the output voltage have the approximate shape of the input 
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7 RESPONSE OF RL DIFFERENTIATORS TO PULSE INPUTS 


A series RL circuit in which the output voltage is taken across the inductor is known as 
a differentiator in terms of time response. The response to a single pulse is discussed 
but can be extended to repetitive pulses as was done for the case of RC differentiators. 


After completing this section, you should be able to 


Response of the RL Differentiator to a Single Pulse 


Figure 40 shows an RL differentiator with a pulse generator connected to the input. 


An RL differentiator with a pulse R 


> FIGURE 40 oO AW 
enerator connected. 
8 Vin m) a Wee 


Initially, before the pulse, there is no current in the circuit. When the input pulse goes 
from its low level to its high level, the inductor prevents a sudden change in current. It does 
this, as you know, with an induced voltage equal and opposite to the input. As a result, L 
looks like an open, and all of the input voltage appears across it at the instant of the rising 
edge, as shown in Figure 41(a) with a 10 V pulse. 

During the pulse, the current exponentially builds up. As a result, the inductor voltage 
decreases, as shown in Figure 41(b). The rate of decrease, as you know, depends on the 


10V + 10V tw < 57 
Y a 
Vin l tw 2 Sr 
0 I . 
° o) 
(a) At rising edge of pulse (b) During flat portion of pulse 
2 WW = <] ° WW _ O 
10V - 10V 10V - 10V 
0 JL + 0 0 | | + 0 
° ? = © F-10v 
(c) At falling edge when ty < Sz (d) At falling edge when tw 2 57 
A FIGURE 41 


Illustration of the response of an RL differentiator for both time constant conditions. The pulse 
generator is connected to the input, but its symbol is not shown, only the pulses. 
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L/R time constant. When the falling edge of the input occurs, the inductor reacts to keep the 
current as is, by creating an induced voltage in a direction as indicated in Figure 41(c). This 
reaction is seen as a sudden negative-going transition of the inductor voltage, as indicated 
in parts (c) and (d). 

Two conditions are possible, as indicated in Figure 41(c) and (d). In part (c), 57 is greater 
than the input pulse width, and the output voltage does not have time to decrease to zero. In 
part (d), 57 is less than or equal to the pulse width, and so the output decreases to zero before 
the end of the pulse. In this case a full —10 V transition occurs at the falling edge. 

Keep in mind that as far as the input and output waveforms are concerned, the RL inte- 
grator and differentiator perform the same as their RC counterparts. 

A summary of the RL differentiator response for relationships of various time constants 
and pulse widths is shown in Figure 42. Compare this figure to Figure 23 for an RC differ- 
entiator and you will see that the responses are identical. 


10V <4 FIGURE 42 
= t —| Sanches 
Vin W Illustration of the variation in output 
0 


pulse shape with the time constant. 
10V 
(a) 57 much less than ty 
0) 
-10V 
10V 
(b) 57 = O.5tw 
0 
-10V 


Vout (c) 5 T 


tw 


Il 
a 
° S 


+10V a 


(d) 57 greater than ty 


+10 V | 
(e) 57 much greater than fy a 
OW, se 


R 
° AW 0 
5V 10 kO 
m» [| | 200 Moa 
0 Hu 
<-100 ns > 
° O 
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Solution First, calculate the time constant. 


L _ 200nH _ 
oe © 10a 


In this case, ty = 57, so the output will decay to zero at the end of the pulse. 

On the rising edge, the inductor voltage jumps to +5 V and then decays exponen- 
tially to zero. It reaches approximately zero at the instant of the falling edge. On the 
falling edge of the input, the inductor voltage jumps to —5 V and then goes back to 
zero. The output waveform is shown in Figure 44. 


FIGURE 44 


Related Problem Show the output voltage if the input pulse width is reduced to 50 ns in Figure 43. 


EXAMPLE 10 Determine the output voltage waveform for the RL differentiator in Figure 45. 
FIGURE 45 
R 
O° AM O 
25 V 10kO 
Vv: 
in L 
20 mH Vig 
K-5 us >| 
O° O 


Solution — First, calculate the time constant. 


L 20mH _ 


R 10kQ — 


2 ps 


On the rising edge, the inductor voltage immediately jumps to +25 V, which is 
the initial value for the exponential decay. The final value is zero (assuming it could 
continue to decay). The exponential formula for the voltage at any instant on an 
inductor is 


yee, — Vje t= 
Substituting 0 for the final value gives the exponential decay formula: 
eee 25 Ver = (25 Ve 2 = 2.05V 


This result is the inductor voltage at the end of the 5 js input pulse. 
On the falling edge, the output immediately drops from +2.05 V to —22.95 V (a25 V 
negative-going transition). The complete output waveform is shown in Figure 46. 
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|< 10 us al 


erentiator, across which component is the output taken? 
condition does the output pulse shape most closely resemble the input 


ictor voltage in an RL differentiator is down to +2 V at the end of a +10V 
0 what negative voltage will the output voltage go in response to the 
of the input? 


8 APPLICATIONS 


Although integrators and differentiators are found in many different kinds of applica- 
tions, only three basic ones are discussed in this section. 


After completing this section, you should be able to 


¢ Discuss some applications of integrators and differentiators 


Timing Circuits 


RC integrators can be used in timing circuits to set a specified time interval for various 
purposes. By changing the time constant, the interval can be adjusted. For example, the 
RC integrator circuit in Figure 47(a) is used to provide a delay between the time a power- 
on switch is closed and the time a certain event is activated by a threshold circuit. The 
threshold circuit is designed to respond to the input voltage only when the input reaches 
a certain specified level. Don’t worry how the threshold circuit works at this point; you 
will learn about this type of circuit in a later course. 

When the switch is thrown, the capacitor begins to charge at a rate set by the RC time 
constant. After a certain time, the capacitor voltage reaches the threshold value and 
triggers (turns on) the circuit to activate a device such as a motor, relay, or lamp, de- 
pending on the particular application. This action is illustrated by the waveforms in 
Figure 47(b). 
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SW closed 


Y 


Va | 
R Vp 9 
+V.0 on 5 A AW B Threshold |g Vin Threshold 


circuit 


I 


= =F l<— Time delay 


(a) Basic delay circuit (b) Timing diagram 


A FIGURE 47 


A basic time delay application of an RC integrator. 


1e circuit of Figure 47(a) with V;, = 9V,R = 10 MQ, and 
reshold voltage is 5 V. 


nula and solve for time as follows: 


v = Vel — & URS) = Vp — Vpe VRC 
i Vie 
Vr av 
Vp 


Hove ov = —(10M0)(0.47 nein( 3) = 3.85 


A Pulse Waveform-to-DC Converter 


An integrating circuit can be used to convert a pulse waveform to a constant de value equal to 
the average of the waveform. This is accomplished by using a time constant that is extremely 
long compared to the period of the pulse waveform, as illustrated in Figure 48(a). Actually, 
there will be a slight ripple on the output as the capacitor charges and discharges a little. This 
ripple becomes less as the time constant becomes longer and can approach a constant level, as 
shown in Figure 48(b). In terms of sinusoidal response, this circuit is a low-pass filter. 


A Positive and Negative Trigger Pulse Generator 


A differentiator circuit can be used to produce very short duration pulses (spikes) with both 
positive and negative polarities, as illustrated in Figure 49(a). When the time constant is 
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0 aay WW OO tan aia 
P| 
oe 


(a) 
I 
I 
Sh 
I ort T 
%. Se OO ee ee a 
I 
I 
I 
Vout Bs gS ge a Ripple decreases 
| as 7 increases 
I 
I 
Vout —— ns oS ——~—_L— t—__— me__L—_ tm 
I 
I 
| Long 7 
— ee 
(b) 
A FIGURE 48 
A long time constant integrator acts as a pulse-to-dc converter. 
Ne 
; >—| 2 0 
Cc 
R 
(a) 
Negative 0 \ \ \ 
0 clipper 
Vin 
‘i O | $ 
| : 
Positive 
: t———o 0 
R clipper 
(b) 
A FIGURE 49 


A very short time constant differentiator generates positive and negative spikes. 
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short compared to the pulse width of the input, the differentiator produces a positive spike 
on each positive-going edge of the input and a negative spike on each negative-going edge. 

To separate the positive and negative spikes, two clipping circuits are used, as shown in 
Figure 49(b). Each clipping circuit consists of a diode, which is a semiconductor device. 
The negative clipper removes the negative spike and passes the positive spike. The positive 
clipper does just the opposite. 


delay time in the circuit of Figure 47 be increased? 
he value of R in Figure 48 will (increase, decrease) the amount of ripple on 


acteristic must the differentiator in Figure 49 have in order to produce very 
n spikes on its output? 


9 TROUBLESHOOTING 


In this section, RC circuits with pulse inputs are used to demonstrate the effects of 
common component failures in selected cases. The concepts can then be easily related 
to RL circuits. 


After completing this section, you should be able to 


¢ Troubleshoot RC integrators and RC differentiators 


Open Capacitor 


If the capacitor in an RC integrator opens, the output has the same waveshape as the input, 
as shown in Figure 50(a). If the capacitor in an RC differentiator opens, the output is zero 
because it is held at ground through the resistor, as illustrated in part (b). 


» FIGURE 50 R 


Examples of the effect of an open 7 AW i 2 


capacitor. 
Vin | | | | Cc Open M est | | | | 
0 0 


(a) Integrator 


O 
Open 
ie | | | | R Vou 
0 0 ———qx— 


(b) Differentiator 
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Shorted Capacitor 


If the capacitor in an RC integrator shorts, the output is at ground as shown in Figure 51(a). 
If the capacitor in an RC differentiator shorts, the output is the same as the input, as shown 


in part (b). 


10 V 
Le | | | | G ' Short M sas 
0 # Vv ————— 
e 


(b) 


Open Resistor 


If the resistor in an RC integrator opens, the capacitor has no discharge path, and, ideally, 
it will hold any charge it may have. In an actual situation, any charge will gradually leak off 
or the capacitor will discharge slowly through a measuring instrument connected to the out- 


put. This is illustrated in Figure 52(a). 


If the resistor in an RC differentiator opens, the output looks like the input except for the 
dc level because the capacitor now must charge and discharge through the extremely high 


resistance of the oscilloscope, as shown in Figure 52(b). 


R 
o—NN 


Open 


O~<— Output will slowly discharge 
to 0 V through the leakage 
resistance or instrument 

V impedance when R opens. 
out 

O 


whe 
] 


(b) 


<( FIGURE 51 


Examples of the effect of a shorted 
capacitor. 


<4 FIGURE 52 


Examples of the effect of an open 
resistor. 
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1. An RC integrator has a zero output with a square wave input. What are the possible 
causes of this problem? 


2. If the integrator capacitor is open, what is the output for a square wave input? 
3. Ifthe capacitor in a differentiator is shorted, what is the output for a square wave input? 


Application Assignment 


You have been given the assignment 
of breadboarding and testing a time- 
delay circuit that will provide five 
switch-selectable delay times. An RC 
integrator is selected for this application. The input is a 5 V 
pulse of long duration which begins the time delay. The expo- 
nential output voltage goes to a threshold trigger circuit that is 
used to turn the power on to a portion of a system after any one 
of the five selectable time delays. 


PuTTING YOUR KNOWLEDGE 
To WorRK 


A schematic of the selectable time-delay integrator is shown in 


Figure 53. The RC integrator is driven by a positive pulse input, and 
| the output is the exponential voltage across the selected capacitor. 
The output voltage triggers a threshold circuit at the 3.5 V level, 
which then turns on the power to a portion of a system. The basic 
concept of operation is shown in Figure 54. In this application, the 

: delay time of the integrator is specified as the time from the rising 
edge of the input pulse to the point where the output voltage 

| reaches 3.5 V. The specified time delays are listed in Table 1. 


> FIGURE 53 
Integrator delay circuit. Vin O Oo Vou 
Threshold circuit triggers on at this point 
35NS Output to 
I system power 
| control 
ais R 
2 5V >| I< Time delay Threshold 
in ° AM, e £ x }_o 
sw \ on circuit 
0 47 kO 
A 
B D 
C 
Cc, Cy C3 C4 Cs 
A FIGURE 54 


Illustration of the time-delay operation. 
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! Step 1: Capacitor Values 


SWITCH POSITION DELAY TIME 


A 


B 
Cc 
D 
IE 


10 ms 
25 ms 
40 ms 
65 ms 
85 ms 


Determine a value for each of the five capacitors in the time-delay 
circuit that will provide a delay time within 10% of the specified 
delay time. Select from the following list of standard values (all 

: are in wF): 0.1, 0.12, 0.15, 0.18, 0.22, 0.27, 0.33, 0.39, 0.47, 0.56, 


OGOSTO:S2 ah MED eS ele S22 i933. ne ONOL on andioe. 


Step 2: Circuit Connections 


Refer to Figure 55. The components for the time-delay circuit 
: are assembled, but not connected, on the breadboard. Using 


}] 


pe COLOHTOLOTED 


| 


ES) 
> SBOE) « 


BSS2e50 @ 


| MENUS | 


SAVE/RECALL 


VERTICAL HORIZONTAL TRIGGER 
Position Position Position > LEVEL 


HOLDOFF 
TRIGGER MENU 


CURSOR 1 CURSOR 2 


CH1 CH2 
MENU MENU 


LJ SET LEVEL TO 50% 
| 


VoLTs/DIV VOLTS/DIV SEC/DIV 


HORIZONTAL 
MENU 


FORCE TRIGGER, 


TRIGGER VIEW 


A FIGURE 55 


Time-delay circuit breadboard and test instruments. 
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the circled numbers, develop a point-to-point wiring list to : Step 4: Measurement 
show how the circuit and measurement instruments should be 


Explain how you will verify that each switch setting produces 

connected. s 
: the proper output delay time. 

Step 3: Test Procedure and Instrument Settings 

: Review 


Develop a procedure for fully testing the time-delay circuit. 
Specify the amplitude, frequency, and duty cycle settings for the 
function generator in order to test each delay time. Specify the | 
oscilloscope sec/div settings for measuring each of the five spec- 2. Indicate how you would modify the time-delay circuit so that 
ified delay times. each selected time delay had some adjustment range. 


: 1. Explain why the input pulse to the time-delay circuit must be 
of sufficiently long duration. 


In an RC integrator, the output voltage is taken across the capacitor. 
In an RC differentiator, the output voltage is taken across the resistor. 
In an RL integrator, the output voltage is taken across the resistor. 


In an RL differentiator, the output voltage is taken across the inductor. 


5 
¢ 
5 
¢ 
5 


In an integrator, when the pulse width (fy) of the input is much less than the transient time, the 

output voltage approaches a constant level equal to the average value of the input. 

® Inan integrator, when the pulse width of the input is much greater than the transient time, the out- 
put voltage approaches the shape of the input. 

® Ina differentiator, when the pulse width of the input is much less than the transient time, the out- 
put voltage approaches the shape of the input but with an average value of zero. 

® Ina differentiator, when the pulse width of the input is much greater than the transient time, the 

output voltage consists of narrow, positive-going and negative-going spikes occurring on the lead- 

ing and trailing edges of the input pulses. 


¢ 


RC integrators can be used to set up a specified time delay. 


Differentiator A circuit producing an output that approaches the mathematical derivative of the input. 
Integrator A circuit producing an output that approaches the mathematical integral of the input. 
Steady state The equilibrium condition of a circuit that occurs after an initial transient time. 


Transient time An interval equal to approximately five time constants. 


Answers are at the end of the chapter. 


1. Transient time for an RC circuit is the same as the time constant. 


2. The capacitor in a pulsed RC circuit will fully charge if the pulse width is equal or greater than 57. 
3. If the source voltage is increased in a pulsed RC circuit, the time constant will increase. 
4 


. Under certain conditions, the output of an RC integrator can have the same maximum and min- 
imum voltage as the input. 


5. Under certain conditions, the output of an RC integrator can be equal to the average voltage of 
the input. 


6. The instant after a pulse is applied to an RC differentiator circuit, the output will be approxi- 
mately equal to the peak value of the pulse. 


7. In an RL integrator, the output is taken across the inductor. 
8. If the inductor in an RL differentiator is open, the output will be zero. 
9. The time constant for an RL differentiator is inversely proportional to the resistance. 


10. A circuit that can develop positive and negative triggers from a square wave is a differentiator. 
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Answers are at the end of the chapter. 


1. The output of an RC integrator is taken across the 
(a) resistor (b) capacitor (c) source (d) coil 


2. When a 10 V input pulse with a width equal to one time constant is applied to an RC integrator, 
the capacitor charges to 


(a) 10 V (b) SV (c) 6.3 V (d) 3.7V 


3. When a 10 V input pulse with a width equal to one time constant is applied to an RC differen- 
tiator, the capacitor charges to 


(a) 6.3 V (b) 10 V (c) 5V (d) 3.7V 
4. In an RC integrator, the output pulse closely resembles the input pulse when 
(a) 7 is much larger than the pulse width 
(b) 7 is equal to the pulse width 
(c) 7 is less than the pulse width 
(d) 7 is much less than the pulse width 
5. In an RC differentiator, the output pulse closely resembles the input when 
(a) 7 is much larger than the pulse width 
(b) 7 is equal to the pulse width 
(c) 7 is less than the pulse width 
(d) 7 is much less than the pulse width 
6. The positive and negative portions of a differentiator’s output voltage are maximum when 
(a) 57 < tw (b) 57 > ty (c) 57 = ty (d) 57 > 0 
7. The output of an RL integrator is taken across the 
(a) resistor (b) coil (c) source (d) capacitor 
8. The maximum current in an RL differentiator is 
Vp Vp Vp 
Os, b) I= > (I= 
9. The current in an RL differentiator reaches its maximum possible value when 
(a) 57 = ty (b) 57 < tw (c) 57 > ty (d) 7 = O0.5tw 


10. If you have an RC and an RL differentiator with equal time constants sitting side-by-side and 
you apply the same input pulse to both, 


(a) the RC has the widest output pulse 
(b) the RL has the most narrow spikes on the output 


(c) the output of one is an increasing exponential and the output of the other is a decreasing 
exponential 


(d) you can’t tell the difference by observing the output waveforms 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1 The RC Integrator 
1. An integrator has R = 2.2 kQ, in series with C = 0.047 wF. What is the time constant? 


2. Determine how long it takes the capacitor in an integrating circuit to reach full charge for each 
of the following series RC combinations: 


(a) R = 470, C = 47 pF 

(b) R = 33000, C = 0.015 uF 
(c) R = 22k0,C = 100 pF 
(d) R = 4.7MQ,C = 10pF 
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3. It is required that an integrator have a time constant of approximately 6 ms. If C = 0.22 uF, 
what standard value of R must be used? 


4. For the capacitor in the integrator of Problem 3 to fully charge during a pulse, what must be the 
minimum width of the pulse? 


SECTION 2_ Response of RC Integrators to a Single Pulse 


5. A 20 V pulse is applied to an RC integrator. The pulse width equals one time constant. To what 
voltage does the capacitor charge during the pulse? Assume that it is initially uncharged. 

6. Repeat Problem 5 for the following values of ty: 
(a) 27 (b) 37 (c) 47 (d) 57 

7. Show the approximate shape of an integrator output voltage where 57 is much less than the 


pulse width of a 10 V square wave input. Repeat for the case in which 57 is much larger than 
the pulse width. 


8. Determine the output voltage for an integrator with a single-pulse input, as shown in Figure 56. 
For repetitive pulses, how long will it take this circuit to reach steady state? 


> FIGURE 56 R 
8V 1.0k0 
| | Cc 
0 1uF 
\x-1 ms >| 
° ) 


SECTION 3 _ Response of RC Integrators to Repetitive Pulses 


9. Draw the integrator output in Figure 57 showing maximum voltages. 


> FIGURE 57 R 


4.7kQ 
Vin a | | | C 
0 V, 


|500 ms |500 ms |500 ms | 10 uF 


° O 


10. A 1 V, 10 kHz pulse waveform with a duty cycle of 25% is applied to an integrator with 
T = 25 ws. Graph the output voltage for three initial pulses. C is initially uncharged. 


11. What is the steady-state output voltage of the RC integrator with a square wave input shown in 
Figure 58? 


> FIGURE 58 R 
10kQ, 
an | rm mM m1 
Vin ia Vout 
0 47 uF 
f= 100 kHz 
° ) 
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SECTION 4_ Response of RC Differentiators to a Single Pulse 
12. Repeat Problem 7 for an RC differentiator. 


13. Redraw the circuit in Figure 56 to make it a differentiator, and repeat Problem 8. 


SECTION 5_ Response of RC Differentiators to Repetitive Pulses 


14. Draw the differentiator output in Figure 59, showing maximum voltages. 


> FIGURE 59 
4.5V 
Vin | | | | 
0 
|10 ms |10 ms|10 ms| 
° 
15. What is the steady-state output voltage of the differentiator with the square wave input shown 
in Figure 60? 
> FIGURE 60 C 
47 UF 
15V © 
Vin | | | | | | R V : 
0 ou 
f= 100 kHz ee 
° 0 
SECTION 6 _ Response of RL Integrators to Pulse Inputs 
16. Determine the output voltage for the circuit in Figure 61. A single-pulse input is applied as 
shown. 
17. Draw the integrator output in Figure 62, showing maximum voltages. 
L L 
gv 10 mH Dv 50 mH 
| | R | | R 
10kQ 0 500 us 1.0kO, 
<I us| 
° re) ° re) 
A FIGURE 61 A FIGURE 62 


SECTION 7 _ Response of RL Differentiators to Pulse Inputs 
18. (a) What is 7 in Figure 63? 
(b) Draw the output voltage. 


19. Draw the output waveform if a periodic pulse waveform with tw = 250 ns and T = 600 ns is 
applied to the circuit in Figure 63. 
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> FIGURE 63 R 
° AM, re) 
10V 2.2kO, 
|<__>| 100 wH 
° ) 
SECTION 8_ Applications 
20. What is the instantaneous voltage at point B in Figure 47 440 ys after the switch is closed for 
R = 22kQ and C = 0.001 pF? V;, = 10 V. 
21. Ideally, what is the output of an RC integrator when the input is a square wave with an ampli- 
tude of 12 V? Assume that the time constant is much greater than the period of the input signal? 
SECTION 9 Troubleshooting 
22. Determine the most likely fault(s) in the circuit of Figure 64(a) for each set of waveforms in 
parts (b) and (c). Vj, is a square wave with a period of 8 ms. 
& 
R 
Vin Vout 
3.3kO aN | | | | 5V | | | | 
C Vin Vp 
0.22 uF — l | 8 
| | | | 
] . V, 
5V out 
Vou (0) V 
= 0 
(a) (b) (c) 
A FIGURE 64 
23. Determine the most likely fault(s), if any, in the circuit of Figure 65(a) for each set of wave- 
forms in parts (b) and (c). V;,, is a square wave with a period of 8 ms. 
C 
5V | | | | 5V | | | | 
Vin o—— Vout Vin vee 
0.22 uF o : 
| | 
R 5V 
| | V, 
3 3 kO Vs | | out 0 
0 
= a5V 
(a) (b) (c) 
A FIGURE 65 
ADVANCED PROBLEMS 
24. (a) What is 7 in Figure 66? 
(b) Draw the output voltage. 
> FIGURE 66 
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25. (a) What is 7 in Figure 67? 
(b) Draw the output voltage. 


> FIGURE 67 R, 


20V rd 10kO 
Vy Ry Cc V 
0 10kO 47uF 
| 125 ms | 


° 


26. Determine the time constant in Figure 68. Is this circuit an integrator or a differentiator? 


> FIGURE 68 z by Ry 
TPT AM ° 
8uH 4H 10kO, 
R R 
Vin 10 kO 47 Ko, You 
oO O 


27. Ina time-delay circuit like that of Figure 47, what time constant will produce a | s delay if the 
threshold of the circuit is 2.5 V and the amplitude of the input is 5 V? 


28. Draw the schematic for the circuit in Figure 69 and determine if the oscilloscope presentation 


is correct. 
Oscilloscope probe 
and ground clip 
=e N 
PPE ernene \ EErnne 
ee ee Y= _<_.. © 
PEP Prrnere Srrneeer 
PEEP erre PEP ree 
From pulse Peete | Li 2 ee 
generator 
PERT RPePPePePeeeee 
PEP RPeRPePPePeeeee Perr 
PEPPER eee ee EPP eaw 
PEP RPrrererreree 4 rece 
FREER eRe eee ; PEP ene 
ere EEeaere EEere EERE — 
(a) Oscilloscope display (b) Circuit board with instrument leads connected 
A FIGURE 69 


es =SMULTISIM TROUBLESHOOTING PROBLEMS 


29. Open file P15-29; files are found at www.pearsonhighered.com/floyd/. Test the circuit. If there 
is a fault, identify it. 


30. Open file P15-30 and test the circuit. If there is a fault, identify it. 
31. Determine if there is a fault in the circuit in file P15-31. If so, identify it. 
32. Identify any faulty component in the circuit in file P15-32. 
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SECTION CHECKUPS 


SECTION 1 The RC Integrator 


1. An integrator is a series RC circuit with a pulse input in which the output is across the 
capacitor. 


2. A voltage applied to the input causes the capacitor to charge. Zero volts across the input causes 
the capacitor to discharge. 


SECTION 2 Response of RC Integrators to a Single Pulse 
1. The output of an integrator reaches full amplitude when 57 = ty. 
2. Vout = (0.632)1 V = 0.632 V3 tgisch = 57 = 51.7 ms. 
3. See Figure 70. 


> FIGURE 70 0.632 V 


0 10.3 ms 62.0 ms 


4. No, C will not fully charge. 
5. The output is approximately the shape of the input when 5t < fy (57 much less than fy). 


SECTION 3 _ Response of RC Integrators to Repetitive Pulses 


1. An integrator capacitor will fully charge and discharge when 57 = tw and 57 = time between 
pulses. 


. The output looks like the input. 
. transient time 


. Steady state is the response after the transient time has passed. 


nan & WB NY 


. The output is a de voltage that is the average of the input. 


SECTION 4_ Response of RC Differentiators to a Single Pulse 
1. See Figure 71. 


> FIGURE 71 +410 V 


-10V 


2. The output approximates the input when 57 >> ty. 
3. The output consists of a positive and a negative spike. 
4. Ve = +5V-15V=-10V 


SECTION 5_ Response of RC Differentiators to Repetitive Pulses 
1. C fully charges and discharges when 57 = tw and 57 = time between pulses. 
2. The output consists of positive and negative spikes. 
3. Vow = OV 
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SECTION 6 _ Response of RL Integrators to Pulse Inputs 
1. The output is across the resistor. 
2. The output reaches the input amplitude when 57 = ty. 


3. The output approximates the input when 5t < fy. 


SECTION 7_ Response of RL Differentiators to Pulse Inputs 
1. The output is across the inductor. 
2. The output approximates the input when 57 >> ty. 
3. Vou = 2V — 10V = —-8V 


SECTION 8 _ Applications 
1. Increase the time constant to increase delay time. 
2. Reducing R will increase ripple. 


3. A very short time constant produces very short duration spikes. 


SECTION 9 Troubleshooting 


1. Zero output of RC integrator indicates shorted capacitor, open resistor, no source voltage, or 
open contact. 


2. An open integrator capacitor results in an output exactly like the input. 


3. A shorted differentiator capacitor results in an output exactly like the input. 


RELATED PROBLEMS FOR EXAMPLES 
1 8.65 V 

2 24.7V 

3 1.10V 

4 See Figure 72. 


> FIGURE 72 


5 892 mV 

6 10kO, 

7 20V 

8 24.7kQ, (assuming R, = 300 1) 
9 See Figure 73. 


> FIGURE 73 45V 
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10 20k0, 
11 3.5 us 


TRUE/FALSE QUIZ 
1. F 2. T 3. F 4. T 5:..F 
6. T 7. F 8. F oT 10. T 


SELF-TEST 
1. (b) 2. (c) 3. (a) 4. (d) 5. (a) 
6. (a) 7. (a) 8. (c) 9. (b) 10. (d) 


PROBLEMS —- ODD-NUMBERED ANSWERS 
1. 103 us 
3. 27kO, 
5. 12.6 V 
7. See Figure P-19. 


> FIGURE P-19 10V 
a ot ee 


9. See Figure P—20. 


» FIGURE P-20 


t (ms) 


| | 
| | 
| | 
| | 
0 235 500 735 1000 1235 1500 1735 


11. 15 V dc level with a very small charge/discharge fluctuation 


13. Exchange positions of R and C. See Figure P-21 for the output voltage. 57 = 5 ms (repeating 
Problem 8) 


> FIGURE P-21 8V 


2.94V 


—5.06 V 


15. Approximately the same shape as input, but with an average value of 0 V 
17. See Figure P-22. 


> FIGURE P-22 Dv--- 
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19. See Figure P-23. 


> FIGURE P-23 


> t (ns) 


21. A6 V dc level 
23. (b) No fault 

(c) Open C or shorted R 
25. (a) 23.5 ms 

(b) See Figure P—24. 


> FIGURE P-24 


t (ms) 


27. 1.4458 
29. Capacitor is open. 
31. No fault 


OR REOCCURRING IMAGES 
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Introduction to Semiconductors As a technician in an industrial manufacturing facility, you 
The Diode are responsible for maintaining and troubleshooting all of 
the automated production equipment. One particular system 
is used to count objects on a conveyor for control and inve 


Diode Characteristics 
Diode Rectifiers 


Power Supplies system you must have a knowledge of power supply recti- 


SN QO Ww SP WN = 


Special-Purpose Diodes fiers, zener diodes, light-emitting diodes (LEDs), and photo 3 
Troubleshooting diodes. After studying this chapter, you should be able to 
Application Assignment: Putting Your Knowledge complete the application assignment. 

to Work 


Study aids for this chapter are available at 


Understand the basic structure of semiconductors and how they http://www. pearsonhighered.com/floyd/ 


conduct current 


Describe the characteristics and biasing of a diode 


Describe the basic diode characteristics To understand electronic devices you need a basic knowledgeg 
Analyze the operation of a half-wave rectifier and a full-wave of the structure of atoms. In this chapter, the semiconductive’ 
rectifier materials used in manufacturing diodes as well as transistors % 
and integrated circuits are discussed. An important concep 
is that of the pn junction that is formed when two different: 
Understand the basic operation of four special-purpose diodes types of semiconductive material are joined. The pn junctior 
and describe some applications is fundamental to the operation of a diode as well as certain 
¢ Troubleshoot power supplies and diode circuits, using the APM types of transistors. The function of the pn junction is an 
approach essential factor in making electronic circuits operate 
properly. Also, diode characteristics are introduced, and yougg 
will learn how to properly use a diode in a circuit and some 
basic applications. 


Describe the operation of power supplies 


= Silicon @ PIV 
~® Hole @ Full-wave rectifier 
‘° Intrinsic semiconductor Bridge rectifier 
+ Doping @ DC power supply 
he Majority carrier @ Regulator 
® Minority carrier ¢® Capacitor-input filter 
_® PN junction ¢ Integrated circuit (IC) 
/¢ Diode Line regulation 
© Barrier potential Load regulation 
| ® Forward bias @ Zener diode 
: * Reverse bias  Varactor 
® Reverse breakdown @ LED 
© Half-wave rectifier @ Photodiode 
Streeter Photography/Alamy ,) 
° . : yn ~ kg adc lll ll: a A ay f 
From Chapter 16 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 70 
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DIODES AND APPLICATIONS 


G4 1 INTRODUCTION TO SEMICONDUCTORS 


In this section, atomic theory is discussed in relation to semiconductors that are used 
in devices such as diodes and transistors. 


After completing this section, you should be able to 


¢ Understand the basic structure of semiconductors and how they conduct 
current 


¢ Describe the atomic structure of silicon and germanium 


eR 2 re 


Silicon and Germanium Atoms 


Two types of semiconductive materials are silicon and germanium. Both the silicon and 
the germanium atoms have four valence electrons. These atoms differ in that silicon has 14 
protons in its nucleus and germanium has 32. Figure | shows a representation of the atomic 
structure for both materials. 


> FIGURE 1 


Diagrams of the silicon and germa- Four valence electrons in 
, the outer (valence) shell 
nium atoms. 


Silicon atom Germanium atom 


The valence electrons in germanium are in the fourth shell while the ones in silicon are 
in the third shell, closer to the nucleus. This means that the germanium valence electrons 
are at higher energy levels than those in silicon and, therefore, require a smaller amount of 
additional energy to escape from the atom. This property makes germanium more unstable 
than silicon at high temperatures, which is the main reason silicon by far is the most widely 
used semiconductive material. 

Although silicon is used in virtually all integrated circuits, there are some limited ap- 
plications for germanium. Recent advances have created a “porous germanium” that has a 
nanoscale honeycombed lattice arrangement of germanium atoms with a huge surface 
area for a given amount of material. This has opened some interesting possibilities for ap- 
plications of germanium in sensitive detectors and solar cells. Because germanium has 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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only limited applications, we will assume silicon is the semiconductor used in discussions 
of electronic devices in this text. 


Atomic Bonding 


When certain atoms combine to form a solid material, they arrange themselves in a fixed 
pattern called a crystal. The atoms within the silicon crystal structure are held together by 
covalent bonds, which are created by the sharing of the valence electrons of each atom. 

Figure 2 shows how each silicon (Si) atom positions itself with four adjacent atoms to 
form a silicon crystal. A silicon atom with its four valence electrons shares an electron with 
each of its four neighbors. This effectively creates eight valence electrons for each atom 
and produces a state of chemical stability. Also, this sharing of valence electrons produces 
the covalent bonds that hold the atoms together; each shared electron is attracted equally by 
two adjacent atoms. An intrinsic crystal is one that has no impurities. 


(a) The center silicon atom shares an electron with each (b) Bonding diagram. The red negative signs 
of the four surrounding silicon atoms, creating a represent the shared valence electrons. 
covalent bond with each. The surrounding atoms are 
in turn bonded to other atoms, and so on. 


Conduction Electrons and Holes 


An energy band diagram is shown in Figure 3 for a silicon crystal with only unexcited 
atoms (no external energy such as heat). This condition occurs only at a temperature of ab- 
solute 0 Kelvin. 

An intrinsic (pure) silicon crystal at room temperature has sufficient heat (thermal) en- 
ergy for some valence electrons to jump the gap from the valence band into the conduction 
band, becoming free electrons. This situation is illustrated in the energy diagram of Figure 
4(a) and in the bonding diagram of Figure 4(b). 

When an electron jumps to the conduction band, a vacancy is left in the valence band 
within the crystal. This vacancy is called a hole. For every electron raised to the conduc- 
tion band by external energy, there is one hole left in the valence band, creating what is 
called an electron-hole pair. Recombination occurs when a conduction-band electron 
loses energy and falls back into a hole in the valence band. 

To summarize, a piece of intrinsic silicon at room temperature has, at any instant, a number 
of conduction-band (free) electrons that are unattached to any atom and are essentially drifting 
randomly throughout the material. Also, an equal number of holes are created in the valence 
band when these electrons jump into the conduction band. This is illustrated in Figure 5. 


<@ FIGURE 2 


Covalent bonds in a silicon 
crystal. The actual crystal is three- 


dimensional. 
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> FIGURE 3 


Energy band diagram for a pure 


silicon crystal with unexcited atoms. 


There are no electrons in the 
conduction band. 


> FIGURE 4 


Creation of electron-hole pairs in a 
silicon crystal. Electrons in the 
conduction band are free electrons. 


> FIGURE 5 


Electron-hole pairs in a silicon 
crystal. Free electrons are being 
generated continuously while some 
recombine with holes. 
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Electron and Hole Current 


When a voltage is applied across a piece of silicon, as shown in Figure 6, the thermally 
generated free electrons in the conduction band, which are free to move randomly in the 
crystal structure, are now easily attracted toward the positive end. This movement of free 
electrons is one type of current in a semiconductive material and is called electron current. 


<4 FIGURE 6 


nS eS eS eS eS 1 


Another type of current occurs at the valence level, where the holes created by the free elec- 
trons exist. Electrons remaining in the valence band are still attached to their atoms and are not 
free to move randomly in the crystal structure. However, a valence electron can move into a 
nearby hole, with little change in its energy level, thus leaving another hole where it came 
from. The hole has effectively, although not physically, moved from one place to another in the 
crystal structure, as illustrated in Figure 7. This current is called hole current. 


©)A valence electron moves @) A valence electron moves <4 FIGURE 7 


, Free electron current in intrinsic 
o - =I E Gi : a = - silicon is produced by the movement 
___ 4_~Csoof thermally generated free electrons 
in the conduction band. 


into 4th hole and leaves into 2nd hole and leaves O) A free electron 


a 5th hole. a 3rd hole. leaves hole in 
valence shell. 


© A valence electron moves\ @)A valence electron moves \@) A valence electron moves 
into 5th hole and leaves into 3rd hole and leaves into Ist hole and leaves 
a 6th hole. a 4th hole. a 2nd hole. 


When a valence electron moves left to right to fill a hole while leaving another hole behind, the hole 
has effectively moved from right to left. Gray arrows indicate effective movement of a hole. 


Comparison of Semiconductors to Conductors and Insulators 


In an intrinsic semiconductor, there are relatively few free electrons, so semiconductors 
are not very useful in their intrinsic states. Pure semiconductive materials are neither insu- 
lators nor good conductors because current in a material depends directly on the number of 
free electrons. 

A comparison of the energy bands in Figure 8 for insulators, semiconductors and 
conductors shows the essential differences among them regarding conduction. The energy 
gap for an insulator is so wide that hardly any electrons acquire enough energy to jump into 
the conduction band. The valence band and the conduction band in a conductor (such as 
copper) overlap so that there are always many conduction electrons, even without the 
application of external energy. A semiconductor, as Figure 8(b) shows, has an energy gap 
that is much narrower than that in an insulator. 
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Energy Energy Energy 
A A A 
Energy gap 
Energy gap 
0 0 0 
(a) Insulator (b) Semiconductor (c) Conductor 
A FIGURE 8 


Energy diagrams for the three types of materials. 


N-Type and P-Type Semiconductors 


Semiconductive materials do not conduct current well and are of little value in their intrin- 
sic state. This is because of the limited number of free electrons in the conduction band and 
holes in the valence band. Intrinsic silicon must be modified by increasing the free elec- 
trons and holes to increase its conductivity and make it useful in electronic devices. This is 
done by adding impurities to the intrinsic material as you will learn in this section. Two 
types of extrinsic (impure) semiconductive materials, n-type and p-type, are the key build- 
ing blocks for all types of electronic devices. 


Doping The conductivities of silicon can be drastically increased and controlled by the 
addition of impurities to the intrinsic (pure) semiconductive material. This process, called 
doping, increases the number of current carriers (electrons or holes). The two categories 
of impurities are n-type and p-type. 


N-Type Semiconductor To increase the number of conduction-band electrons in intrin- 
sic silicon, pentavalent impurity atoms are added. These are atoms with five valence elec- 
trons, such as arsenic (As), phosphorus (P), and antimony (Sb) and are known as donor 
atoms because they provide an extra electron to the semiconductor’s crystal structure. 

As illustrated in Figure 9(a), each pentavalent atom (antimony, in this case) forms 
covalent bonds with four adjacent silicon atoms. Four of the antimony atom’s valence elec- 
trons are used to form the covalent bonds with silicon atoms, leaving one extra electron. 
This extra electron becomes a conduction electron because it is not attached to any atom. 
The number of conduction electrons can be controlled by the number of impurity atoms 
added to the silicon. 

Since most of the current carriers are electrons, silicon doped in this way is an n-type 
semiconductor (the n stands for the negative charge on an electron). The electrons are 
called the majority carriers in n-type material. Although the majority of current carriers 
in n-type material are electrons, there are some holes. These holes are not produced by the 
addition of the pentavalent impurity atoms. Holes in an n-type material are called 
minority carriers. 


P-Type Semiconductor To increase the number of holes in intrinsic silicon, trivalent 
impurity atoms are added. These are atoms with three valence electrons, such as aluminum 
(Al), boron (B), and gallium (Ga) and are known as acceptor atoms because they leave a 
hole in the semiconductor’s crystal structure. 
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Free (conduction) electron 
from Sb atom 


Hole from B atom 


(a) Pentavalent impurity atom in a silicon crystal. An antimony (Sb) impurity (b) Trivalent impurity atom in a silicon crystal. A boron (B) 
atom is shown in the center. The extra electron from the Sb atom becomes impurity atom is shown in the center. 
a free electron. 


A FIGURE 9 
Impurity atoms. 


As illustrated in Figure 9(b), each trivalent atom (boron, in this case) forms covalent 
bonds with four adjacent silicon atoms. All three of the boron atom’s valence electrons are 
used in the covalent bonds; and, since four electrons are required, a hole is formed with 
each trivalent atom. The number of holes can be controlled by the amount of trivalent im- 
purity added to the silicon. 

Since most of the current carriers are holes, silicon doped with trivalent atoms is a p-type 
semiconductor. Holes can be thought of as positive charges. The holes are the majority car- 
riers in p-type material. Although the majority of current carriers in p-type material are 
holes, there are also a few free electrons that are created when electron-hole pairs are ther- 
mally generated. These few free electrons are not produced by the addition of trivalent 
impurity atoms. Electrons in p-type material are the minority carriers. 


lence electrons are there in each atom within a silicon 


of a semiconductor, within which energy band do free elec- 
nergy band do valence electrons exist? 


in an intrinsic semiconductor? 

ed more easily in a semiconductor than in an insulator? 
juctor formed? 

onductor formed? 

ee 


www.EngineeringBooksPdf.com 


709 


DIODES AND APPLICATIONS 


i) 2 THE DIODE 


If you take a block of silicon and dope half of it with a trivalent impurity and the other 
half with a pentavalent impurity, a boundary called the pn junction is formed between 
the resulting p-type and n-type portions of a semiconduction diode. 


After completing this section, you should be able to 
¢ Describe the characteristics and biasing of a diode 
¢ Define pn junction 


¢ Discuss the depletion region in a diode 


¢ Define barrier potential 


There is no movement of electrons (current) through a diode at equilibrium. The pri- 
mary usefulness of the diode is its ability to allow current in only one direction and to pre- 
vent current in the other direction as determined by the bias. In electronics, bias refers to 
the use of a dc voltage to establish certain operating conditions for an electronic device. 
There are two practical bias conditions for a diode: forward and reverse. Either of these 
conditions is created by application of a sufficient external voltage of the proper polarity 
across the pn junction. 


Formation of the Depletion Region in a Diode 


A diode consists of an n region and a p region separated by a pn junction, as illustrated in 
Figure 10. The n region has many conduction electrons, and the p region has many holes. 
With no external voltage, the conduction electrons in the n region are randomly drifting in all 


pn junction Depletion region 


p region n region p region / n region 
—_ 


Barrier 
potential 


(a) At the instant of junction formation, free electrons in the (b) For every electron that diffuses across the junction and 
n region near the pn junction begin to diffuse across the combines with a hole, a positive charge is left in the n region 
junction and fall into holes near the junction in the p region. and a negative charge is created in the p region, forming a 


barrier potential. This action continues until the voltage of 
the barrier repels further diffusion. 


A FIGURE 10 


Formation of the depletion region in a diode. 
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directions. At the instant of junction formation, some of the electrons near the junction drift 
across into the p region and recombine with holes near the junction, as shown in part (a). 

For each electron that crosses the junction and recombines with a hole, a pentavalent 
atom is left with a net positive charge in the n region near the junction, making it a positive 
ion. Also, when the electron recombines with a hole in the p region, a trivalent atom ac- 
quires net negative charge, making it a negative ion. 

As a result of this recombination process, a large number of positive and negative ions 
builds up near the pn junction. As this buildup occurs, the electrons in the n region must 
overcome both the attraction of the positive ions and the repulsion of the negative ions in 
order to migrate into the p region. Thus, as the ion layers build up, the area on both sides of 
the junction becomes essentially depleted of any conduction electrons or holes and is 
known as the depletion region. This condition is illustrated in Figure 10(b). When an equi- 
librium condition is reached, the depletion region has widened to a point where no more 
electrons can cross the pn junction. 

The existence of the positive and negative ions on opposite sides of the pn junction cre- 
ates a barrier potential across the depletion region, as indicated in Figure 10(b). The 
barrier potential, Vp, is the amount of voltage required to move electrons through the de- 
pletion region. At 25°C, it is approximately 0.7 V for silicon and 0.3 V for germanium. As 
the junction temperature increases, the barrier potential decreases, and vice versa. 


Biasing a Diode 


Forward Bias Forward bias is the condition that permits current through a diode. 
Figure 11 shows a dc voltage connected in a direction to forward-bias the pn junction. 
Notice that the negative terminal of the Vpzas source is connected to the n region, and the 
positive terminal is connected to the p region. 


p region n region <4 FIGURE 11 


Forward-bias connection. The 
resistor limits the forward current in 
order to prevent damage to the 
diode. 


——9 + VBIAs -_ 


R 


A discussion of the basic operation of forward bias follows: The negative terminal of the 
bias-voltage source pushes the conduction-band electrons in the n region toward the pn 
junction, while the positive terminal pushes the holes in the p region also toward the pn 
junction. Recall that like charges repel each other. 

When it overcomes the barrier potential (Vg), the external voltage source provides the 
n-region electrons with enough energy to penetrate the depletion region and move through 
the junction, where they combine with the p-region holes. As electrons leave the n-region, 
more flow in from the negative terminal of the bias-voltage source. Thus, current through 
the n region is formed by the movement of conduction electrons (majority carriers) toward 
the pn junction. 

Once the conduction electrons enter the p region and combine with holes, they become 
valence electrons. Then they move as valence electrons from hole to hole toward the posi- 
tive connection of the bias-voltage source. The movement of these valence electrons is the 
same as the movement of holes in the opposite direction. Thus, current in the p region is 
formed by the movement of holes (majority carriers) toward the pn junction. Figure 12 
illustrates current in a forward-biased diode. 
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A special type of 
diode that makes use 
of the depletion- 
region capacitance is 
the varactor. It is 
used as a variable capacitor in 
which the capacitance is 
controlled by the reverse-bias 
voltage. By increasing or 
decreasing the reverse voltage, 
you can increase or decrease the 
capacitance. 
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Depletion region 


n region 


A FIGURE 12 


Current in a forward-biased diode. 


The effect of the barrier potential in the depletion region is to oppose forward bias. This 
is because the negative ions near the junction in the p region tend to prevent electrons from 
moving through the junction into the p region. You can think of the barrier potential effect 
as simulating a small battery connected in a direction to oppose the forward-bias voltage, 
as shown in Figure 13. The resistances R, and R,, represent the dynamic resistances of the 
p and n materials. 


> FIGURE 13 Barrier 
potential 


Barrier potential and dynamic 


‘ , Fi pregion +Vp — nregion 
resistance equivalent for a diode. . 


pote ye 


R Depletion 
region 


—$<$§_—Ort VBras _ 


The external bias voltage must overcome the effect of the barrier potential before the 
diode conducts, as illustrated in Figure 14. Conduction occurs at approximately 0.7 V for 
silicon. Once the diode is conducting in the forward direction, the voltage drop across it re- 
mains at approximately the barrier potential and changes very little with changes in for- 
ward current (/p), as illustrated in Figure 14. 


Reverse Bias Reverse bias is the condition that prevents current through the diode. 
Figure 15(a) shows a dc voltage source connected to reverse-bias the diode. Notice that the 
negative terminal of the Vgras source is connected to the p region and the positive terminal 
is connected to the n region. 

A discussion of the basic operation for reverse bias follows: The negative terminal of the 
bias-voltage source attracts holes in the p region away from the pn junction, while the pos- 
itive terminal also attracts electrons away from the pn junction. As electrons and holes 
move away from the pn junction, the depletion region widens; more positive ions are cre- 
ated in the n region, and more negative ions are created in the p region, as shown in Figure 
15(b). The initial flow of majority carriers away from the pn junction is called transient 
current and lasts only for a very short time upon application of reverse bias. 

The depletion region widens until the potential difference across it equals the external 
bias voltage. At this point, the holes and electrons stop moving away from the pn junction, 
and majority current ceases, as indicated in Figure 15(c). 
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(a) No bias voltage. The pn junction of the diode is 
at equilibrium. 


0.7 V 


\\il 
aZ 


(b) Small forward-bias voltage (Vp < 0.7 V), very small (c) Forward voltage reaches and remains at approximately 
forward current. 0.7 V. Forward current continues to increase as the 


bias voltage is increased. 


A FIGURE 14 


Illustration of diode operation under forward-bias conditions. 


When the diode is reverse-biased, the depletion region effectively acts as an insulator 
between the layers of oppositely charged ions, forming an effective capacitance. Since the 
depletion region widens with increased reverse-biased voltage, the capacitance decreases, 
and vice versa. This internal capacitance is called the depletion-region capacitance. 

As you have learned, majority current very quickly becomes zero when reverse bias is 
applied. There is, however, a very small current produced by minority carriers during re- 
verse bias. This current is typically in the wA or nA range. A relatively small number of 
thermally produced electron-hole pairs exist in the depletion region. Under the influence of 
the external voltage, some electrons manage to diffuse across the pn junction before 
recombination. This process establishes a small minority carrier current throughout the 
material. 

The reverse current is dependent primarily on the junction temperature and not on the 
amount of reverse-biased voltage. A temperature increase causes an increase in reverse 
current. 
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p region n region p region Depletion region n region 


uu —_—O a Veras + 


(a) Reverse-bias connection. (b) There is transient current as depletion region widens. 


p region Depletion region n region 


(c) Majority current ceases when barrier potential equals bias voltage. There is an extremely small 
reverse current due to minority carriers. 


A FIGURE 15 


Illustration of reverse bias. 


Reverse Breakdown If the external reverse-bias voltage is increased to a large enough 
value, reverse breakdown occurs. The following describes what happens: Assume that 
one minority conduction-band electron acquires enough energy from the external source 
to accelerate it toward the positive end of the diode. During its travel, it collides with an 
atom and imparts enough energy to knock a valence electron into the conduction band. 
There are now two conduction-band electrons. Each will collide with an atom, knocking 
two more valence electrons into the conduction band. There are now four conduction- 
band electrons which, in turn, knock four more into the conduction band. This rapid mul- 
tiplication of conduction-band electrons, known as an avalanche effect, results in a rapid 
buildup of reverse current. 

Most diodes normally are not operated in reverse breakdown and can be damaged if they 
are. However, a particular type of diode known as a zener diode (discussed in Section 6) is 
specially designed for reverse-breakdown operation. 


le barrier potential for silicon at 25°C? 

the two bias conditions. 

condition produces majority carrier current? 

condition produces a widening of the depletion region? 


carriers produce the current during reverse breakdown. (True or False) 
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3 DIODE CHARACTERISTICS 


As you learned in the last section, a diode is a semiconductive device made with a 
single pn junction. A diode conducts current when it is forward-biased when the bias 
voltage exceeds the barrier potential. A diode prevents current when it is reverse- 
biased at less than the breakdown voltage. 


After completing this section, you should be able to 


¢ Describe the basic diode characteristics 


Diode Characteristic Curve 


Figure 16 is a graph of diode voltage versus current, known as a V-/ characteristic curve. 
The upper right quadrant of the graph represents the forward-biased condition. As you can 
see, there is very little forward current (Jp) for forward voltages (Vp) below the barrier 
potential. As the forward voltage approaches the value of the barrier potential, the current 
begins to increase. Once the forward voltage reaches the barrier potential, the current 
increases drastically and must be limited by a series resistor. The voltage across the 
forward-biased diode remains approximately equal to the barrier potential. 


Forward 
bias 


Ver (breakdown) 
VR 


0.7 V 

Barrier 
Reverse potential (Vz) 
bias 


A FIGURE 16 


General diode V-I characteristic curve. 


The lower left quadrant of the graph represents the reverse-biased condition. As the reverse 
voltage (Vp) increases to the left, the current remains near zero until the breakdown voltage 
(Vpp) is reached. When breakdown occurs, there is a large reverse current which, if not limited, 


ANDS DINSIP 


The diode forward 
V-] characteristic 
curve can be plotted 
on the oscilloscope 
using the circuit 
shown below. Channel 1 senses 
the voltage across the diode and 
channel 2 senses a signal that is 
proportional to the current. The 
scope must be in the X-Y mode. 
The signal generator provides a 
5 Vpp sawtooth or triangular 
waveform at 50 Hz, and its 
ground must not be the same as 
the scope ground. Channel 2 (the 
Y channel) must be inverted for 
the displayed curve to be 
properly oriented. 
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can destroy the diode. Typically, the breakdown voltage is greater than 50 V for most rectifier 
diodes. Remember that most diodes should not be operated in reverse breakdown. 


Diode Symbol 


Figure 17(a) shows the basic diode structure and the standard schematic symbol for a 
general-purpose diode. The “arrowhead” in the symbol points in the direction opposite the 
electron flow. The two terminals of the diode are the anode (A) and cathode (K). The anode 
is the p region and the cathode is the n region. 

When the anode is positive with respect to the cathode, the diode is forward-biased and 
current (/p) is from cathode to anode, as shown in Figure 17(b). Remember that when the 
diode is forward-biased, the barrier potential, Vz, always appears between the anode and 
cathode, as indicated in the figure. When the anode is negative with respect to the cathode, 
the diode is reverse-biased, as shown in Figure 17(c) and there is no current. A resistor is 
not necessary in reverse bias but it is shown for consistency. 


Vp Veras 
+ > — yl + 
<——— f=) 
Metal contacts Ip 
and wire leads 
— = Se 
Vpras Veias 
+ - - + 
Anode (A) po Cathode (K) it II 
(a) Basic diode structure and symbol (b) Forward bias (c) Reverse bias 
A FIGURE 17 


> FIGURE 18 


Typical diode packages and terminal 
identification. A is anode and K is 
cathode. 
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Diode structure, schematic symbol, and bias circuits. Vgjas is the bias voltage, and Vz is the barrier 
potential. 


Some typical diodes and their terminal identifications are shown in Figure 18 to 
illustrate the variety of physical structures. 
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Diode Approximations 


The Ideal Diode Model The simplest way to visualize diode operation is to think of it 
as a switch. When forward-biased, the diode ideally acts as a closed (on) switch; and when 
reverse-biased, it acts as an open (off) switch, as shown in Figure 19. The V-/ characteris- 
tic curve for this model is also shown in part (c). Note that the forward voltage (Vg) and the 
reverse current (Jp) are always zero in the ideal case. 


Ideal diode model 
= + 
O—>0 
Tp r=} 
== RS 
“HIF “HIF IF 
(a) Forward bias (b) Reverse bias 
Tp 
Vp Vp 
0 
TR 


(c) Ideal V-J characteristic curve (red) 


A FIGURE 19 


Ideal model of the diode as a switch. 


This ideal model, of course, neglects the effect of the barrier potential, the internal re- 
sistances, and other parameters. You may want to use the ideal model when you are trou- 
bleshooting or trying to figure out the operation of a circuit and are not concerned with 
more exact values of voltage or current. 


The Practical Diode Model The next higher level of accuracy includes the barrier po- 
tential in the diode model. In this approximation, the forward-biased diode is represented 
as a closed switch in series with a small “battery” equal to the barrier potential Vz (0.7 V 
for Si), as shown in Figure 20(a). The positive end of the battery is toward the anode. Keep 
in mind that the barrier potential only has the effect of a battery when forward bias is 
applied because the forward bias voltage, Vpras, must overcome the barrier potential 
before the diode begins to conduct current. The reverse-biased diode is represented by an 
open switch, as in the ideal case, because the barrier potential does not affect reverse bias, 
as shown in Figure 20(b). The V-J characteristic curve for this model is shown in 
Figure 20(c). 
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cao 
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Practical diode model 


(a) Forward bias 


> FIGURE 21 


The complete diode model includes 
barrier potential, forward resistance, 
and reverse resistance. 
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Practical diode model 


Mo 


(b) Reverse bias 


A FIGURE 20 


VR 


y 
TR 


(c) V-I characteristic curve 


The practical model of a diode. 


The Complete Diode Model One more level of accuracy will be considered at this 
point. Figure 21(a) shows the forward-biased diode model with both the barrier potential 
and the low forward dynamic resistance. Figure 21(b) shows how the high internal 
reverse resistance affects the reverse-biased model. The characteristic curve is shown in 


Figure 21(c). 


Complete diode model 


Small forward (dynamic) resistance 


z|. 


Veras 


(a) Forward bias 


Tp (mA) 


Small reverse current 
due to the high 
reverse resistance 


v 
Tp (HA) 


(c) V-I characteristic curve 


L A\\ Oo—>o . 


Complete diode model 


. aa 


Large reverse resistance 


Vpras 


— pt 
II 


(b) Reverse bias 


Slope due to the low 
forward resistance 


Ve 
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Other parameters such as depletion-region capacitance and breakdown voltage become im- 
portant only under certain operating conditions and will be considered only where appropriate. 


ctifier diode symbol and label the terminals. 


| diode, the forward resistance is quite low and the reverse resistance is 
(True or False) 


switch ideally represents a ______-biased diode. A closed switch ideally 
_—_____-biased diode. 


s the practical model of a diode differ from the ideal model? 


Gs 4 DIODE RECTIFIERS 


Because of their ability to conduct current in one direction and block current in the other 
direction, diodes are used in circuits called rectifiers that convert ac voltage into dc volt- 
age. Rectifiers are found in all dc power supplies that operate from an ac voltage source. 


After completing this section, you should be able to 
« Analyze the operation of a half-wave rectifier and a full-wave rectifier 


¢ Describe a basic de power supply 


¢ Explain the processes of half-wave and full-wave rectification 


The Half-Wave Rectifier 


Figure 22 illustrates the process called half-wave rectification. In part (a), a diode is con- 
nected to an ac source that provides the input voltage, V;,,, and to a load resistor, R,, form- 
ing a half-wave rectifier. Keep in mind that all ground symbols represent the same point 
electrically. Let’s examine what happens during one cycle of the input voltage using the 
ideal model for the diode. When the sinusoidal input voltage goes positive, the diode is 
forward-biased and conducts current through the load resistor, as shown in part (b). The 
current produces an output voltage across the load, which has the same shape as the 
positive half-cycle of the input voltage. 

When the input voltage goes negative during the second half of its cycle, the diode is 
reverse-biased. There is no current, so the voltage across the load resistor is zero, as shown 
in Figure 22(c). The net result is that only the positive half-cycles of the ac input voltage 
appear across the load. Since the output does not change polarity, it is a pulsating de volt- 
age, as shown in part (d). 


Average Value of the Half-Wave Rectified Output Voltage The average value of a 
half-wave rectified output voltage is the value you would measure on a dc voltmeter. It can 
be calculated with the following equation where V,,,,,,) is the peak value of the half-wave 
rectified output voltage: 

Vo(out) 


Vave = = Equation 1 
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» FIGURE 22 pe} 


Operation of a half-wave rectifier. 


(a) Half-wave rectifier circuit 


; 
+ >| - 
+ I 

Ve f | Vous 
0 R, o- — 
to t\ tty 1 

\ 1 = 

oe at 


(b) Operation during positive alternation of the input voltage 


_ f=0A ra ~ 
Vin Vout i: be 
0 t t a oo t t 
0 1 2 \ 1 2 


(c) Operation during negative alternation of the input voltage 


(d) Half-wave output voltage for three input cycles 


Figure 23 shows the half-wave voltage with its average value indicated by the red 
dashed line. 


» FIGURE 23 Vv. 


p(out) — -—— > 


Average value of the half-wave 
rectified signal. 
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Vi(out) 100 V 
a 


Vave = 


= 31.8V 


ge value of the half-wave rectified output voltage if its peak ampli- 


Effect of Diode Barrier Potential on Half-Wave Rectifier Output Voltage In the 
previous discussion, the diode was considered ideal. When the diode barrier potential is 
taken into account as in the practical model discussed in Section 3, here is what happens: 
During the positive half-cycle, the input voltage must overcome the barrier potential before 
the diode becomes forward-biased. This results in a half-wave output voltage with a peak 
value that is 0.7 V less than the peak value of the input voltage, as shown in Figure 25. The 
expression for peak output voltage is 


Vout) = Vein) — 9.7V Equation 2 
0.7V <4 FIGURE 25 
+ _ . . 
Eff f tial on half- 
Rea pe ° Vioun = Vein = 0.7 V ect of barrier potential on ha 


wave rectified output voltage. 


When you work with diode circuits, it is often practical to neglect the effect of barrier 
potential when the peak value of the applied voltage is much greater (at least ten times) 
than the barrier potential. 


out 


R, 


Vyout) = Vptiny ~ 0.7V =5V-0.7V =43V 


. Vocout) 43V 
a. | ~ 1.37 V 


voltage for the rectifier in Figure 26 if the peak input is 3 V. 
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Peak Inverse Voltage (PIV) The maximum value of reverse voltage, sometimes desig- 
nated as PIV (peak inverse voltage), occurs at the peak of each negative alternation of the 
input cycle when the diode is reverse-biased. This condition is illustrated in Figure 27. The 
PIV equals the peak value of the input voltage, and the diode must be capable of with- 


standing this amount of repetitive reverse voltage. 


> FIGURE 27 PIV at 1, 
The PIV occurs at the peak of each p>} 
= = 
half-cycle of the input voltage when f Feil) 
the diode is reverse-biased. In this cir- 1 | ~ 
. . Vi 0 
cuit, the PIV occurs at the time (t,) of ~) = R, 
the peak of each negative half-cycle. Be 
—V tai 


The Full-Wave Rectifier 


The difference between full-wave and half-wave rectification is that a full-wave rectifier 
allows unidirectional current to the load during the entire input cycle and the half-wave rec- 
tifier allows this only during one-half of the cycle. The result of full-wave rectification is a 
dc output voltage that pulsates every half-cycle of the input, as shown in Figure 28. 


o-— |o 
Full-wave [VV VV\ 
Vou O 


a) 


Vin 0 dye 
rectifier 
o—_ +o 
A FIGURE 28 
Full-wave rectification. 
The average value for a full-wave rectified output voltage is twice that of the half-wave 
rectified output voltage, expressed as follows: 
F 2 
Equation 3 Vave = eee 
Since 2/m = 0.637, you can calculate Vayg as 0.637V our): 
EXAMPLE 3 Find the average value of the full-wave rectified output voltage in Figure 29. 
» FIGURE 29 


= 9.55 V 


V (out) = 2(15 V) 
TT T 


Solution Vavc = 


Related Problem Find Vavg for the full-wave rectified voltage if its peak is 155 V. 
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Center-Tapped Full-Wave Rectifier 


The center-tapped (CT) full-wave rectifier uses two diodes connected to the secondary of a 
center-tapped transformer, as shown in Figure 30. The input signal is coupled through the 
transformer to the secondary. Half of the secondary voltage appears between the center tap 
and each end of the secondary winding as shown. 


F Dd, 
o ONG R > 
| 
ae i 
2 | 
CT 
Vig + 
| 
7 Yee 
ou Ry, 
| 


Dy = 


For a positive half-cycle of the input voltage, the polarities of the secondary voltages are as 
shown in Figure 31(a). This condition forward-biases the upper diode D, and reverse-biases 
the lower diode D. The current path is through D, and the load resistor R,, as indicated. For 
a negative half-cycle of the input voltage, the voltage polarities on the secondary are as shown 
in Figure 31(b). This condition reverse-biases D, and forward-biases D. The current path is 
through D, and R;, as indicated. Because the current during both the positive and the negative 
portions of the input cycle is in the same direction through the load, the output voltage devel- 
oped across the load is a full-wave rectified dc voltage. 


(b) During negative half-cycles, D, is forward-biased and D, is reverse-biased. 


A FIGURE 31 


Basic operation of a center-tapped full-wave rectifier. Note that the current through the load resistor 
is in the same direction during the entire input cycle. 


<4 FIGURE 30 


A center-tapped full-wave rectifier. 
Vori = Vin- 


ANDS DNSuIP 


A diode is sometimes 
used to isolate two 
power sources such 
as in the case of a 
battery backup for a 
computer system. The power 
from the power supply is 
connected through a series diode 
to the power input point on the 
system. A battery backup system 
is connected to the same point 
through its own series diode. The 
battery backup is set for a 
slightly lower voltage so that it 
does not discharge the battery 
during normal operation. When 
a power failure occurs, the 
battery backup system takes over 
and the diodes prevent the two 
power sources from affecting 
each other. 
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Effect of the Turns Ratio on Full-Wave Output Voltage The output voltage is deter- 
mined by the turns ratio, n, of the transformer. Most transformers will have the output volt- 
age written on the transformer, but keep in mind that the reference for the full-wave rectifier 
is the center-tap, which means that the peak output voltage is one-half the peak secondary 
voltage. If you do not know the voltage, but do know the turns ratio of the transformer, you 
can calculate the peak output voltage for a full-wave rectifier from the following equation: 
nV yin) 
Va (out) = 2 


Assuming the fuse drops no voltage, the primary voltage is the same as the input volt- 
age. To obtain an output voltage with a peak value approximately equal to the input peak, 
use a step-up transformer with a turns ratio of 2. In this case, the total secondary voltage is 
twice the primary voltage, so the voltage across each half of the secondary is equal to the 
input (primary) voltage. 


EXAMPLE 4 


Solution 


Related Problem 


Frequently, you will need to specify a transformer based on an rms input voltage and a 
peak output voltage. Specify the turns ratio and type of transformer required for a full- 
wave rectifier if the input voltage is 120 V rms and the required output is 17 V peak? 


The input peak voltage is 


Wear Ga = 120 V 
0.707 0.707 


= = 170V 


Rearranging Equation 4 and substituting, 


2V (out)  2(17V) 
= = 


Ve) 170V 


= 0.200 


Thus, a center-tapped step-down transformer with a turns ratio of 0.2 is required. 


What is the peak output if the turns ratio is 0.15? 


> FIGURE 32 


Diode D, is shown forward-biased 
and D> is reverse-biased with PIV 
across it. The PIV across either diode 
is equal to the peak secondary volt- 
age, which is twice the peak output 
voltage. 
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Peak Inverse Voltage (PIV) For simplicity, ideal diodes are used to illustrate PIV in a 
full-wave rectifier. Each diode in the full-wave rectifier is alternately forward-biased and 
then reverse-biased. The maximum reverse voltage that each diode must withstand is the 
peak value of the total secondary voltage (V,sec)), as illustrated in Figure 32. When the 
total secondary voltage V,,se-) has the polarity shown, the anode of Dy is + V ptcaeyl 2 and 
the anode of D> is =V teed! 2. Since D, is forward-biased, its cathode is the same as its 


V, 


2 2 
>| 


| 


V, 
a 


P(sec) 


sec ae 
V 
P(sec) 

D, Ry, Vitouy = 2 


V, 


P(sec) 


Vv. — 


P(sec) 


2 2 
Cae Sets) 


V, 


p(sec) 
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anode (V,,sec)/2); this is also the voltage on the cathode of D). The total reverse voltage 
across D> is 


Vo(sec) —Vy(sec) - 
2 ~ 2 “~~ ¥ p(sec) 


Vn = 


Since Vout) _ Vaweel 2s 
Vyvsec) = 2Vp(out) 
For either diode, the PIV in terms of the peak secondary voltage is 
PIV = Vo (sec) 


Combining the two preceding equations, the peak inverse voltage across either diode in the 
center-tapped full-wave rectifier in terms of the output voltage is 


PIV = 2V (out) Equation 5 


120 V 
0.707 


= 170 V 


-d as long as both voltages are in the same form. 
‘p is added to the subscripts, indicating peak values. 


culate the peak output voltage. 
AV pin) _ 2(170 V) 
V n(out) = = 


= 170V 
2) ™ 


ferenced to ground, but V(p)sec is not. The waveforms are 
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> FIGURE 35 


Operation of full-wave bridge 
rectifier. 
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if 


Vicout) 0 


inimum PIV for each diode by applying Equation 5. 
PIV = 2V,ou) = 2(170 V) = 340 V 


ing is required to handle a peak input of 185 V in Figure 33? 


Full-Wave Bridge Rectifier 


The full-wave bridge rectifier uses four diodes, as shown in Figure 35. When the input 
cycle is positive as in part (a), diodes D, and D> are forward-biased and conduct current in 
the direction shown. A voltage is developed across R,, that looks like the positive half of the 
input cycle. During this time, diodes D3 and Dy are reverse-biased. 


Vin Vin i 


° 
(a) During positive half-cycle of the input, D,; and D, are forward-biased and conduct current. 
D3 and Dy, are reverse-biased. 


F 


° S\ 


Vin Von i | | 
+ 


+ 


° 
(b) During negative half-cycle of the input, D, and D, are forward-biased and conduct current. 
D, and Dy, are reverse-biased. 
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When the input cycle is negative, as in Figure 35(b), diodes D3 and D4 are forward-biased 
and conduct current in the same direction through R,, as during the positive half-cycle. Dur- 
ing the negative half-cycle, D; and D3 are reverse-biased. A full-wave rectified output volt- 
age appears across R, as a result of this action. 


Bridge Output Voltage From transformer theory, the secondary voltage is equal to the 
primary voltage times the turns ratio as stated by the equation: 


Vsec -_ DV pri 


This equation can be applied because both V,,. and V,,,; are peak values. Because V;, is the 
same as the primary voltage (as long as the fuse is good), the peak secondary voltage can 
be expressed as Vp sec) = 1V pin): 

As you can see in Figure 35, two diodes are always in series with the load resistor dur- 
ing both the positive and the negative half-cycles. Neglecting the barrier potentials of the 
two diodes, the output voltage is a full-wave rectified voltage with a peak value equal to the 
peak secondary voltage. 


Vptout) = Voisec) Equation 6 


Peak Inverse Voltage (PIV) Let’s assume that the input is in its positive half-cycle when 
Dy, and D> are forward-biased and examine the reverse voltage across D3 and D4. In Figure 
36, you can see that D3 and Dy, have a peak inverse voltage equal to the peak secondary 
voltage, Vp(sec). Since the peak secondary voltage is equal to the peak output voltage, the 
peak inverse voltage is 


PIV = Vy cour) Equation 7 


The PIV rating of the bridge diodes is half that required for the center-tapped configuration 
for the same output voltage. 


F <@ FIGURE 36 


+ + 
Vicpri) | | e Vi(sec) 


PIV across diodes D3 and Dy ina 
bridge rectifier during the positive 
half-cycle of the input voltage. 


Viv out) 


R 
OS 


P(sec) 


EXAMPLE 6 (a) Determine the peak output voltage for the bridge rectifier in Figure 37. 


(b) What minimum PIV rating is required for the diodes? 


» FIGURE 37 


727 


www.EngineeringBooksPdf.com 


DIODES AND APPLICATIONS 


The peak output voltage is 

Vpvout) = P(sec) — = nv, pin) — el)25.V = 25 V 
The PIV for each diode is 

PIV = Vp(out) = 25V 


mine the peak output voltage for the bridge rectifier in Figure 37 if the peak 
oltage is 170 V. What is the PIV rating for the diodes? 


| Multisim file E16-06. Measure the peak output voltage using the oscilloscope 
npare to the calculated value. 


cle of a positive half-wave rectifier does the PIV occur? 
re is current through the load for approximately what 


of the output voltage shown in Figure 38? 


f a full-wave rectified voltage with a peak value of 60 V? 
ctifier has the greater output voltage for the same input volt- 
tio? 

PIV for bridge rectifier diodes is less than for center- 
or False) 


5 PoOweER SUPPLIES 


Power supplies are an essential part of all electronic systems from the simplest to the 
most complex. A basic power supply consists of a rectifier, a filter, and a regulator. A 
power supply filter greatly reduces the fluctuations in the output voltage of a half-wave 
or full-wave rectifier and produces a nearly constant-level dc voltage. Filtering is nec- 
essary because electronic circuits require a constant source of dc voltage and current to 
provide power and biasing for proper aaa Filtering i is accomplished using capac- 
itors, as you wi U 
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After completing this section, you should be able to 
¢ Describe the operation of power supplies 
¢ Explain the operation of a capacitor-input filter 


¢ Determine the PIV for the diode in a filtered rectifier 


¢ Define ripple voltage and discuss its cause 


The Basic DC Power Supply 


The de power supply converts the standard 120 V, 60 Hz ac available at wall outlets 
into a constant dc voltage. It is one of the most common electronic circuits that you will 
find. The de voltage produced by a power supply is used to power all types of electronic 
circuits, such as television receivers, stereo systems, VCRs, computers, and laboratory 
equipment. 

As you know, a rectifier can be either a half-wave rectifier or a full-wave rectifier. The 
rectifier converts the ac input voltage to a pulsating dc voltage, which is half-wave rectified, 
as shown in the block diagram in Figure 39(a), or full-wave rectified, as shown in part (b). 
A block diagram for a power supply is shown in part (c). When connected to the rectifier, 


0 PAWA@awat 0 


ve 


(a) (b) 


Vee 


oo er 


Load 


(c) 
A FIGURE 39 
Block diagrams showing basic operation of rectifiers and a regulated dc power supply. 
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> FIGURE 40 


Operation of a half-wave rectifier 
with a capacitor-input filter. 


730 


DIODES AND APPLICATIONS 


a capacitor filter eliminates the fluctuations in the rectified voltage and produces a 
relatively smooth dc voltage. 

The regulator is a circuit that maintains a constant de voltage for variations in the in- 
put line voltage or in the load. Regulators vary from a single device to more complex inte- 
grated circuits. The load block is usually a circuit for which the power supply is producing 
the de voltage and load current. 


Capacitor-Input Filter 


A half-wave rectifier with a capacitor-input filter is shown in Figure 40. The half-wave 
rectifier is used to illustrate the filtering principle; then the concept is expanded to the full- 
wave rectifier. 

During the positive first quarter-cycle of the input, the diode is forward-biased, allowing 
the capacitor to charge to approximately the diode drop of the input peak, as illustrated in 
Figure 40(a). When the input begins to decrease below its peak, as shown in part (b), the 
capacitor retains its charge and the diode becomes reverse-biased. During the remaining part 


Rectifier 
+ ‘sae 
e 
V, (in) *. 


+ { Filter Vou + 
+ ff 
0 to @ Me To Vo = Ry 


0 
to 


(a) Initial charging of capacitor (diode is forward-biased) happens only once when power is turned on. 


/ . - 
L + 
0 to ty ty @ i ——T Vo = R, 


(b) The capacitor discharges through R, after peak of positive alternation when the diode is reverse-biased. 


This discharging occurs during the portion of the input voltage indicated by the solid dark blue curve. 


Vin exceeds En > 2 
® 
tN V. _ 
rN 
/ \ 
/ \ 
! \ rd i af 
o— s -- V. sty R 
to t\, pty in TS Vc L 
4 = 
Z to ty ty = 
Sar I 
e O 


(c) The capacitor charges back to peak of input when the diode becomes forward-biased. This charging occurs 


during the portion of the input voltage indicated by the solid dark blue curve. 
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of the cycle, the capacitor can discharge only through the load resistance at a rate determined 
by the R,C time constant. The larger the time constant, the less the capacitor will discharge. 

Because the capacitor charges to a peak value equal to V,,n), the peak inverse voltage of 
the diode in this application is 


PIV = 2V (in) Equation 8 


During the first quarter of the next cycle, as illustrated in Figure 40(c), the diode again 
will become forward-biased when the input voltage exceeds the capacitor voltage. 


Ripple Voltage As you have seen, the capacitor quickly charges at the beginning of a cy- 
cle and slowly discharges after the positive peak (when the diode is reverse-biased). The 
variation in the output voltage due to the charging and discharging is called the ripple volt- 
age. The smaller the ripple, the better the filtering action, as illustrated in Figure 41. 


(a) Greater ripple means less effective filtering. (b) Smaller ripple means more effective filtering. 


A FIGURE 41 


Half-wave ripple voltage (blue line). 


For a given input frequency, the output frequency of a full-wave rectifier is twice that of 
a half-wave rectifier. As a result, a full-wave rectifier is easier to filter. When filtered, the 
full-wave rectified voltage has a smaller ripple than does a half-wave signal for the same 
load resistance and capacitor values. A smaller ripple occurs because the capacitor dis- 
charges less during the shorter interval between full-wave pulses, as shown in Figure 42. 
A good rule of thumb for effective filtering is to make R;C = 107, where T is the period 
of the rectified voltage. 


Same slope (capacitor 
Ripple discharge rate) 


0 Sl 
(a) Half-wave 


(b) Full-wave 


A FIGURE 42 


Comparison of ripple voltages for half-wave and full-wave signals with same filter and same input fre- 
quency. For clarity, the amount of ripple showed is exaggerated. 


The ripple factor (7) is an indication of the effectiveness of the filter and is defined as the 
ratio of the ripple voltage (V,) to the dc (average) value of the filter output voltage (Vpc). 
These parameters are illustrated in Figure 43. 


V,. : 
r= 100% Equation 9 
Voc 
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Input 
from o 
rectifer 


(a) Standard configuration 
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i Ef NR -- } V,. (peak-to-peak) 


A FIGURE 43 


V, and Vpc determine the ripple factor. 


The lower the ripple factor, the better the filter. The ripple factor can be decreased by in- 
creasing the value of the filter capacitor. 


IC Regulated Power Supplies 


While filters can reduce the ripple from power supplies to a low value, the most effective 
filter is a combination of a capacitor-input filter used with an integrated circuit (IC) voltage 
regulator. An integrated circuit regulator is a device that is connected to the output of a 
filtered rectifier and maintains a constant output voltage despite changes in the input, the 
load current, or the temperature. The capacitor-input filter reduces the input ripple to the 
regulator to an acceptable level. The combination of a large capacitor and an IC regulator 
is inexpensive and helps produce an excellent small power supply. 

The most popular IC regulators have three terminals: an input terminal, an output ter- 
minal, and a reference (or adjust) terminal. The input to the regulator is first filtered with a 
capacitor to reduce the ripple to less than 10%. The regulator further reduces the ripple to 
a negligible amount. In addition, most regulators have an internal voltage reference, short- 
circuit protection, and thermal shutdown circuitry. They are available in a variety of volt- 
ages, including positive and negative outputs, and can be designed for variable outputs with 
a minimum of external components. Typically, IC regulators can furnish a constant output 
of one or more amps of current with high ripple rejection. IC regulators are available that 
can supply load currents of over 5 A. 

Three-terminal regulators designed for a fixed output voltage require only external 
capacitors to complete the regulation portion of the power supply, as shown in Figure 44(a). 
Filtering is accomplished by a large-value capacitor between the input voltage and ground. 
Sometimes a second smaller-value input capacitor is connected in parallel, especially if the 
filter capacitor is not close to the IC, to prevent oscillation. This capacitor needs to be 
located close to the IC. Finally, an output capacitor (typically 0.1 wF to 1.0 WF) is placed in 
parallel with the output to improve the transient response. 


Type number Output voltage 


7805 +5.0 V 
7806 +6.0 V 
a 7808 +8.0V 
7809 +9.0 V 
7812 +12.0V 
7815 +15.0V 
7818 +18.0V 
= 7824 +24.0 V (Heatsink surface connected to Pin 2) 
(b) The 7800 series (c) Typical package 


A FIGURE 44 
The 7800 series regulator. 
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Examples of three-terminal regulators are the 78XX series of positive regulators (and 
the corresponding 79XX series of negative regulators.) The last two digits in the number 
stand for the output voltage; thus, the 7812 is a positive regulator with a +12 V output, and 
the 7912 is a negative regulator with a —12 V output. Figure 44(b) lists available voltages 
for the 78XX series. These regulators can supply up to | A of load current with adequate 
heat sinking and can hold the output voltage nearly constant in spite of changes to the input 
voltage or output load. They are available in various packages; the most common type is 
the TO-220 package shown in Figure 44(c). Other packages are shown on manufacturers’ 
specification sheets. On the 78XX series with the TO-220 package, the metal tab is usually 
connected to a heat sink. The size of the heat sink is dependent on the power dissipation in 
the regulator and the allowable temperature rise. These regulators also have built-in current 
limiting, thermal shutdown, and safe-operating area protection. 

A basic fixed power supply with a 7805 regulator is shown in Figure 45. The schematic 
combines the elements just discussed. The output of the bridge is filtered by a relatively 
large electrolytic capacitor to reduce ripple and present a dc to the input of the regulator. 
This voltage should be about 2.5 V larger than the output voltage for the 7805 regulator to 
be able to hold regulation—or at least 7.5 V out of the bridge. The schematic shows a stan- 
dard 12.6 V transformer, but for the 7805, a lower voltage can be supplied by the trans- 
former and still work nicely, as long as the peak secondary voltage is at least 9 V (to allow 
for diode drops and head room for the regulator). Generally, heat sinking is required to pre- 
vent the regulator from overheating. 


switch fi 
~ OLA 
SWI 120Vac 7805 
1000 F 


D,—D, are 1N4001 silicon rectifier diodes. = = 


A FIGURE 45 
A basic +5.0 V regulated power supply. 


Another type of three-terminal regulator is the adjustable regulator. One of the most 
popular adjustable regulators is the LM117/LM317 series of adjustable positive regulators 
and the negative counterpart, the LM137/LM337 series of adjustable negative regulators. 
These regulators only require two external resistors to set the output voltage, which can 
range from 1.2 V to 37 V for the positive regulator and up to 1.5 A output. These regula- 
tors include features such a overload and short-circuit protection and have better specifica- 
tions than most fixed regulators. 

Figure 46 shows a power supply circuit with an adjustable output, controlled by the vari- 
able resistor, Rj. Note that Rz is adjustable from zero to 1.0kQ. The LM317 regulator 
keeps a constant 1.25 V between the output and adjust terminals. This produces a constant 
current in R, of 1.25 V/240 Q = 52 mA. Neglecting the very small current through the ad- 
just terminal, the current in R2 is the same as the current in R;. The output is taken across 
both R,; and R> and is found from the equation, 


R, + Ro 
V,¢= 125M 
Ri 
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D,-D, are 1N4001 silicon rectifier diodes. 


Equation 10 


Equation 11 


A FIGURE 46 


A basic power supply with a variable output voltage (from 1.25 V to 6.5 V). 


Notice that the output voltage from the power supply is the regulator’s 1.25 V multiplied 
by a ratio of resistances. For the case shown in Figure 46, when R, is set to the minimum 
(zero) resistance, the output is 1.25 V. When R> is set to the maximum, the output is 
nearly 6.5 V. 


Percent Regulation 


The regulation expressed as a percentage is a figure of merit used to specify the perfor- 
mance of a voltage regulator. It can be in terms of input (line) regulation or load regulation. 
Line regulation specifies how much change occurs in the output voltage for a given 
change in the input voltage. It is typically defined as a ratio of a change in output voltage 
for a corresponding change in the input voltage expressed as a percentage. 


AVoutr 


100% 
Vin 


Line regulation = ( 

Load regulation specifies how much change occurs in the output voltage over a certain 

range of load current values, usually from minimum current (no load, NL) to maximum 

current (full load, FL). It is normally expressed as a percentage and can be calculated with 
the following formula: 


Vat — V 
Load regulation = pct 100% 
Vev 


where Vyz is the output voltage with no load and Vpy is the output voltage with full (max- 
imum) load. 


EXAMPLE 7 


Solution 


Related Problem 


Assume a certain 7805 regulator has a measured no-load output voltage of 5.18 V 
and a full-load output of 5.15 V. What is the load regulation expressed as a 
percentage? 


VV, Bile — 5.15 V 
Load regulation = { ~+——* 100% = 100% = 0.58% 
Var 5.15 V 


If the no-load output voltage of a regulator is 24.8 V and the full-load output is 23.9 V, 
what is the load regulation expressed as a percentage? 


www.EngineeringBooksPdf.com 


DIODES AND APPLICATIONS 


at causes the ripple voltage on the output of a capacitor-input filter? 


load resistance of a capacitor-filtered full-wave rectifier is reduced. What effect 
yes this reduction have on the ripple voltage? 


at advantages are offered by a three-terminal regulator? 
at is the difference between input (line) regulation and load regulation? 


ee 6 SPECIAL-PURPOSE DIODES 


In addition to the general-purpose rectifier diode previously covered, other diodes are 
used for special purposes. These include the zener diode, the varactor diode, the light- 
emitting diode (LED), and the photodiode. The zener diode is used to regulate volt- 
ages for reference purposes, the varactor diode is used as a voltage-variable capacitor, 
the LED emits light when forward-biased, and the photodiode is used to control the 
amount of reverse current with light. 


After completing this section, you should be able to 


¢ Understand the basic operation of four special-purpose diodes and describe 
some applications 


The Zener Diode 


A major application for the zener diode is to provide an output reference voltage that is sta- 
ble despite changes in input voltage. Reference voltages are used in power supplies, volt- 
meters, and many other instruments. 
Figure 47 shows the schematic symbol for a zener diode. The zener diode is a silicon A FIGURE 47 


pn junction device that differs from the rectifier diode in that it is designed for operation in Zener diode symbol. 
the reverse breakdown region. The breakdown voltage of a zener diode is set by carefully 

controlling the doping level during the manufacturing process. From the discussion of the 

diode characteristic curve in Section 3, recall that when a diode reaches reverse breakdown, 

its voltage remains almost constant even though the current may change drastically. This 

volt-ampere (V-/) characteristic is shown again in Figure 48 with normal operating regions 

for rectifier diodes and for zener diodes shown as shaded areas. If a zener diode is forward- 

biased, it operates the same as a rectifier diode. 


Zener Breakdown ‘Two types of reverse breakdown in a zener diode are avalanche and 
zener. The avalanche breakdown also occurs in rectifier diodes at a sufficiently high reverse 
voltage. Zener breakdown occurs in a zener diode at low reverse voltages. A zener diode 
is heavily doped to reduce the breakdown voltage, causing a vary narrow depletion region. 
As a result, an intense electric field exists within the depletion region. Near the breakdown 
voltage (Vz), the field is intense enough to pull electrons from their valence bands and cre- 
ate current. 

Zener diodes with breakdown voltages of less than approximately 5 V operate predom- 
inantly in zener breakdown. Those with breakdown voltages greater than approximately 
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Tp Ie 
A A 
Forward-bias 
region 
Breakdown 7 Breakdown ) 
V V, 
Vp < i ae l > Ve Vp < fz >Vp 
0.7 V 
Reverse-bias Reverse tt 
eo breakdown 
region 
Y Y 
TR TR 
(a) The normal operating regions for a rectifier (b) The normal operating region for a zener diode 
diode are shown as shaded areas. is shaded. 
A FIGURE 48 


Diode V-I characteristic illustrating the operation of a zener diode compared to a rectified diode. The 
slope of the reverse-breakdown region is exaggerated to show detail. 


5 V operate predominantly in avalanche breakdown. Both types, however, are called zener 
diodes. Zeners with breakdown voltages of 1.8 V to over 300 V are generally available. 

Figure 49 shows the reverse portion of the characteristic curve of a zener diode. Notice 
that as the reverse voltage (Vp) is increased, the reverse current (Jp) remains extremely 
small up to the “knee” of the curve. At this point, the breakdown effect begins; the zener 
impedance (Zz) begins to decrease as the current (Jz) increases rapidly. From the bottom of 
the knee, the breakdown voltage (Vz) remains essentially constant. This regulating ability 
is the key feature of the zener diode: A zener diode maintains an essentially constant volt- 
age across its terminals over a specified range of reverse current values. 


> FIGURE 49 


Reverse characteristic of a zener 

diode. Vz is usually specified at the Vp~ 
zener test current, /77, and is desig- 

nated V7r. 


17, (zener knee current) 


Izy (zener test current) 


Izy (zener maximum current) 


TR 


A minimum value of reverse current, /7x, must be maintained in order to keep the diode 
in regulation. You can see on the curve that when the reverse current is reduced below the 
knee of the curve, the voltage changes drastically and regulation is lost. Also, there is a 
maximum current, /7,y4, above which the diode may be damaged. 

Thus, basically, the zener diode maintains a nearly constant voltage across its terminals 
for values of reverse current ranging from /zx to zy. A nominal zener test voltage, Vzr, 
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is usually specified on a data sheet at a value of reverse current called the zener test 
current, I77. 


Zener Equivalent Circuit Figure 50(a) shows the ideal model of a zener diode in re- 
verse breakdown. It simply acts as a battery having a value equal to the zener voltage. 
Figure 50(b) represents the practical equivalent of a zener, where the zener impedance 
(Zz) is included. The zener impedance is actually an ac resistance because it is dependent 
on the ratio of a change in voltage to a change in current and can be different for different 
portions of the characteristic curve. Since the voltage curve is not ideally vertical, a 
change in zener current (A/z) produces a small change in zener voltage (AVz), as illus- 


trated in Figure 50(c). 
fe) fe) 9 fo) 4 Vea~< 
Vy 
+ + 
4=> =>y, 4= = | 
oe} Oo eo} ie} 
(a) Ideal (b) Practical 


(c) Characteristic curve 


A FIGURE 50 


Zener equivalent circuits. The slope is exaggerated to clarify the definition of Z7. 


The ratio of AVz to Alz is the zener impedance, expressed as follows: 


_ AV, 


Zz = Equation 12 
Z Aly q 


Normally, Zz is specified at 77, the zener test current. In most cases, this value of Zz is 
nearly constant over the full range of reverse-current values. 


EXAMPLE 8 A certain zener diode exhibits a 50 mV change in Vz for a 2 mA change in /7. What is 
the zener impedance? 
AVz 50mV 
Solution Zz = = = 250, 
Sar * 2mA 


Related Problem Calculate the zener impedance if the zener voltage changes 100 mV for a 20 mA 
change in zener current. 
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Vig 10V 


A FIGURE 51 


Zener diodes are important in 
intrinsically safe (IS) circuits, 
which are used in instrumentation 
and control circuits that are in 
hazardous environments (such as 
around propane tanks). Zeners 
limit the voltage to a level that is 
intrinsically safe, which is 
normally 24 Vdc or less. Thus, 
potential sparks with enough 
energy to initiate an explosion, 
are avoided. 
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Zener Voltage Regulation Although inexpensive 3-terminal integrated circuit voltage 
regulators provide better performance, zener diodes can be used for voltage regulation in 
noncritical low-current applications such as providing reference voltages. A basic circuit is 
shown in Figure 51. 

As the input voltage varies (within limits), the zener diode maintains an essentially con- 
stant voltage across the output terminals. However, as Vix changes, /z will change propor- 
tionally, and therefore the limitations on the input variation are set by the minimum and 
maximum current values within which the zener can operate and on the condition that 
Vin > Vz. Resistor R is the series current-limiting resistor. 

Suppose that the 10 V zener diode in Figure 51 can maintain regulation over a range of 
current values from 4 mA to 40 mA. For the minimum current, the voltage across the 
1.0 kO resistor is 


Vr = (4mA)(1.0kQ) = 4V 

Since 
Vr = Vin — Vz 
then 
Vin = Ve + Vz =4V 4+ 10V = 14V 
For the maximum current, the voltage across the 1.0 kQ resistor is 
Vr = (40 mA)(1.0k0D) = 40 V 

Therefore, 

Vin = 40V + 10V = 50V 


As you can see, this zener diode can regulate an input voltage from 14 V to 50 V and main- 
tain approximately a 10 V output with no load or a very high impedance load. The output 
will vary some because of the zener impedance. 


Varactor Diodes 


Varactor diodes are also known as variable-capacitance diodes because the junction capac- 
itance varies with the amount of reverse-bias voltage. Varactor diodes are specifically de- 
signed to take advantage of this variable-capacitance characteristic. The capacitance can be 
changed by changing the reverse voltage. These devices are commonly used in electronic 
tuning circuits used in communications systems. 

A varactor is basically a reverse-biased pn junction diode that utilizes the inherent ca- 
pacitance of the depletion region. The depletion region, created by the reverse bias, acts as 
a capacitor dielectric because of its nonconductive characteristics. The p and n regions are 
conductive and act as the capacitor plates, as illustrated in Figure 52. 


> FIGURE 52 ~H 


The reverse-biased varactor diode 


acts as a variable capacitor. 
| 
= 


Plate ‘ Plate 
Dielectric 


—!)  Veras + 


When the reverse-bias voltage increases, the depletion region widens, effectively in- 
creasing the dielectric thickness (d) and thus decreasing the capacitance. When the reverse- 
bias voltage decreases, the depletion region narrows, thus increasing the capacitance. This 
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action is shown in Figure 53(a) and 53(b). A typical curve of capacitance versus voltage is 
shown in part(c). The typical varactor can tune over a 10:1 range of capacitances. Varactors 
are available for various capacitances from approximately 1 pF to 200 pF. 


Cy, diode capacitance (pF) 


— 5 
Dielectric widens Dielectric narrows 1 10 100 
Vp, reverse voltage (V) 
$$ - Varas + —$ 0 - 21s + OO 
(a) Greater reverse bias, less capacitance (b) Less reverse bias, greater capacitance (c) Graph of diode capacitance versus reverse voltage 
A FIGURE 53 


Varactor diode capacitance varies with reverse voltage. 


Recall that capacitance is determined by the plate area (A), dielectric constant (¢), and 
dielectric thickness (d), as expressed in the following formula: 


_ Ae 


Cc 
d 


In a varactor diode, the capacitance parameters are controlled by the method of doping in 
the depletion region and the size and geometry of the diode’s construction. 

Figure 54(a) shows a common symbol for a varactor, and part (b) shows a simplified 
equivalent circuit. Rs is the reverse series resistance, and Cy is the variable capacitance. 


Applications A major application of varactors is as a part of a tuned circuit in commu- 
nication devices. An example is the fm modulator. In an fm modulator, the output fre- 
quency is varied by a modulating voltage on the varactor. Frequency modulation (fm) is the 
process of varying a higher frequency signal (the carrier) with a lower frequency signal (the 
modulation signal.) As the modulating signal goes more negative, the output frequency de- 
creases. The result is a simple and reliable method of changing the output frequency by a 
modulating signal. 

A second application is in tuned (resonant) circuits. The varactor acts as a voltage con- 
trolled capacitor where the frequency that is desired is selected by changing the bias volt- 
age on the varactor. This is useful for tuning a communication receiver to a predetermined 
frequency. A related application is in voltage-controlled oscillators, where the output fre- 
quency is determined by the reverse bias. They can be used over a very wide range of fre- 
quencies (including microwave frequencies). 


The Light-Emitting Diode (LED) 


The basic operation of an LED (light-emitting diode) is as follows: When the device is for- 
ward-biased, electrons cross the pn junction from the n-type material and recombine with 
holes in the p-type material. Recall that these free electrons are in the conduction band and 
at a higher energy level than the holes in the valence band. When recombination takes 
place, the recombining electrons release energy in the form of heat and light. A large ex- 
posed surface area on one layer of the semiconductor permits the photons to be emitted as 
visible light. Figure 55 illustrates this process, called electroluminescence. 


Equation 13 


(a) Symbol 


A FIGURE 54 


Rs 
Cy 


(b) Equivalent circuit 


Varactor diode. 
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AN 


A FIGURE 56 


Symbol for an LED. 


+ 


(a) Forward-biased operation 


740 


DIODES AND APPLICATIONS 


> FIGURE 55 Light energy 


Electroluminescence in a forward- 
biased LED. 


p region 


n region 


LED Semiconductor Materials The semiconductor gallium arsenide (GaAs) was used in 
early LEDs. The first visible red LEDs were produced using gallium arsenide phosphide 
(GaAsP) on a GaAs substrate. The efficiency was increased using a gallium phosphide (GaP) 
substrate, resulting in brighter red LEDs and also allowing orange LEDs. GaAs LEDs emit 
infrared (IR) radiation, which is invisible. The symbol for an LED is shown in Figure 56. 

Later, GaP was used as the light-emitter to achieve pale green light. By using a red and 
a green chip, LEDs were able to produce yellow light. The first super-bright red, yellow, 
and green LEDs were produced using gallium aluminum arsenide phosphide (GaAIAspP). 
By the early 1990s ultrabright LEDs using indium gallium aluminum phosphide (InGaAIP) 
were available in red, orange, yellow, and green. 

Blue LEDs using silicon carbide (SiC) and ultrabright blue LEDs made of gallium ni- 
tride (GaN) became available. High intensity LEDs that produce green and blue are also 
made using indium gallium nitride (InGaN). High-intensity white LEDs are formed using 
ultrabright blue GaN coated with fluorescent phosphors that absorb the blue light and 
reemit it as white light. 

The LED emits light in response to a sufficient forward current, as shown in Figure 
57(a). The amount of light output is directly proportional to the forward current, as 
indicated in Figure 57(b). Typical LEDs are shown in part (c). 


2 

= 

= 

bp 

3 

2 

a 

s 

3 

~ 

> If (mA) 
0 F 
(b) Typical light output versus forward current (c) Typical LEDs 
A FIGURE 57 


Light-emitting diodes (LEDs). 
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Applications Low-power LEDs are commonly used for indicator lamps and readouts such 
as the familiar 7-segment LED displays widely used in clocks and similar products. Recent 
advances in ultra-bright LEDs have greatly expanded the applications for LEDs to include 
traffic signals, automotive lighting, signs, and general lighting. LEDs are very efficient, 
which results in low heat and lower operating cost compared to conventional bulbs; in addi- 
tion they have very long lives. Bright LEDs are available with various bases, including stan- 
dard 120 V screw-type bases, to enable direct replacement of incandescent bulbs with LEDs. 


The Photodiode 


The photodiode is a pn junction device that operates in reverse bias, as shown in 
Figure 58(a). Note the schematic symbol for the photodiode. The photodiode has a small 
transparent window that allows light to strike the pn junction. Typical photodiodes are 
shown in Figure 58(b), and an alternate symbol is shown in part (c). 


—> 
h, Wy 
Lie pee a 
II 
VR 
(a) Reverse-bias operation (b) Typical devices (c) Alternate symbol 


Recall that when reverse-biased, a rectifier diode has a very small reverse leakage cur- 
rent. The same is true for the photodiode. The reverse-biased current is produced by ther- 
mally generated electron hole pairs in the depletion region, which are swept across the 
junction by the electric field created by the reverse voltage. In a rectifier diode, the reverse 
current increases with temperature due to an increase in the number of electron hole pairs. 

In a photodiode, the reverse current increases with the light intensity at the exposed pn junc- 
tion. When there is no incident light, the reverse current (J)) is almost negligible and is called 
the dark current. An increase in the amount of light intensity, expressed as irradiance 
(mW/cm’), produces an increase in the reverse current, as shown by the graph in Figure 59. 


<4 FIGURE 59 


General graph of reverse current ver- 
sus irradiance for a photodiode. 


Reverse current, (J, ) 


Irradiance, H 


An Application A simple photodiode application is depicted in Figure 60. Here a beam 
of light continuously passes across a conveyor belt and into a transparent window behind 
which is a photodiode circuit. When the light beam is interrupted by an object passing by 
on the conveyor belt, the sudden reduction in diode current activates a control circuit that 
advances a counter by one. The total count of objects that have passed that point is dis- 
played by the counter. This basic concept can be extended and used for production control, 
shipping, and monitoring of activity on production lines. 


<4 FIGURE 58 


Photodiode. 
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> FIGURE 60 


A photodiode circuit used in a 
system that counts objects as they 
pass on a conveyor belt. 


yrmally operated in the breakdown region. (True or False) 
jiode has a resistance of 8 Q at 30 mA of reverse current. What 


7 TROUBLESHOOTING 


This section provides a general review and application of the APM (analysis, planning, 
and measurement) approach to troubleshooting. Specific troubleshooting examples of 
the power supply and diode circuits are covered. 


After completing this section, you should be able to 


¢ Troubleshoot power supplies and diode circuits using the APM approach 


¢ Use analysis to evaluate a problem based on symptoms 


¢ Eliminate basic problems that can be detected by observation 


As you know, you can approach the troubleshooting of a defective circuit or system 
using the APM method. A defective circuit or system is one with a known good input but 
with no output or an incorrect output. For example, in Figure 61(a), a properly functioning 
dc power supply is represented by a single block with a known input voltage and a correct 
output voltage. A defective dc power supply is represented in part (b) as a block with an 
input voltage and an incorrect output voltage. 
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120 V DC power supply 120 V 


Input 


Output 


Input 


(a) The correct dc output voltage is measured. 
is correct. 


A FIGURE 61 


Block representations of functioning and nonfunctioning power supplies. 


Analysis 


The first step in troubleshooting a defective circuit or system is to analyze the problem, 
which includes identifying the symptom and eliminating as many causes as possible. In the 
case of the power supply example illustrated in Figure 61(b), the symptom is that the out- 
put voltage is not a constant regulated dc voltage. This symptom does not tell you much 
about what the specific cause may be. In other situations, however, a particular symptom 
may point to a given area where a fault is most likely. 

The first thing you should do in analyzing the problem is to try to eliminate any obvious 
causes. In general, you should start by making sure the power cord is plugged into an ac- 
tive outlet and that the fuse is not blown. In the case of a battery-powered system, make 
sure the battery is good. Something as simple as this is sometimes the cause of a problem. 
However, in this case, there must be power because there is an output voltage. 

Beyond the power check, use your senses to detect obvious defects, such as a burned re- 
sistor, broken wire, loose connection, or an open fuse. Since some failures are temperature 
dependent, you can sometimes find an overheated component by touch. However, be very 
cautious in a live circuit to avoid possible burn or shock. For intermittent failures, the cir- 
cuit may work properly for awhile and then fail due to heat buildup. As a rule, you should 
always do a sensory check as part of the analysis phase before proceeding. 


Planning 


In this phase, you must consider how you will attack the problem. There are three possible 
approaches to troubleshooting most circuits or systems. 


1. Start at the input where there is a known input voltage and work toward the out- 
put until you get an incorrect measurement. When you find no voltage or an in- 
correct voltage, you have narrowed the problem to the part of the circuit 
between the last test point where the voltage was good and the present test 
point. In all troubleshooting approaches, you must know what the voltage is 
supposed to be at each point in order to recognize an incorrect measurement 
when you see it. 


2. Start at the output of a circuit and work toward the input. Check for voltage at each 
test point until you get a correct measurement. At this point, you have isolated the 
problem to the part of the circuit between the last test point and the current test 
point where the voltage is correct. 
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(b) An incorrect voltage is measured at the output. The input voltage 
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3. Use the half-splitting method and start in the middle of the circuit. If this measure- 
ment shows a correct voltage, you know that the circuit is working properly from 
the input to that test point. This means that the fault is between the current test 
point and the output point, so begin tracing the voltage from that point toward the 
output. If the measurement in the middle of the circuit shows no voltage or an in- 
correct voltage, you know that the fault is between the input and that test point. 
Therefore, begin tracing the voltage from the test point toward the input. 


For illustration, let’s say that you decide to apply the half-splitting method using an 
oscilloscope. 


Measurement 


The half-splitting method is illustrated in Figure 62 with the measurements indicating a 
particular fault (open filter capacitor in this case). At test point 3 (TP3) you observe a full- 
wave rectified voltage that indicates that the transformer and rectifier are working properly. 
This measurement also indicates that the filter capacitor is open, which is verified by the 
full-wave voltage at TP4. If the filter were working properly, you would measure a dc volt- 
age at both TP3 and TP4. If the filter capacitor were shorted, you would observe no volt- 
age at all of the test points except TP1 because the fuse would most likely be blown. A 
short anywhere in the system is very difficult to isolate because, if the system is properly 
fused, the fuse will blow immediately when a short to ground develops. 


Step | Step 2 


Correct (if filter Incorrect 


capacitor is open) 


y CU ——— — —— 
TP2 
120 V oe Transformer —® Full-wave ae Voltage 
TP1 (fused) ———— rectifier TP3 filter TP4 regulator TP5 
A FIGURE 62 


Example of the half-splitting approach. An open filter capacitor is indicated. 


For the case illustrated in Figure 62, the half-splitting method took two measurements 
to isolate the fault to the open filter capacitor. If you had started from the power supply 
input, it would have taken four measurements; and if you had started at the final output, it 
would have taken three measurements, as illustrated in Figure 63. 


Fault Analysis 


In some cases, after isolating a fault to a particular circuit, it may be necessary to isolate the 
problem to a single component in the circuit. In this event, you have to apply logical think- 
ing and your knowledge of the symptoms caused by certain component failures. Some typ- 
ical component failures and the symptoms they produce are now discussed. 


Effect of an Open Diode in a Half-Wave Rectifier A half-wave filtered rectifier with 
an open diode is shown in Figure 64. The resulting symptom is zero output voltage as 
indicated. This is obvious because the open diode breaks the current path from the trans- 
former secondary winding to the filter and load resistor and there is no load current. 
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Step | Step 2 Step 3 Step 4 


Correct (if filter Incorrect 


capacitor is open) 


Correct Correct 


120 V Transformer Tp2  Full-wave ea Voltage 
TP1 (fused) ———— rectifier TP3 filter TP4 regulator TP5 


(a) Measurements starting at the power supply input. 


Step 3 


Correct (if filter Incorrect Incorrect 


capacitor is open) 


yo 


120 V at} Transformer —® Full-wave ae Voltage 
TPI (fused) ———— _ rectifier TP3 filter Tp4 regulator TPS 


(b) Measurements starting at the regulator output. 


A FIGURE 63 


In this particular case, the two other approaches require more measurements than the half-splitting 
approach in Figure 62. 


<4 FIGURE 64 


The effect of an open diode in a half- 
wave rectifier is an output of 0 V. 


Ee oe OPEN 
1 20 Vv Ry urge 
Cc R, 
° 
Transformer Rectifier Filter 


Other faults that will cause the same symptom in this circuit are an open transformer 
winding, an open fuse, or no input voltage. 


Effect of an Open Diode in a Full-Wave Rectifier A full-wave center-tapped filtered 
rectifier is shown in Figure 65. If either of the two diodes is open, the output voltage will 
have a larger than normal ripple voltage at 60 Hz rather than at 120 Hz, as indicated. 

Another fault that will cause the same symptom is an open in one of the halves of the 
transformer secondary winding. 
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The effect of an open diode ina 
center-tapped rectifier is half-wave 
rectification and a larger ripple 
voltage at 60 Hz. 
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120 Hz ripple An open diode 
indicates proper causes half-wave 
full-wave rectification 
operation. and increased 
ripple at 60 Hz. 


- e.h.°e 


120 V 


60 Hz Transformer Dy il Cc R, 


>| Filter 


Rectifier 


The reason for the increased ripple at 60 Hz rather than at 120 Hz is as follows. If one 
of the diodes in Figure 65 is open, there is current through R; only during one half-cycle of 
the input voltage. During the other half-cycle of the input, the open path caused by the open 
diode prevents current through R;. The result is half-wave rectification, as shown in Figure 
65, which produces the larger ripple voltage with a frequency of 60 Hz. 

An open diode in a full-wave bridge rectifier will produce the same symptom as in the 
center-tapped circuit, as shown in Figure 66. The open diode prevents current through R;, 
during half of the input voltage cycle. The result is half-wave rectification, which produces 
an increase in ripple voltage at 60 Hz. 


120 Hz ripple Open diode 
indicates proper causes half-wave 


full-wave rectification 
operation. and increased 
ripple at 60 Hz. 


V/DIV 


F 
ee 
Vy | | 4 IR rapa 
120v ° ie 
60 Hz c x 
Filter 
Rectifier = = 
A FIGURE 66 


Effect of an open diode in a bridge rectifier. 
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Effects of a Faulty Filter Capacitor Three types of defects of a filter capacitor are 
illustrated in Figure 67. 


¢ Open If the filter capacitor for a full-wave rectifier opens, the output is a full-wave 
rectified voltage. 


¢ Shorted If the filter capacitor shorts, the output is 0 V. A shorted capacitor should 
cause the fuse to blow open. If not properly fused, a shorted capacitor may cause 
some or all of the diodes in the rectifier to burn open due to excessive current. In any 
event, the output is 0 V. 


« Leaky A leaky filter capacitor is equivalent to a capacitor with a parallel leakage 
resistance. The effect of the leakage resistance is to reduce the time constant and 
allow the capacitor to discharge more rapidly than normal. This results in an increase 
in the ripple voltage on the output. This fault is rare. 


Normal filter capacitor 
(top waveform). 


Open filter Shorted filter Leaky filter capacitor 
capacitor capacitor (bottom waveform) 
oS 
V/DIV V/DIV mV/DIV 
————E” eee 
NN. Transformer _—-Full-wave 
tifi 
o (fused) ___ testifies Rivas 
120 V Faulty R 
60 Hz G L 
Filter 
A FIGURE 67 


Effects of a faulty filter capacitor. 


Effects of a Faulty Transformer An open primary or secondary winding of a power 
supply transformer results in an output of 0 V, as mentioned before. 

A partially shorted primary winding (which is much less likely than an open) results in 
an increased rectifier output voltage because the turns ratio of the transformer is effectively 
increased. A partially shorted secondary winding results in a decreased rectifier output 
voltage because the turns ratio is effectively decreased. 


| EXAMPLE 9 You are troubleshooting the power supply shown in the block diagram of Figure 68. 
You have found in the analysis phase that there is no output voltage from the regulator, 
as indicated. Also, you have found that the unit is plugged into the outlet and have 
verified the input to the transformer, as indicated. You decide to use the half-splitting 
method using the scope. What is the problem? 
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hy ay hy hy 
TP1 TP2 TP3 TP4 TP5 


120 V > Transformer Full-wave @ Capacitor- ®@ Voltage 
(fused) —@— rectifier input filter regulator 


Step 2 Step | 


Rectifier 


R 


surge 


Filter 


Steps 4 & 5 Diode test Step 3 Check for a shorted 
capacitor 


A FIGURE 68 


Solution The step-by-step measurement procedure is illustrated in the figure and described as 
follows. 


Step 1: There is no voltage at test point 3 (TP3). This indicates that the fault is be- 
tween the input to the transformer and the output of the rectifier. Most likely, 
the problem is in the transformer or in the rectifier, but there may be a short 
from the filter input to ground. 


Step 2: The voltage at test point 2 (TP2) is correct, indicating that the transformer 
is working. So, the problem must be in the rectifier or a shorted filter input. 


Step 3: With the power turned off, use a DMM to check for a short from the filter 
input to ground. Assume that the DMM indicates no short. The fault is now 
isolated to the rectifier. 


Step 4: Apply fault analysis to the rectifier circuit. Determine the component failure in 
the rectifier that will produce a 0 V input. If only one of the diodes in the recti- 
fier is open, there should be a half-wave rectified output voltage, so this is not 
the problem. In order to have a 0 V output, both of the diodes must be open. 


Step 5: With the power off, use the DMM in the diode test mode to check each diode. 
Replace the defective diodes, turn the power on, and check for proper opera- 
tion. Assume this corrects the problem. 


Related Problem Suppose you had found a short in Step 3, what would have been the logical next step? 


1. What effect does an open diode have on the output voltage of a half-wave rectifier? 
_ What effect does an open diode have on the output voltage of a full-wave rectifier? 
_ If one of the diodes in a bridge rectifier shorts, what are some possible consequences? 
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4. What happens to the output voltage of a rectifier if the filter capacitor becomes very leaky? 

5. The primary winding of the transformer in a power supply opens. What will you 
observe on the rectifier output? 

6. The dc output voltage of a filtered rectifier is less than it should be. What may be the 
problem? 


Application Assignment PuTTING YOUR KNOWLEDGE 


TO WORK 


The optical counting system in this as- ; Description of the System 
SM COIS EAS tee zener diode, The system is used to count objects as they pass on a moving 

the LED, and the DUDES: as well : conveyor and can be used in production line monitoring, load- 
as other types of devices. Of course, at : ing, shipping, inventory control, and the like. The system con- 


this point, you are interested in only how the zener and the opti- 


: : sists of a power supply, an infrared (IR) emitter circuit, an 
cal diodes are used. 


: infrared detector, a threshold circuit, and counter/display cir- 
: cuits, as shown in Figure 69. 


+5.1V 
Zener-regulated . aan Threshold Digital counter 
Infrared emitter |MAIN| Infrared detector ae ; 
power supply circuit and display 


IR detector/counter 


A FIGURE 69 


The optical counting system showing the system concept, block diagram, and circuit boards. 
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The power supply and infrared emitter are housed in a single 
unit and positioned on one side of the conveyor. The IR detec- 
tor/counter unit is positioned directly opposite on the other side. 
The de power supply provides power to both units. The emitter 
produces a continuous pattern of infrared light directed toward 
the detector. As long as the detector is receiving light, nothing 
happens. When an object passes between the two units and 
blocks the infrared light, the detector reacts. This reaction is 
sensed by the threshold circuit, which sends a signal to a digital 
counter, advancing its count by one. The total count can be dis- 
played and/or sent to a central computer. 

In this section, you are not concerned with the details of the 
threshold circuit or the digital counter and display circuit. They 
are included only to make a complete system and to show that 
the circuits you are concerned with must interface with other 
types of circuits in order to perform the required system func- 
tion. At this point, you are strictly interested in how some of the 
devices covered in this chapter function in the system. 

Physically, the power supply/IR emitter unit consists of one 
printed circuit board that contains the regulated dc power supply 
and the infrared emitter circuit. The IR detector/counter unit 
consists of one printed circuit board that contains the infrared 


A FIGURE 70 


: detector circuit, a threshold circuit, and the digital counter and 
display circuits. Except for the infrared detector, you do not 
need to know the details of how they work for the purposes of 
this assignment. 


| Step 1: Identifying the Components 


The power supply/IR emitter circuit board is shown in Figure 
70. The de voltage regulator is made up of a resistor R, and 
zener diode Ds. The infrared emitter circuit consists of Ry and 

: Dg, which is an infrared LED. The infrared detector circuit on 
the IR detector/counter board in Figure 71 is formed by R, and 
infrared photodiode D,. As you can see, the LED and the photo- 
diode are identical in appearance and can only be distinguished 
by a part number stamped on the case or on the package from 

: which they are taken. The digital portion of this board is shown 
in the gray area without detail. The digital integrated circuits, 
IC1, IC2, and IC3, are in SOIC (Small Outline Integrated Cir- 
cuit) packages. SOIC is a surface-mount technology packaging 
configuration. Although digital circuits are studied in other 

: courses, you see here an example of a common situation 

in many systems where linear (analog) and digital circuits work 
together. 


0 +5.1V 


5.1 Vde 
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detector/counter 


° @ 
5.1 V de 

R, 

270 kQ, 

aD Threshold, 
counter, and 
NN display circuits 
AD, 


A FIGURE 71 


Step 2: Relating the PC Boards to the Schematics 


Carefully follow the conductive traces on each PC board to see 
how the components are interconnected. Compare each point (A 


through #) on the power supply/IR emitter board with the corre- | 
| With the de supply voltage from the power supply connected to 


the IR detector/counter board and with light blocked from the 
photodiode lens, determine the voltage at point 4 in Figure 72. 
Assume that the dark current is negligible. Neglect any input 
current to the threshold circuit. 


sponding point on the schematic in Figure 70. Do the same for 
each point (A through C) on the IR detector/counter board in 
Figure 71. This exercise will develop your skill in relating a 
schematic to an actual circuit—an important skill for an elec- 
tronics technician. For each point on the PC board, place the let- 
ter of the corresponding point or points on the schematic. 


Step 3: Analyzing the Power Supply and IR Emitter 


With the power supply/IR emitter board plugged into an ac 
outlet, determine the dc voltages at points 1, 2, and 3 


; indicated in Figure 72. Assume that the circuit is operating 
properly. 


Step 4: Analyzing the IR Detector 


Step 5: Testing the Total System 


With the two units optically aligned and with the power on, 
: determine the voltage at point 4 in the detector circuit. Assume 
: that a reverse current of 10 A is through the photodiode with 


R detector/counter 


A FIGURE 72 
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incident light. Neglect any input current drawn by the threshold 


circuit. What is the voltage at point 4 when the system detects a 


passing object? 


Step 6: Troubleshooting the System 


For each of the following measurements with respect to ground, 


determine the most probable cause if a faulty reading is indi- 


cated. Refer to Figure 72. 


ile 
2 
3, 


No voltage at point 1 
No voltage at point 2 


A voltage at point 2 that varies from 0 V to about 5 V witha 
frequency of 120 Hz 


A constant dc voltage of approximately 7.8 V at point 2 


5. A constant dc voltage of approximately 4.3 V at point 2 


ia 
3. 


A floating level at point 4 
Approximately 5.1 V at point 4 with no light obstruction 
between the emitter and the detector 
A voltage of 0 V at point 4 

Review 
List all of the types of diodes used in this system. 
What is the purpose of resistor Rz on the power supply/IR 
emitter board? 
What would you do to change the de voltage to 8.2 V in this 
system? 
Does the LED emit continuous IR or does it turn on and off 
as objects pass by? 
What is the purpose of the photodiode in this system? 
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ductivity is called doping. 


¢-¢e¢ oe Hh—UHh—Uc C+ 6 HF OH OH 


secondary voltage. 


¢¢ ¢ 


The process of adding impurities to an intrinsic (pure) semiconductor to increase and control con- 


A p-type semiconductor is doped with trivalent impurity atoms. 

A n-type semiconductor is doped with pentavalent impurity atoms. 

The depletion region is a region adjacent to the pn junction containing no majority carriers. 
Forward bias permits majority carrier current through the diode. 

Reverse bias prevents majority carrier current. 

The single diode in a half-wave rectifier conducts for half of the input cycle. 

The output frequency of a half-wave rectifier equals the input frequency. 

The average (dc) value of a half-wave rectified signal is 0.318 or 1/7 times its peak value. 
The PIV is the maximum voltage appearing across the diode in reverse bias. 

Each diode in a full-wave rectifier conducts for half of the input cycle. 

The output frequency of a full-wave rectifier is twice the input frequency. 

The basic types of full-wave rectifier are center-tapped and bridge. 


The output voltage of a center-tapped, full-wave rectifier is approximately one-half of the total 


The PIV for each diode in a center-tapped, full-wave rectifier is twice the output voltage. 
The output voltage of a bridge rectifier equals the total secondary voltage. 


The PIV for each diode in a bridge rectifier is half that required for the center-tapped configura- 


tion and is approximately equal to the peak output voltage. 


¢-¢¢ © OOO 


A capacitor-input filter provides a dc output approximately equal to the peak of the input. 
Ripple voltage is caused by the charging and discharging of the filter capacitor. 

The smaller the ripple, the better the filter. 

Regulation of output voltage over a range of input voltages is called input or line regulation. 
Regulation of output voltage over a range of load currents is called load regulation. 

The zener diode operates in reverse breakdown. 

When Vz < 5 V, zener breakdown is predominant. 


When Vz > 5 V, avalanche breakdown is predominant. 
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A zener diode maintains an essentially constant voltage across its terminals over a specified range 
of zener currents. 


Zener diodes can be used as voltage references in a variety of applications. 
A varactor diode acts as a variable capacitor under reverse-biased conditions. 


The capacitance of a varactor varies inversely with reverse-biased voltage. 


¢-¢ ¢ ¢ 


Diode symbols are shown in Figure 73. 


> FIGURE 73 id 


A 
Diode symbols. >t see >| | a oe) or >| Z 


(a) Rectifier (b) Zener (c) Varactor (d) LED (e) Photodiode 


Barrier potential The amount of voltage required to move electrons through the depletion region 
of a pn junction diode. 


Bridge rectifier A type of full-wave rectifier consisting of diodes arranged in a four-cornered 
configuration. 


Capacitor-input filter A power supply filter that uses a capacitor from the rectifier output to 
ground to eliminate most of the variation in the rectifier output voltage. 


DC power supply An electronic instrument that produces voltage, current, and power from the ac 
power line or batteries in a form suitable for use in powering electronic equipment. 


Diode An electronic device that permits current in only one direction. 


Doping The process of imparting impurities to an intrinsic semiconductive material in order to 
control its conduction characteristics. 


Forward bias The condition in which a diode conducts current. 


Full-wave rectifier A circuit that converts an alternating sine wave into a pulsating dc consisting 
of both halves of a sine wave for each input cycle. 


Half-wave rectifier A circuit that converts an alternating sine wave into a pulsating dc consisting 
of one-half of a sine wave for each input cycle. 


Hole The absence of an electron in the valence band of an atom. 


Integrated circuit (IC) A type of circuit in which all the components are constructed on a single 
tiny chip of silicon. 


Intrinsic semiconductor A pure semiconductive material with relatively few free electrons. 
LED (light-emitting diode) A type of diode that emits light when there is forward current. 


Line regulation The change in output voltage for a given change in line (input) voltage, normally 
expressed as a percentage. 


Load regulation The change in output voltage for a given change in load current, normally 
expressed as a percentage. 


Majority carrier The most numerous charge carrier in a doped semiconductive material (either 
free electrons or holes). 


Minority carrier The least numerous charge carrier in a doped semiconductive material (either 
free electrons or holes). 


Photodiode A diode whose reverse resistance changes with incident light. 


PIV (peak inverse voltage) The maximum value of reverse voltage which occurs at the peak of the 
input cycle when the diode is reverse-biased. 


PN junction The boundary between n-type and p-type semiconductive materials. 


Regulator An electronic circuit that maintains an essentially constant output voltage with a 
changing input voltage or load. 


Reverse bias The condition in which a diode prevents current. 


Reverse breakdown The condition of a diode in which excessive reverse-bias voltage causes a 
rapid buildup of reverse current. 
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Silicon A semiconductive material used in diodes and transistors. 


Varactor A diode that is used as a voltage-variable capacitor. 


Zener diode A type of diode that operates in reverse breakdown (called zener breakdown) to 


provide voltage regulation. 


Vp(out) 


1 Vave = 


2 Vp (out) = Votin) — 0.7V 


2V, 
p(out) 
3 Vaye = -—_— 

nV pin) 
4 Vp(out) = 5 


5 PIV = 2V (out) 


6 —-Vaout) = Vpvsec) 


a PIV = Vp (out) 


8 PIV = 2V nin) 


9 ( = ) 1008 
r= ‘0 
Voc 


AV, 
10  ~=Lineregulation = (222 0s 
A Vin 


Vxt — V, 
11 Load regulation = (ts =" ro0e 
Vev 


oe wae 
a Ade 
Ae 
3 C=— 
d 


Answers are at the end of the chapter. 


Rectified half-wave average value 


Peak half-wave rectifier output voltage 


Full-wave average value 


Peak full-wave rectifier output 


Diode peak inverse voltage, center-tapped 
rectifier 


Bridge full-wave output (without diode 
drops) 


Diode peak inverse voltage, bridge 
rectifier 


PIV, half-wave rectifier with 
capacitor-input filter 


Ripple factor 


Line regulation 


Load regulation 


Zener impedance 


Capacitance formula 


1. Silicon can be doped with a trivalent material like aluminum to create an n-type material. 


. The minority carriers in an n-type material are holes. 


. Before a diode fully conducts, the bias must overcome the barrier potential. 


. When forward bias is applied to a diode, the depletion region widens. 


. The peak output voltage of a full-wave bridge rectifier is one-half the input voltage. 


. If one diode is open in a bridge rectifier, the output will drop to zero. 


2. 
3 
4 
5. The output frequency from a full-wave rectifier is the same as the input frequency. 
6 
7 
8 


. Line regulation specifies how much change occurs in the output voltage for a given change in 


the input voltage. 


9. Normally, zener diodes, varactor diodes, and photodiodes are operated with reverse bias. 


10. An application for a zener diode is to control the frequency in a voltage-controlled oscillator. 
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Answers are at the end of the chapter. 


1. Atoms within a semiconductor crystal are held together by 

(a) atomic glue (b) subatomic particles (c) covalent bonds (d) the valence band 
2. Free electrons exist in the 

(a) valence band (b) conduction band (c) lowest band (d) recombination band 
3. A hole is 

(a) a vacancy in the valence band left by an electron 

(b) a vacancy in the conduction band 

(c) a positive electron 

(d) a conduction band electron 
4. The process of adding impurity atoms to a pure semiconductor is called 

(a) recombination (b) crystalization (c) bonding (d) doping 
5. The two types of current in a semiconductor are 

(a) positive current and negative current 

(b) electron current and conventional current 

(c) electron current and hole current 

(d) forward current and reverse current 
6. The majority carriers in an n-type semiconductor are 

(a) electrons (b) holes (c) positive ions (d) negative ions 


7. The pn junction is found in 


(a) diodes (b) silicon (c) all semiconductive material (d) answers (a) and (b) 
8. In a diode, the region near the pn junction consisting of positive and negative ions is 

called the 

(a) neutral zone (b) recombination region 

(c) depletion region (d) diffusion area 


9. A fixed de voltage that sets the operating condition of a semiconductive device is called the 
(a) bias (b) depletion voltage 
(c) battery (d) barrier potential 
10. Ina diode, the two bias conditions are 


(a) positive and negative (b) blocking and nonblocking 


(c) open and closed (d) forward and reverse 

11. When a diode is forward-biased, it is 
(a) blocking current (b) conducting current (c) similar to an open switch 
(d) similar to a closed switch (e) answers (a) and (c) (f) answers (b) and (d) 


12. The voltage across a forward-biased silicon diode is approximately 
(a) 0.7 V (b) 0.3 V (c) OV (d) dependent on the bias voltage 
13. The process of converting ac to pulsating dc is called 
(a) clipping (b) charging (c) rectification (d) filtering 
14. The output frequency of a half-wave rectifier with a 60 Hz sinusoidal input is 
(a) 30 Hz (b) 60 Hz (c) 120 Hz (d) 0 Hz 
15. The number of diodes used in a half-wave rectifier is 
(a) one (b) two (c) three (d) four 
16. Ifa 75 V peak sine wave is applied to a half-wave rectifier, the peak inverse voltage across the 
diode is 
(a) 75 V (b) 150 V (c) 37.5 V (d) 0.7 V 
17. The output frequency of a full-wave rectifier with a 60 Hz sinusoidal input is 
(a) 30 Hz (b) 60 Hz (c) 120 Hz (d) 0 Hz 
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25. 


26. 
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Two types of full-wave rectifier are 

(a) single diode and dual diode (b) primary and secondary 

(c) forward-biased and reverse-biased (d) center-tapped and bridge 

When a diode in a center-tapped rectifier opens, the output is 

(a) OV (b) half-wave rectified (c) reduced in amplitude (d) unaffected 
During the positive half-cycle of the input voltage in a bridge rectifier, 

(a) one diode is forward-biased (b) all diodes are forward-biased 

(c) all diodes are reverse-biased (d) two diodes are forward-biased 


The process of changing a half-wave or a full-wave rectified voltage to a constant dc voltage is 
called 


(a) filtering (b) ac to de conversion (c) damping (d) ripple suppression 
The small variation in the output voltage of a dc power supply is called 

(a) average voltage (b) surge voltage (c) residual voltage (d) ripple voltage 
The zener diode is designed to operate in 

(a) zener breakdown (b) forward bias (c) saturation (d) cutoff 

Zener diodes are sometimes used as 

(a) current limiters (b) power distributors 

(c) voltage references (d) variable resistors 

Varactor diodes are used as variable 

(a) resistors (b) current sources (c) inductors (d) capacitors 

LEDs are based on the principle of 

(a) forward bias (b) electroluminescence 

(c) photon sensitivity (d) electron-hole recombination 

In a photodiode, light produces 


(a) reverse current (b) forward current (c) electroluminescence (d) dark current 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


Use the practical diode model unless specified otherwise. 


SECTION 1 Introduction to Semiconductors 


= 


eC anan pwn 


. List two semiconductive materials. 
. How many valence electrons do semiconductors have? 
. Ina silicon crystal, how many covalent bonds does a single atom form? 


. What happens when heat is added to silicon? 


Name the two energy levels at which current is produced in silicon. 


. Describe the process of doping and explain how it alters the atomic structure of silicon. 
. What type of impurity is antimony? What type of impurity is boron? 
. Explain what a hole is. 


. What is recombination? 


SECTION 2 The Diode 


10. 
11. 
12. 


13. 


756 


How is the electric field across the pn junction created? 
Because of its barrier potential, can a diode be used as a voltage source? Explain. 


To forward-bias a diode, to which region must the positive terminal of a voltage source be 
connected? 


Explain why a series resistor is necessary when a diode is forward-biased. 
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SECTION 3 _ Diode Characteristics 
14. Explain how to generate the forward-bias portion of the characteristic curve. 
15. What would cause the barrier potential to decrease from 0.7 V to 0.6 V? 
16. Determine whether each diode in Figure 74 is forward-biased or reverse-biased. 


17. Determine the voltage across each diode in Figure 74. 


> FIGURE 74 100 V 


AW 1 
4. 100 Vv 
v= + 560, 
~ = sv 
(a) (b) 
10 kO 10kO 
AW, AW, AW, 

+ POE TSA tay " _ 
30V = =10V >| 2V 
~ ~ + 

47kO 
(c) (d) 


18. Examine the meter indications in each circuit of Figure 75, and determine whether the diode is 
functioning properly, or whether it is open or shorted. 


> FIGURE 75 


10kQ 10kQ 


\W\—#—My 


— 50V 10kQ 


(a) (b) 


+ 


(c) (d) 
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19. Determine the voltage with respect to ground at each point in Figure 76. 


> FIGURE 76 D, R D, 
A > B WW Cc > D 
1.0kO 
+ + 
V4 — — Vso 
Vv = = 8V 


|e 


SECTION 4 _ Diode Rectifiers 
20. Calculate the average value of a half-wave rectified voltage with a peak value of 200 V. 
21. Draw the waveforms for the load current and voltage for Figure 77. Show the peak values. 
22. Can a diode with a PIV rating of 50 V be used in the circuit of Figure 77? 


23. Determine the peak voltage across R; in Figure 78. 


211 
50 V oS 9 
R, e e >| 
0 1000 120 V Ry, 
2200 
—50 V 
[e; O (e; 
A FIGURE 77 A FIGURE 78 


24. Calculate the average value of a full-wave rectified voltage with a peak value of 75 V. 
25. Consider the circuit in Figure 79. 

(a) What type of circuit is this? 

(b) What is the total peak secondary voltage? 

(c) Find the peak voltage across each half of the secondary. 

(d) Draw the voltage waveform across R,. 

(e) What is the peak current through each diode? 

(f) What is the PIV for each diode? 


> FIGURE 79 4:1 


aS | 


p> 1.0kO 


26. Calculate the peak voltage rating of each half of a center-tapped transformer used in a full- 
wave rectifier that has an average output voltage of 110 V. 


27. Show how to connect the diodes in a center-tapped rectifier in order to produce a negative- 
going full-wave voltage across the load resistor. 
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28. What PIV rating is required for the diodes in a bridge rectifier that produces an average output 


29. The ideal dc output voltage of a capacitor-input filter is the (peak, average) value of the recti- 


30. Refer to Figure 80 and draw the waveforms V, and Vz with relation to the input waveform. 


31. A certain voltage regulator has a no-load output voltage of 12.6 V and a full-load output volt- 


age of 12.1 V. Determine the percent load regulation. 


32. When the input voltage to a particular voltage regulator varies from 9.35 V to 6.48 V, the out- 


put voltage changes from 4.85 V to 4.65 V. Calculate the percent line regulation. 


Special-Purpose Diodes 


A zener diode has a Vz = 7.5 V anda Zz = 5. Draw the equivalent circuit. 


The Vz of a given zener diode changes 38 mV for a 1 mA change in Jz. What is the zener im- 


Figure 81 is a curve of reverse voltage versus capacitance for a certain varactor. Determine the 


change in capacitance if Vp varies from 5 V to 20 V. 


Refer to Figure 81 and determine the value of Vp that produces 25 pF. 


When the switch in Figure 82 is closed, will the microammeter reading increase or decrease? 


Assume that D, and D, are optically coupled. 


Vp, reverse voltage (V) = — —— 


voltage of 50 V? 
SECTION 5 Power Supplies 
fied input. 
> FIGURE 80 
SECTION 6 
33. 
34. 
pedance, Zz? 
35. 
36. 
37. 
50 
a 30 
o 
= 20 
s 
3 
Ee 
2 10 
3 
Aa 7 
5 
1 2 4 6 10 20 40 60 
A FIGURE 81 


A FIGURE 82 


38. With no incident light, there is a certain amount of reverse current in a photodiode. What is this 


current called? 
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SECTION 7 _ Troubleshooting 


39. From the meter readings in Figure 83, determine if the rectifier is functioning properly. If it is 


not, determine the most likely failure(s). DMM1 is an ac voltmeter; DMM2 and DMM3 are dc 
£ voltmeters. 


120 V 


Ry 


[ 


A FIGURE 83 


40. Each part of Figure 84 shows oscilloscope displays of rectifier output voltages. In each case, 
determine whether or not the rectifier is functioning properly and, if it is not, identify the most 


likely failure(s). 
> FIGURE 84 

zy yy 
Half-wave Full-wave 

rectifier rectifier 
(no filter) (no filter) 

(a) (b) 

yo y 
Full-wave fee 

is Same circuit 
rectifier as Part (c) 
(with filter) 

(c) (d) 

41. For each set of measured voltages at nodes | and 2 indicated in Figure 85, determine if they are 
correct, and if not, identify the most likely fault(s). State what you would do to correct the 
problem once it is isolated. 

(a) Voi = 120V,V; = 33 Vde, V2 = 12 Vde 
(b) Vp = 120V,V, = 33 Vde, Vz = 33 Vde 
(©) V4 = OV,V, = OV, V2 = OV 
(d) Vpi = 120 V,V, = 33 V peak full-wave 120 Hz voltage, V) = 12 V 120 Hz pulsating 
voltage 
(0) Voi = 120V, VV, = OV, V2 = OV 
760 


www.EngineeringBooksPdf.com 


> FIGURE 85 


> FIGURE 86 


Power on Fy qT, 
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C, Ds "& 1N4742 


All 1N4001 


42. Determine the most likely failure in the circuit board of Figure 86 for each of the following 


44. 
45. 
46. 
47. 
48. 
49. 


symptoms. State the corrective action you would take in each case. The transformer has a turns 
ratio of 1. 


(a) No voltage across the primary 
(b) No voltage at point 2 with respect to ground; 120 V across the primary 
(c) No voltage at point 3 with respect to ground; 120 V across the primary 


(d) A pulsating full-wave rectified voltage with a peak of 170 V at point 4 with respect to 
ground 


(e) Excessive 120 Hz ripple voltage at point 5 with respect to ground 
(f) Ripple voltage has a frequency of 60 Hz at point 4 with respect to ground 


(g) No voltage at point 6 with respect to ground 


MULTISIM TROUBLESHOOTING PROBLEMS 
43. 


Open file P16-43; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault. If so, identify it. 


Open file P16-44 and determine if there is a fault. If so, identify it. 
Open file P16-45 and determine if there is a fault. If so, identify it. 
Open file P16-46 and determine if there is a fault. If so, identify it. 
Open file P16-47 and determine if there is a fault. If so, identify it. 
Open file P16-48 and determine if there is a fault. If so, identify it. 
Open file P16-49 and determine if there is a fault. If so, identify it. 
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Open file P16-50 and determine if there is a fault. If so, identify it. 
Open file P16-51 and determine if there is a fault. If so, identify it. 
Open file P16-52 and determine if there is a fault. If so, identify it. 


SECTION REVIEWS 


SECTION 1 __ Introduction to Semiconductors 


1. 


. An intrinsic material is one that is in a pure state. 


nn bk wW NY 


10. 


Covalent bonds are formed by the sharing of valence electrons with neighboring atoms. 


. A crystal is a solid material formed by atoms bonding together in a fixed pattern. 
. There are eight shared valence electrons in each atom of a silicon crystal. 
. Free electrons exist in the conduction band; valence electrons exist in the valence band. 


. A hole is created when an electron is thermally raised to the conduction band, leaving a hole in 


the valence band. 


. The energy gap between the valence band and the conduction band is narrower for a 


semiconductor than for an insulator. 


. An n-type semiconductor is formed by the addition of pentavalent atoms to the intrinsic 


semiconductor. 


. A p-type semiconductor is formed by the addition of trivalent atoms to the intrinsic 


semiconductor. 


Majority carriers are electrons in an n-type material and holes in a p-type material. 


SECTION 2 The Diode 


ent AN BR wWHN 


. Apn junction is the boundary between n-type and p-type materials. 


. The depletion region is devoid of majority carriers and contains only positive and negative ions. 


True 


. The barrier potential for silicon is 0.7 V. 


Two bias conditions are forward and reverse. 


. Forward bias produces majority carrier current. 


. Reverse bias causes the depletion area to widen. 


True 


SECTION 3 _ Diode Characteristics 


1. See Figure 87. 
> FIGURE 87 Anode Cathode 
> 
2. True 
3. reverse; forward 
4. The practical model includes the barrier potential. 


SECTION 4 _ Diode Rectifiers 


1. 
2. 
3. 
4. 


762 


The PIV occurs at 270°, the peak of the negative alternation of the input cycle. 
There is load current for 50% of the input cycle. 

Vave = Vpvoun/T = 3.18 V 

Vave = 2Vpoun/7 = 38.2 V 
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A bridge rectifier has the greater V,,,,;. 


True 


SECTION 5 Power Supplies 


1. 


Ripple voltage is caused by the capacitor charging and discharging slightly. 


2. Reducing load resistance increases ripple voltage. 
3. 
4 


. Line regulation: Constant output voltage with varying input voltage. 


Better ripple rejection, line and load regulation, thermal protection. 


Load regulation: Constant output voltage with varying load current. 


SECTION 6 _ Special-Purpose Diodes 


1. 
. Vz = 10V + BOMA)8O) = 10.2 V 


. A varactor acts as a variable capacitor. 


ann bk wW NY 


True 


. Diode capacitance decreases when reverse voltage is increased. 


. Dark current is the small photodiode reverse current with no light. 


SECTION 7 Troubleshooting 


1. 


. An open diode produces a half-wave output voltage. 


Ann bw NY 


An open diode results in no output voltage. 


. The shorted diode may burn open. Transformer will be damaged. Fuse will blow. 
. The amplitude of the ripple voltage increases with a leaky filter capacitor. 
. There will be no output voltage when the primary opens. 


. The problem may be a partially shorted secondary winding. 


RELATED PROBLEMS FOR EXAMPLES 


Ce PMmMmrAIA mn & WwW LY 


3.82 V 
2.3V 
98.7 V 
12.8V 
370 V 
Ve(out) = 170°V;PIV = 170V 
3.8% 

50 


Verify C is shorted and replace it. 


TRUE/FALSE QUIZ 


1. F 2. T 3. F 4. F a. F 6. F 7. F 8. T 9. T 
SELF-TEST 

1. (c) 2. (b) 3. (a) 4. (d) 5. (c) 6. (a) 7. (a) 

8. (c) 9. (a) 10. (d) 11. (f) 12. (a) 13. (c) 14. (b) 
15. (a) 16. (a) 17. (c) 18. (d) 19. (b) 20. (d) 21. (a) 


22. (d) 23. (a) 24. (c) 25. (d) 26. (b) 27. (a) 
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. LEDs give off light when forward-biased; photodiodes respond to light when reverse-biased. 


10. 
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PROBLEMS —- ODD-NUMBERED ANSWERS 


11. 


13. 


15. 
17. 


19. 
21. 


en Mm WwW ep 


. Silicon, germanium 


Four 


. Conduction band, valence band 
. Antimony is an n-type impurity. Boron is a p-type impurity. 


. Recombination is the process in which an electron that has crossed the pn junction recombines 


with a hole in the p region, creating a negative ion. 


A diode cannot be used as a voltage source. The potential opposes current and produces an 
equilibrium condition, not a source of energy. 


A series resistor is necessary to limit the diode current during forward bias to prevent 
overheating. 


An increase in junction temperature 


(a) Vp =3V 

(b) Ve = 0.7V 

(c) Vp = 0.7V 

(d) Vp = 0.7V 

Va = 25, V; Vp = 24.3V; Vo = 8.7V; Vp = 8V 


Vi (peak) = 49.3V 
Ti (peak) = 493 mA 
See Figure P—25. 


> FIGURE P-25 AOR HA ae 
0 


23. 
25. 


49.3.V ---+ 
- /\ 


0 


Vr (peak) = 84.9 V 

(a) Center-tapped full-wave rectifier 
(b) 28.3 V 

(c) 14.2 V 

(d) See Figure P26. 

(e) 13.5mA 

(f) 27.0 V 


> FIGURE P-26 135° V sees 
rs [VV VV\ 
0 
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27. See Figure P—27. 


> FIGURE P-27 ° fo 


29. Peak 
31. 4.13% 
33. See Figure P—28. 


» FIGURE P-28 ° 


35. A decrease of 9 pF 
37. Increase 
39. Cor Rz is shorted or Reurge is open. 
41. (a) Readings are correct. 
(b) Zener diode is open. 
(c) Fuse is blown or switch is open. 
(d) C, is open. 
(e) Transformer winding is open or the bridge is open. 
43. The diode is open. 
45. No fault 
47, Dy, is leaky. 
49. Dy is open. 
51. No fault 


DITS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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TRANSISTORS 


DC Operation of Bipolar Junction Transistors (BJTs) 
BJT Class A Amplifiers 

BJT Class B Amplifiers 

The BJT as a Switch 

DC Operation of Field-Effect Transistors (FETs) 

FET Amplifiers 

Feedback Oscillators 

Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


Describe the basic structure and operation of bipolar junction 
transistors 


Explain the operation of a BJT class A amplifier 

Analyze class B amplifiers 

Analyze a transistor switching circuit 

Describe the basic structure and operation of JFETs and MOSFETs 
Analyze two types of FET amplifier configurations 


Discuss the theory and analyze the operation of several types of 
oscillators 


Troubleshoot amplifier circuits 


Common-emitter (CE) 
Voltage gain 


Oscillator 
Feedback 


Transistor * Power gain 
Bipolar junction @ Common-collector (CC) 
transistor (BJT) ¢ Class B amplifier 
Emitter @ JFET 
Base @ Drain 
Collector @ Source 
Bipolar @ Gate 
Class A amplifier @ MOSFET 
Saturation Depletion mode 
Cutoff Enhancement mode 
Q-point ¢@ Common-source (CS) 
Amplification ¢ Common-drain (CD) 
© 
> 


AND APPLICATIONS 


palais: SelB Setae dole ame 
You will analyze and troubleshoot a particular transistor ci 
cuit in a system that produces a dc output voltage propor- 
tional to the temperature of the substance in the tank. This 
circuit uses the variable resistance of a temperature sensor 
as part of its bias circuit. The output of this temperature 
detector circuit is converted to digital form for precise con- 
trol of the burner that heats the tank. If the temperature of 
the substance tends to increase above a certain value, the 
circuitry causes less fuel to be fed to the burner and thus 
reduces the temperature. If the temperature tends to 
decrease, the circuitry causes more fuel to be fed to the 
burner and thus raises the temperature. This type of syste 
maintains the substance at a nearly constant temperature 
and is typical of many industrial process-control systems. 
After studying this chapter, you should be able to complete Z™m@_"$ 
the application assignment. 


rf an] 
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Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Two basic types of transistors will be discussed in this 
chapter: the bipolar junction transistor (BJT) and the field- 
effect transistor (FET). The two major application areas of 
amplification and switching are introduced. 


TRANSISTORS AND APPLICATIONS 


Gs 1 DC OPERATION OF BIPOLAR JUNCTION TRANSISTORS (BJTs) 


A transistor is a semiconductor device that controls current between two terminals 
based on the current or voltage at a third terminal and is used for the amplification or 
switching of electrical signals. The basic structure of the bipolar junction transistor, 
BJT, determines its operating characteristics. DC bias is important to the operation of 
transistors in terms of setting up proper currents and voltages in a transistor circuit. 
Two important parameters are apc and Bpc. 


After completing this section, you should be able to 
« Describe the basic structure and operation of bipolar junction transistors 


De , 


The bipolar junction transistor (BJT) is constructed with three doped semiconduc- 
tor regions separated by two pn junctions, as shown in the epitaxial planar structure in 
Figure 1(a). The three regions are called emitter, base, and collector. Representations of 
the two types of bipolar transistors are shown in Figure 1(b) and (c). One type consists of 
two n regions separated by a p region (npn), and the other consists of two p regions sepa- 


rated by an n region (pnp). 
C (collector) Cc 
Metalized contacts Oxide | 
Base-Collector 
; F P 
Junction 
1) 
Base-Emitter 
junction B 
Substrate E (emitter) E 
(a) Basic epitaxial planar structure (b) npn (c) pnp 
A FIGURE 1 


Basic construction of bipolar junction transistors. 


The pn junction joining the base region and the emitter region is called the base-emitter 
junction. The junction joining the base region and the collector region is called the base- 
collector junction, as indicated in Figure 1(b). A wire lead connects to each of the three 
regions, as shown. These leads are labeled E, B, and C for emitter, base, and collector, 
respectively. The base material is lightly doped and very narrow compared to the heavily 
doped emitter and collector materials. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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Figure 2 shows the schematic symbols for the npn and pnp bipolar transistors. Notice that 
the emitter terminal has an arrow. The term bipolar refers to the use of both holes and elec- 
trons as charge carriers in the transistor structure. Although both pnp and npn transistors are 
commonly used, the npn will be predominately used to illustrate concepts in this chapter. 


> FIGURE 2 Cc Cc 


Transistor symbols. 


(a) npn (b) pnp 


Transistor Biasing 


In order for a transistor to operate properly as an amplifier, the two pn junctions must be 
correctly biased with external dc voltages. Figure 3 shows the proper bias arrangement for 
both npn and pnp transistors. Notice that in both cases the base-emitter (BE) junction is 
forward-biased and the base-collector (BC) junction is reverse-biased. This is called 
forward-reverse bias. 


> FIGURE 3 
Forward-reverse bias of a BJT. BC reverse- BC reverse- = 
biased biased 
Sah Ye. 
+ — = = 
+ = - = J 7 aie 
a BE forward- = BE forward- 
biased 7 biased 
(a) npn (b) pnp 
Transistor Currents 
The directions of current in an npn and a pnp transistor are as shown in Figure 4(a) and 
4(b), respectively. An examination of these diagrams shows that the emitter current is the 
sum of the collector and base currents, expressed as follows: 
Equation 1 ke =I¢ + Ip 
Ik ? 
ty P Is 
- —|_* | - —f) 
P 
c ro) 
+ 
- + 
(a) npn (b) pnp 
A FIGURE 4 
Transistor currents. 
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As mentioned before, J/g is very small compared to /g or Ic. The capital-letter subscripts 
indicate dc values. 

These direct currents (emitter, base, and collector) are also related by two parameters: 
the dc alpha (apc), which is the ratio J-/Tg and the dc beta (Bpc), which is the ratio I¢/Tp. 
Bpc is the direct current gain and is usually designated as hg on the transistor data sheets. 

The collector current is equal to apc times the emitter current. 


Ic = ance 


where apc typically has a value between 0.950 and 0.995. Generally apc can be consid- 
ered to be approximately | and therefore Jc = Ip. 
The collector current is equal to the base current multiplied by Bpc. 


Tc = Bocls 


where Bpc typically has a value between 20 and 300, depending on the type of transistor. 
Some specialized transistors can have much higher values. 


Transistor Voltages 


The three dc voltages for the biased transistor in Figure 5 are the emitter voltage (Vg), the 
collector voltage (Vc), and the base voltage (Vg). These voltages are with respect to ground. 
The collector voltage is equal to the de supply voltage, Vcc, less the drop across Rc. 


Ve = Vec — IcRc 


The base voltage is equal to the emitter voltage plus the base-emitter junction barrier 
potential (Vp), which is about 0.7 V for a silicon transistor. 


Va = VE + VBE 


In the configuration of Figure 5, the emitter is the common (grounded) terminal, so 
Ve = 0 V and Vg = 0.7 V. 


<4 FIGURE 5 
= Ro Bias voltages. 
R V, = 
B Ve = = Vic 
+ my ‘a 
V 
i . 


Voltage-Divider Bias 


The two dc bias sources can be replaced by a single dc source and a resistive voltage 
divider. Although there are other bias methods, this one is the most widely used. 

The voltage-divider bias configuration uses a single dc source to provide forward- 
reverse bias to the transistor, as shown in Figure 6. Resistors R, and R form a voltage 
divider that provides the base bias voltage. Resistor Rg allows the emitter to rise above 
ground potential. 

The voltage divider bias provides a very small base current to the transistor compared to 
the bias current. For a properly designed circuit, the loading effect is negligible and can be 
ignored. 

The input resistance at the transistor base depends on Bpc and is approximately 


Rw = BpcRe 


Equation 2 


Equation 3 


Equation 4 


Equation 5 


A FIGURE 6 


Voltage-divider bias. 


Equation 6 
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Equation 7 


Equation 8 


EXAMPLE 1 


Solution 


172 
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Base Voltage 


Using the voltage-divider formula, you get the following equation for the approximate base 


voltage for the circuit in Figure 6: 


Once you have determined the base voltage, you can determine the emitter voltage Vg 


(for an npn transistor). 


VE = Va — 0.7V 


Determine Vp, Vg, Vc, Vcr, Jp, Jp, and Jc in Figure 7. The 2N3904 is a general- 
purpose transistor with a typical Bpc = 200. 


FIGURE 7 


Vec 
+30 V 
R, Re 
22 kD 1.0k0, 
2N3904 
+—_{{ ) Bpc = 200 
Ry Re 
10kQ 1.0k0, 


The base voltage is approximately 


Therefore, 
Ve = Vz — 0.7V = 8.68 V 
Now that you know Vx, you can find J; by Ohm’s law. 


ees 08 V 


= 8.68mA 
mem °°™ 


Tg 


Since apc is so close to 1 for most transistors, it is a good approximation to assume 
that Ic = |e, Thus, 


Ic = 8.68 mA 
Use Ic = Bpclp and solve for Jp. 
I 8.68 mA 
Ip = — me = 43.4 pA 
Bpc 200 


Since you know Jc, you can find Vc. 
Ve = Voc — IcRc = 30V — (8.68 mA)(1.0kQ) = 30 V — 8.68 V = 21.3V 
Since Vcg is the collector-to-emitter voltage, it is the difference of Vc and Vg. 


VcE — Ve = Ve = 21.3 V — 8.68 V = 12.6V 
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, Ip, Tp, and Ic if Vcc is changed to 15 V in Figure 7. 
)1; files are found at www.pearsonhighered.com/floyd/. 


ree regions of a bipolar junction transistor. 


a 


ard-reverse bias. 


Aand Bpc is 100, what is the collector current? 
voltage sources are required for voltage-divider bias? 
¢) is 4.7 kO,, what is the value of Vp? 


2 BJT CLAss A AMPLIFIERS 


DC bias allows a transistor to operate as an amplifier. In a class A amplifier, the 
transistor conducts for the full cycle of the input signal (360°). Thus, a transistor can 
be used to produce a larger ac signal using a smaller ac signal as a “pattern.” In this 
section, we will discuss how a transistor acts as an amplifier and examine a basic 
amplifier. 


After completing this section, you should be able to 


« Explain the operation of a BJT class A amplifier 


¢ Discuss the collector characteristic curves 


Let’s examine the factors important in the operation of a transistor class A amplifier. 
Generally, class A amplifiers are used in low-power applications where power levels are 
generally less than 1 W. 


Collector Characteristic Curves 


Using a circuit like that shown in Figure 8(a), you can generate a set of collector char- 
acteristic curves that show how the collector current, Jc, varies with the collector-to- 
emitter voltage, Vcp, for specified values of base current, J/g. Notice in the circuit 
diagram that both Vgp and Vcc are variable sources of voltage. 
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(a) Circuit 


Io Ic 

A 

c 
B 
Cutoff region 
A 
| >Vop >Vop 

0 0.7 Vv VeE(max) 0 

Saturation Breakdown (c) Family of Jc versus Vcg curves for several values of J, 

region = ~<—__Active region —————Y———+> region 


(Ii < Ipo< Ip3, ete.) 


(b) Jc versus Vor curve for one value of Jp 


A FIGURE 8 


Collector characteristic curves. 


Assume that Vpp is set to produce a certain value of Jp and Vcc is zero. For this condi- 
tion, both the base-emitter junction and the base-collector junction are forward-biased 
because the base is at approximately 0.7 V while the emitter and the collector are at 0 V. 
Most of the base current is through the base-emitter junction because of the low impedance 
path to ground. When both junctions are forward-biased, the transistor is in the saturation 
region of its operation. 

As Vcc is increased, Vcg increases gradually as the collector current increases. This is 
indicated by the portion of the characteristic curve between points A and B in Figure 8(b). 
Ic increases as Vcc is increased because Vcg remains less than 0.7 V due to the forward- 
biased base-collector junction. 

Ideally, when Vcg exceeds 0.7 V, the base-collector junction becomes reverse-biased 
and the transistor goes into the active or linear region of its operation. Once the base- 
collector junction is reverse-biased, Jc levels off and remains essentially constant for a 
given value of Jp as Vcg continues to increase. Actually, Jc increases very slightly as Vog 
increases due to widening of the base-collector depletion region. This results in fewer holes 
for recombination in the base region, which effectively causes a slight increase in Bpc. 
This is shown by the portion of the characteristic curve between points B and C in 
Figure 8(b). For this portion of the characteristic curve, the value of Jc is determined only 
by the relationship expressed as Jc = Bpclp. 
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When Vcg reaches a sufficiently high voltage, the reverse-biased base-collector junction 
goes into breakdown; and the collector current increases rapidly as indicated by the part of 
the curve to the right of point C in Figure 8(b). A transistor should never be operated in this 
breakdown region. 

A family of collector characteristic curves is produced when Jc versus Vcg is plotted for 
several values of Jp, as illustrated in Figure 8(c). When J/g = 0, the transistor is in the cutoff 
region although there is a very small collector leakage current as indicated. The amount of 
collector leakage current for Jz = 0 is exaggerated on the graph for purposes of illustration. 


EXAMPLE 2 Draw the family of collector characteristic curves for the circuit in Figure 9 for 
Tn = 5 pA to 25 wA in 5 pA increments. Assume that Bpc = 100. 


FIGURE 9 


Solution Using the relationship Jc = Bpclp, you can calculate the ideal values of Jc and 
tabulate as in Table 1. 
The resulting curves are plotted in Figure 10. Generally, characteristic curves have 
a slight upward slope as shown. This indicates that, for a given value of Jp, Ic 
increases slightly as Vcg increases, which implies Bpc is not exactly constant. 


TABLE 1 
Ic (mA) 
A 
=2 
Ip Ic a5 Tn = 25 MA 
5 pA 0.5 mA Tp = 20 UA 
10 pA 1.0mA 20 
15 pA 1.5 mA pel Tp = 15 MA 
20 pA 2.0 mA , 
Ip=10uA 
25 pA 2.5 mA fe — 
Tp=5 MA 
0.5 
0 > Veg 
FIGURE 10 


Related Problem Where would the curve for Jz = 0 appear on the graph in Figure 10? 


Cutoff and Saturation As previously mentioned, when /g = 0, the transistor is in cut- 
off. Under this condition, there is a very small amount of collector leakage current, [cgo, 
due mainly to thermally produced carriers. In cutoff, both the base-emitter and the base- 
collector junctions are reverse-biased. 
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Vec 
+24 V 
° 
—_____-@ 
R Re 
10kO 470 0 


Ry Rp 
2.7kO 220 0, 
A FIGURE 11 
> FIGURE 12 
DC load line (gold) for the circuit in 
Figure 11. 
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Now let’s consider the condition known as saturation. When the base current is 
increased, the collector current also increases and Vcg decreases as a result of more drop 
across Rc. When Vcr reaches a value called Vef(sat), the base-collector junction becomes 
forward-biased and Jc can increase no further even with a continued increase in Jp. At the 
point of saturation, the relation Jc = Bpclp is no longer valid. 

For a transistor, VcF/sat) occurs somewhere below the knee of the collector curves and is 
usually only a few tenths of a volt. Usually, Vex (sat) is assumed to be zero for analysis pur- 
poses, so a saturated transistor ideally acts as a short from collector to emitter. 


Load Line Operation A straight line drawn on the collector curves between the cutoff 
and saturation points of the transistor is called the load line. Once set up, the transistor 
always operates along this line. Thus, any value of Jc and the corresponding Vog will fall 
on this line. Notice that the load line is determined by the collector circuit resistance and 
Vcc and not by the transistor itself. 

Now let’s set up a de load line for the circuit in Figure 11. First determine the cutoff 
point on the load line. When the transistor is in cutoff, there is essentially no collector cur- 
rent. Thus, the collector-emitter voltage, Vog, is equal to Vcc. In this case, Veg = 24 V. 

Next, determine the saturation point on the load line. When the transistor is saturated, 
Veg is approximately zero. (Actually, it is usually a few tenths of a volt, but zero is a good 
approximation.) Therefore, all the Vcc voltage is dropped across Rc + Rg. From this you 
can determine the saturation value of collector current, I¢,sa1). This value is the maximum 
value for J¢. You cannot possibly increase it further without changing Voc, Rc, or Rg. In 
Figure 11, the value of Ic(saty) is Vec/(Rc + Rg), which is 34.8 mA. 

Finally, the cutoff and saturation points are plotted on the characteristic curves in 
Figure 12, and a straight line, which is the dc load line, is drawn between them. 


Ic 
rN 


34.8 mA 
(saturation) 


(Q point) a 
I C. 


(Q-point) 


| 
a Vex 24.V 
(Q-point) Cutoff) 


> Veg 


Q-Point The base current, /p, is established by the base bias. The point at which the 
base current curve intersects the dc load line is the quiescent or Q-point for the circuit. 
The coordinates of the Q-point are the values for Jc and Vcg at that point, as illustrated in 
Figure 12. 


Signal (ac) Operation of an Amplifier 


The circuit in Figure 13 produces an output signal with the same waveform as the input 
signal but with a greater amplitude. This increase is called amplification. The figure 
shows an input signal, V;,, capacitively coupled to the base. The collector voltage is the 
output signal, as indicated. The input signal voltage causes the base current to vary at the 
same frequency above and below its de value. This variation in base current produces a 
corresponding variation in collector current. However, the variation in collector current 
is much larger than the variation in base current because of the current gain through the 


www.EngineeringBooksPdf.com 


TRANSISTORS AND APPLICATIONS 


+Voc <4 FIGURE 13 


An amplifier with voltage-divider 
bias with capacitively coupled input 
. R = Re signal. V;, and V,,,; are with respect 
¢——0 V,,, to ground. 


v,0—}}--+4 ) 


transistor. The ratio of the ac collector current (/,) to the ac base current (J) is designated 
Bac (the ac beta) or hy. 


=F 


Bac 


The value of 6, differs only slightly from that of Bpc for a given transistor and data sheets 
do not always show this parameter. Remember that lowercase subscripts distinguish ac cur- 
rents and voltages from dc currents and voltages. 


Signal Voltage Gain of an Amplifier Now let’s take the amplifier in Figure 13 and 
examine its voltage gain with a signal input. The output voltage is the collector voltage. 
The variation in collector current produces a variation in the voltage across Rc and a 
resulting variation in the collector voltage, as shown in Figure 14. 


As the collector current increases, the [.Rc drop increases. The increase produces a 
decrease in collector voltage because V,. = Voc — I.Rc. Likewise, as the collector current 
decreases, the J.Rc drop decreases and produces an increase in collector voltage. There- 
fore, there is a 180° phase difference between the collector current and the collector 
voltage. The base voltage and collector voltage are also 180° out of phase, as indicated in 
Figure 14. This 180° phase difference between input and output is called an inversion. 

The voltage gain, A,, of the amplifier is V,,,,/Vi,, where V,,,; is the signal voltage at the 
collector and V;,, is the signal voltage at the base. Because the base-emitter junction is 
forward-biased, the signal voltage at the emitter is approximately equal to the signal 
voltage at the base. Thus, since V, = V,, the gain is approximately V./V, = I.Rc/I,Rp. 
Because the a@,,. is close to 1, J, and J, are very close to the same value. Therefore, they 
cancel, giving the voltage gain formula for the amplifier in Figure 14: 


A negative sign on A, is often used to indicate the inversion between input and output. 
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<¢ FIGURE 14 


Voltage amplification. 


Equation 10 
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EXAMPLE 3 In Figure 15, a signal voltage of 50 mV rms is applied to the base. 
(a) Determine the output signal voltage for the amplifier. 
(b) Find the de collector voltage on which the output signal voltage is riding. 


(c) Draw the output waveform. 


FIGURE 15 
Vec 
25 Vv 
9° 
a | 
R Re 
47kO, 10kQ 


Cc 
Vin —}+—(K) Bpc = 150 
1uF 
r Ry Ry 
4.7kO, 1.0kO 
Solution (a) The signal voltage gain is 
ia Re 10kO 10 
* Re 1.0k0 


The output signal voltage is the input signal voltage times the voltage gain. 
Vout = AvVin = (10)(50 mV) = 500 mV rms 
(b) Next find the dc collector voltage. 


( Ry yy (S26 psy 227V 
eee) \51.7ko 


=) 2 SS 
eos) om = 2°” 


Ve = Vec — IcRe = 25V — (1.57 mA)(10kO) = 9.3V 


Vp 


m 


This value is the dc level of the output. The peak value of the output signal is 
ee a l2(00my) = 707 mV 


(c) Figure 16 shows the output waveform with the signal voltage riding on the 9.3 V 
dc level. Remember, the output waveform is inverted compared to the input. 


FIGURE 16 


Vour (V) 
A 
10.0 |— 


9.3 >t 


8.59 —--— 
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Related Problem If Rc is changed to 12 kQ in Figure 15, what is the output waveform? 


the oscilloscope. Compare with the waveform in Figure 16. 


Open Multisim file E17-03. Measure the output signal voltage and the dc level with 
= 


Signal Operation on the Load Line Youcan obtain a graphical picture of an amplifier’s 
operation by showing an example of signal variations on a set of collector curves with a 
load line, as shown in Figure 17. Let’s assume that the dc Q-point values are as follows: 
Ip = 40 pA, Ic = 4mA, and Vcg = 8 V. The input signal varies the base current from a 
maximum of 50 wA to a minimum of 30 wA. The resulting variations in collector current 
and Vcg are shown on the graph. The operation is linear as long as the variations do not 
reach cutoff at the lower end of the load line or saturation at the upper end. An amplifier 
that operates entirely its linear region is a class A amplifier. 


The Common-Emitter Amplifier 


Figure 18 shows a typical common-emitter (CE) amplifier. The one shown has voltage- 
divider bias, although other types of bias methods are possible. Cy and C3 are coupling 
capacitors used to pass the signal into and out of the amplifier such that the source or load 
will not affect the dc bias voltages. C3 is a bypass capacitor that shorts the emitter signal 
voltage (ac) to ground without disturbing the de emitter voltage. Because of the bypass 
capacitor, the emitter is at signal (ac) ground (but not de ground), thus making the circuit a 
common-emitter amplifier. The bypass capacitor increases the signal voltage gain. (The rea- 
son why this increase occurs is discussed next.) Notice that the input signal is applied to the 


t+Voc 
fo) 
= _§—o 
1 
c > ( © Output 


Input i ° ) e ) Output coupling 
capacitor 
Input coupling 


capacitor = R, = C, 
Re 


Bypass 
capacitor 


<4 FIGURE 17 


Signal operation on the load line. 


< FIGURE 18 


Typical common-emitter (CE) 
amplifier. 
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base, and the output signal is taken from the collector. All capacitors are assumed to have a 
reactance of approximately zero at the signal frequency. 


The Bypass Capacitor Increases Voltage Gain The bypass capacitor shorts the signal 
around the emitter resistor, Rg, in order to increase the voltage gain. To understand why, 
let’s consider the amplifier without the bypass capacitor and see what the voltage is. Imag- 
ine the CE amplifier in Figure 18 with the bypass capacitor removed. 

As before, lowercase italic subscripts indicate signal (ac) voltages and signal (alternat- 
ing) currents. The voltage gain of the amplifier is V,,,,/Vin. The output signal voltage is 
Vou = TeRc 

The signal voltage at the base is approximately equal to 
Vp = Vin = ole + Rg) 


where r, is the internal emitter resistance of the transistor (not shown in the schematic). The 
voltage gain, A,, can now be expressed as 

Vout = I.Rc 

Vi (re + Rg) 


Ay = 


Since I, = I[,, the currents cancel and the gain is the ratio of the resistances. 
Rc 


Equation 11 A, = ——— 
q r le + RE 


Keep in mind that this formula is for the amplifier without the bypass capacitor. If Rp is 
much greater than r,, then A, = R¢/Rg as given earlier in Equation 10. 

If the bypass capacitor is connected across Rr, it effectively shorts the signal to ground, 
leaving only r, in the emitter. Thus, the voltage gain of the CE amplifier with the bypass 
capacitor shorting Rx is 


Rc 
= 


Equation 12 Ay, 


The transistor parameter r, is important because it determines the voltage gain of a CE 
amplifier in conjunction with Rc. A formula for estimating r, is given without derivation in 
the following equation: 


: 25mV 
Equation 13 r= 
Tp 
oltage gain of the amplifier in Figure 19 both with and without a 
‘in normal and in decibel form. 
Voc 
+10 V 
Ry Ro 24ATKA GO 
47kO | ov 
out 
() 1uF 
seater 
R | 
10kO J 
Rg <1.0kQ > Bypass capacitor 
(Xc= 0) 
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, you need to find Jy. Thus, 
ee 10kO 
- Wee we (aa - Ea) !9Y = ee 
i = 15 


R 4.7kO, 
= oe 
r+Re 1023.80 


Ay = 201log(4.59) = 13.24 dB 


/pass capacitor installed is 


(dB), the voltage gain is 
Ay = 20 1log(197) = 45.9 dB 
| the bypass capacitor if Rc = 5.6 kQ? 


leasure the voltage gain of the amplifier without a bypass 
/pass capacitor and measure the gain. Compare both 


Phase Inversion As we discussed before, the output voltage at the collector is 180° out 
of phase with the input voltage at the base. Therefore, the CE amplifier is characterized by 
a phase inversion between the input and the output. This inversion is sometimes indicated 
by a negative voltage gain. 


AC Input Resistance The dc input resistance (Ry), viewed from the base of the transis- 
tor, was given in Equation 6. The input resistance “seen” by the signal at the base is derived 
in a similar manner when the emitter resistor is bypassed to ground. 


Vp 
Rin = ‘I, 
b 
Vp Lre 
I, -_ Baclp 
eo Baclore 
Rin = a a 
b 
The /, terms cancel, leaving 
Rin = Bace Equation 14 


If the emitter resistor (Rg) is not bypassed, the emitter resistance must be added to r, first. 


781 


www.EngineeringBooksPdf.com 


TRANSISTORS AND APPLICATIONS 


Total Input Resistance of a CE Amplifier Viewed from the base, Rj, is the ac resist- 
ance. The actual resistance “seen” by the source includes that of bias resistors. We will now 
develop an expression for the total input resistance. The concept of ac ground was men- 
tioned earlier. At this point it needs some additional explanation because it is important in 
the development of the formula for total input resistance, Rjn(jo1)- 

You have already seen that the bypass capacitor effectively makes the emitter appear as 
ground to the ac signal because the reactance of the capacitor is nearly zero at the signal 
frequency. Of course, to a de signal the capacitor looks like an open and thus does not affect 
the dc emitter voltage. 

In addition to “seeing” ground through the bypass capacitor, the signal also “sees” 
ground through the dc supply voltage source, Voc. It does so because there is zero signal 
voltage at the Vcc terminal. Thus, the + Vcc terminal effectively acts as ac ground. As a 
result, the two bias resistors, R; and Ro, appear in parallel to the ac input because one end 
of R> goes to actual ground and one end of R; goes to ac ground (Vcc terminal). Also, Rin 
at the base appears in parallel with R||R2. This situation is illustrated in Figure 20. 
The collector resistor, Rc, does not affect the input resistance because the collector-base 
junction is reverse-biased. 


>» FIGURE 20 ® 0 Voc 
Total input resistance. 
C -— 
Rin 
Rintor) Vin ° 
—> Be 


(a) Actual circuit (b) ac equivalent circuit “seen” by ac source (V;,,) 


The expression for the total input resistance to the CE amplifier as “seen” by the ac 
source is 


Equation 15 Rintot) = Ry || R2\| Rin 
Rc has no effect because of the reverse-biased, base-collector junction. 


Current Gain The signal current gain of a CE amplifier is 
Equation 16 A; = — 


where /, is the source current and is calculated by Vin/Rin(tot): 


PowerGain The power gain of a CE amplifier is the product of the voltage gain and the 
current gain. 


Equation 17 A, = A,A; 


EXAMPLE 5 Determine the voltage gain, current gain, and power gain for the CE amplifier in 
Figure 21. Bpc = Ba. = 100. Also, express the voltage and power gains in decibels. 
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FIGURE 21 


1uF 
ve, o + ) Boc - Bre = 100 
10 mV rms 
Ry 
10kO Re C3 
1.0kO TL 10 uF 


Solution First find r,. To do so, you must find Jp. Begin by calculating Vp. 


V = ( Ra yy (Jon )a0v Tay 
femme) <°  \ 110k 


Ve_ Va—07V _ 2.03V 


k= = 2.03 mA 
Ee Re Rg 1.0kO 
25 mV 25 mV 
_ = eer) 
is 2.03 mA 
The ac voltage gain is 
Feo KO _ 
mee 8 1030 


Determine the signal current gain by first finding Rincon) to get Is. 


Rison = Ri || Ro || Bacte = 100k || 10k || 1.23kM = 1.08k0 


2 a 
aay MO 


Next determine [,. 


Vout _ AvVin _ (382)(10 mV) 


I = 813 pA 
eee) Re 4.7kO be 
I, 813 pA 
eee _ 878 
I, QAO paar 


The power gain is 
Ap = A,A; = (382)(87.8) = 33,540 
The voltage gain and the power gain in decibels are as follows: 
A, = 20 1log(382) = 51.6 dB 
A, = 1010g(33,540) = 45.3 dB 
Related Problem Determine A,, in this example if C3 is removed. 


a Open Multisim file E17-05. Measure the voltage gain and compare with the 
calculated value. 
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> FIGURE 22 


Typical emitter-follower (common- 


collector, CC) amplifier. 
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The Common-Collector Amplifier 


The common-collector (CC) amplifier, commonly referred to as an emitter-follower, is 
another type of BJT amplifier configuration. The input is applied to the base and the output 
is at the emitter. There is no collector resistor. The voltage gain of a CC amplifier is 
approximately 1, but the current gain is always greater than 1. 

Figure 22 shows a common-collector (CC) circuit with a voltage-divider bias. Notice 
that the input is applied to the base and the output is taken from the emitter. 


Voltage Gain As in all amplifiers, the voltage gain in a CC amplifier is A, = Voy;/Vin- 
For the emitter-follower, V,,; 1s [.Rp, and V;, is [.(re + Rg). Therefore, the gain is 
I.Rp/T(re + Rp). The currents cancel, and the gain expression simplifies to 

RE 
le + RE 


—— 
It is important to notice here that the gain is always less than 1. Because r, is normally 
much less than Rg, then a good approximation is A, = 1. 

Since the output voltage is the emitter voltage, it is in phase with the base or the input 
voltage. As a result, and because the voltage gain is close to 1, the output voltage follows 
the input voltage—thus the common-collector amplifier is also known as the emitter- 
follower. 


Input Resistance The emitter-follower is characterized by a high input resistance, 
which makes it a very useful circuit. Because of the high input resistance, the emitter- 
follower can be used as a buffer to minimize loading effects when one circuit is driving 
another. 
The derivation of the input resistance viewed from the base is similar to that for the CE 
amplifier. In this case, however, the emitter resistor is not bypassed. 
Vp 1(re + Rg) _ Baclo(Te + Rg) 


Rin = i; = I, = ii = BaclTe + Rg) 


If Rx is at least ten times larger than r,, then the input resistance at the base is 


Rin = BacRE 


In Figure 22, the bias resistors appear to the input signal to be in parallel with R;,, just 
as in the voltage-divider biased CE amplifier. The total ac input resistance is 


Rintot) = Ry || R2 || Rin 


Current Gain The signal current gain for the emitter-follower is J,/I, where J, is the sig- 
nal current and can be calculated as V,/Riniior). If the bias resistors are large enough to be 
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neglected so that /, = J,, then the current gain of the amplifier is equal to the current gain 
of the transistor, B,,. Of course, the same was also true for the CE amplifier. B,, is the 
maximum achievable current gain in both types of amplifiers. 


_ I, Equation 21 


Since I, = Vow/Rg and I, = Vin/Rinitor, Ai Can also be expressed as Rinitop/Rg, as will be 


shown in Example 6. 


Power Gain The power gain is the product of the voltage gain and the current gain. For 
the emitter-follower, the power gain is approximately equal to the current gain because the 
voltage gain is approximately 1. 


A, = A; Equation 22 


EXAMPLE 6 


Determine the input resistance of the emitter-follower in Figure 23. Also find the 
voltage gain, current gain, and power gain. 


FIGURE 23 


Voc 
t +10 V 
R 
C, 56 kO. 
Vin © I . Co) P= 175 
1 Vrms 
luF V 
Ry 
56 kO Rp 
1.0k0, 


Solution The approximate input resistance viewed from the base is 
Rin = BacRg = 75)0.0kQ) = 175kO 
The total input resistance is 
Rintot) = Ry || Ro || Rin = 56 kO || 56 kO |] 175 kO = 24.1k0 


The voltage gain is, neglecting r,, 


A = Il 
The current gain is 
if 
A; = = 
Is 
1, = Vout 
Re 
je = Vin 
Rinctot) 
io Voul RE 
‘ Veal Rin(tot) 
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— Ringo _ 24.1kO, 


=A 
Re —«1.0kO. 


Ap = Aj = 241 


06. Verify that the voltage gain is close to 1. 


In addition to the common-emitter (CE) and the common-collector amplifier (CC) con- 
figurations, there is a third configuration called the common-base (CB). In the CB config- 
uration, the base is the common (grounded) terminal, the input signal is applied to the 
emitter, and the output signal is taken off the collector. The CB exhibits voltage gains 
greater than 1, similar to the CE configuration, but the current gain is always less than 1. 
The CB configuration is not widely used in amplifier applications. 


erm amplification mean? 
t? 
er circuit has Rc = 47 kQ, and R_ = 2.2 kQ.. What is the approximate 


ose of the bypass capacitor in a CE amplifier? 
in of a CE amplifier determined? 

4, what is the power gain of a CE amplifier? 
for a common-collector amplifier? 
‘maximum voltage gain of a CC amplifier? 


3 BJT CLAss B AMPLIFIERS 


When an amplifier is biased such that it operates in the linear region for 180° of the input 
cycle and is in cutoff for 180°, it is a class B amplifier. The primary advantage of a 
class B amplifier over a class A is that the class B is more efficient; you can get more 
output power for a given amount of input power. A disadvantage of class B amplifiers 
is that it is more difficult to implement the circuit in order to get a linear reproduction 
of the input waveform. As you will see in this section, the term push-pull refers to a 
common type of class B amplifier circuit in which the input wave shape is approxi- 
mately reproduc tput. 


786 


www.EngineeringBooksPdf.com 


TRANSISTORS AND APPLICATIONS 


¢« Define crossover distortion 


¢ Describe how a class B push-pull amplifier is biased 


¢ Determine the m 


Class B amplifier operation is illustrated in Figure 24 for the case of a common-collector 
amplifier. The class B amplifier is biased at cutoff so that [cg = 0 and Veg = VcR (cutoff): 
It is brought out of cutoff and operates in its linear region when the input signal drives it into 
conduction. This is illustrated in Figure 24 with an emitter-follower circuit. 


+Voc <@ FIGURE 24 


Common-collector class B amplifier. 
+0.7 V. 


.@ aA. DP 4am 
\ 2 r 


Transistor off 


Transistor conducts 


Push-Pull Operation 


Figure 25 shows a push-pull class B amplifier using two emitter-followers. This is a com- 
plementary amplifier because one emitter-follower uses an npn transistor and the other uses 
a pnp, which conducts on opposite alternations of the input cycle. Notice that there is no dc 
base bias voltage (Vg = 0). Thus, only the signal voltage drives the transistors into con- 
duction. Q; conducts during the positive half of the input cycle, and Q conducts during the 


negative half. 
+Voc +Voc 
Q : 
conducting aie 
/ os 
y_\ : rae ‘ Vout y \ f - sa ; it a 
Nu7 
Q, off 
“© er, QO. & 
conducting 
= —Vec = =. -Vec — 
(a) Positive half-cycle (b) Negative half-cycle 
A FIGURE 25 


Class B push-pull operation. 
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Illustration of crossover distortion in 
a class B push-pull amplifier. 


> FIGURE 27 


Biasing the push-pull amplifier to 
eliminate crossover distortion. 
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Crossover Distortion 


When the dc base voltage is zero, the input signal voltage must exceed Vpgg before a tran- 
sistor conducts. As a result, there is a time interval between the positive and negative alter- 
nations of the input when neither transistor is conducting, as shown in Figure 26. The 
resulting distortion in the output waveform is called crossover distortion. 


Q) off 
I 
Vou t 


Both Q, and Q, off . off 


(crossover distortion) Q, conducting 


Biasing the Push-Pull Amplifier 


To eliminate crossover distortion, both transistors in the push-pull arrangement must be 
biased slightly above cutoff when there is no signal. This can be done with a voltage- 
divider and diode arrangement, as shown in Figure 27. When the diode characteristics of 
D, and Dy are closely matched to the characteristics of the transistor base-emitter junc- 
tions, a stable bias is maintained. 


+Voc 
re) 
— | 
G ca 
Vee 
t+) a 
VD, C3 
-—4 A ¢——f 
c > 


Since R, and R> are of equal value, the voltage with respect to ground at node A between 
the two diodes is Vcc /2. Assuming that both diodes and both transistors are identical, the 
drop across D; equals the Vg of Q;, and the drop across D> equals the Vgp of Qo. As a 
result, the voltage at the emitters is also Voc/2, and therefore, Vcgg1 = Vorg2 = Vec/2, as 
indicated. Because both transistors are biased near cutoff, Jcg = 0. 
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AC Operation 


Under maximum conditions, transistors Q; and Q> are alternately driven from near cutoff 
to near saturation. During the positive alternation of the input signal, the Q; emitter is 
driven from its Q-point value of Voc/2 to Vcc, producing a positive peak voltage ideally 
equal to Vcgg. In practice, the peak voltage will be a little less than Vcgg. At the same time, 
the Q, current swings from its Q-point value near zero to near-saturation value, as shown 
in Figure 28(a). 


Se : 


> (Ke. i 
is 


A tO nel + 


(a) Q, conducting with maximum signal output 


-_ 


VD, = ay 


f VceQ 


A) if Qe Ze R= 7 


iA 


(b) Q, conducting with maximum signal output 


A FIGURE 28 


AC push-pull operation. Capacitors are assumed to be shorts at the signal frequency, and the dc 
source is at ac ground. 


During the negative alternation of the input signal, the Q» emitter is driven from its 
Q-point value of Vcc/2 to near zero, producing a negative peak voltage ideally equal to 
Vcro- Also, the Q) current swings from near zero to near-saturation value, as shown in 
Figure 28(b). 

Because the peak voltage across each transistor is Vcgg, the ac saturation current is 


Vcr 
I c(sat) = Rr, 


Since J, = J, and the output current is the emitter current, the peak output current is also 
VorQ/R- 
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1m peak values for the output voltage and current in 


+Voc 
+20 V 
o) 
Q1 
C3 
220 uF 
) a R, 
= 80 
output voltage is 
Vcc  20V 
z= ~ = Saath 
Vora 5 5 
output current is 
Vora 10V 
= Iya) = = oc = 125A 
c(sat) R, 80 5 


n peak values for the output voltage and current in Figure 29 if 
load resistor is changed to 16 2. 


7. Observe the maximum output. Change R, to 16 and 


Maximum Output Power 


It has been shown that the maximum peak output current is approximately [,5,;), and the 
maximum peak output voltage is approximately Vcgg. The maximum average output power 
therefore is 


P. out — Vims(out)!rms(out) 


Since 

Vims(out) = 9.707V, (out) = 0.707 VcEQ 
and 

Linsauts — U.N oun = O10 eae 
then 


P. out — 0.5VcKOlc(sat) 
Substituting Vec/2 for Vega, 
Equation 24 Poutinax) = 9.25Vecle(sat) 
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Input Power 
The input power comes from the Vcc supply and is 
Pre = Voclos 


Since each transistor draws current for a half-cycle, the current is a half-wave signal 
with an average value of 


T.(sat) 
Ls a 
Thus, 
Vecle(sat) Equation 25 
Poe = 
Efficiency 


The main advantage of push-pull class B amplifiers over class A is that a class B ampli- 
fier has a much higher efficiency and can be used in higher power applications. This 
advantage overrides the difficulty of biasing the class B push-pull amplifier to eliminate 
crossover distortion. 

The efficiency of an amplifier is defined as the ratio of ac output power to dc input 
power. 


eff = Pout 


Poc 


The ideal maximum efficiency for a class B amplifier is designated eff,,,, and can be 
shown to be 


Qffinax = 9.785 Equation 26 


Therefore, ideally the maximum efficiency is 78.5%. The maximum ideal efficiency for 
class A is 0.25 (25%). Actual maximum efficiencies are always lower. 


EXAMPLE 8 Find the ideal maximum ac output power and the dc input power of the amplifier in 
Figure 29 of Example 7. Ignore the power dissipated by the bias resistors. 


Solution In Example 7, Isa) was found to be 1.25 A. Thus, 


02 Vecl.,4 = 0.25(20 V)(.25 A) = 6.25 W 


Vecl 20 V)(1.25 A 
ee SS _ 196 
7 7 


Related Problem What is the ideal maximum ac output power in Figure 29 if R; = 4.0? 


‘point for a class B amplifier? 

crossover distortion? 

imum ideal efficiency of a push-pull class B amplifier? 
vantage of the push-pull configuration over a class A amplifier? 
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4 THE BJT As A SWITCH 


In previous sections, we discussed the transistor as a linear amplifier. The second 
major application area is switching applications. When used as an electronic switch, 
a transistor normally is operated alternately in cutoff and saturation. 


After completing this section, you should be able to 


¢ Analyze a transistor switching circuit 


Describe the conditions in cutoff 


» FIGURE 30 


Ideal switching action of a transistor. 


Equation 27 


Equation 28 
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Figure 30 illustrates the basic operation of a transistor as a switching device. In part (a), 
the transistor is in the cutoff region because the base-emitter junction is not forward-biased. 
In this condition, there is, ideally, an open between collector and emitter, as indicated by 
the switch equivalent. In part (b), the transistor is in the saturation region because the base- 
emitter junction and the base-collector junction are forward-biased, and the base current is 
made large enough to cause the collector current to reach its saturated value. In this condi- 
tion there is, ideally, a short between collector and emitter, as indicated by the switch equiv- 
alent. Actually, a voltage drop of up to a few tenths of a volt normally occurs, which is the 
saturation voltage, Vo‘ (sat): 


(a) Cutoff — open switch (b) Saturation — closed switch 


Conditions in Cutoff As mentioned before, a transistor is in cutoff when the base- 
emitter junction is not forward-biased. Neglecting leakage current, all of the currents are 
approximately zero, and Vc is approximately equal to Vcc. 


Vereutott) = Vcc 


Conditions in Saturation When the base-emitter junction is forward-biased and there 
is enough base current to produce a maximum collector current, the transistor is saturated. 
Since Vogsat) 18 very small compared to Vcc, it can usually be neglected, so the collector 
current is 


— Vee 
Tc(sat) = Re 
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The minimum value of base current needed to produce saturation is 


Tc(at) Equation 29 
Tg(min) = Buc 
EXAMPLE 9 (a) For the transistor switching circuit in Figure 31, what is Vcg when Vjy = 0 V? 


(b) What minimum value of /g will saturate this transistor if the Bpc is 200? 


(c) Calculate the maximum value of Rg when Vyy = 5 V. 


FIGURE 31 
Voc 
+10 V 
° 


Re = 1.0kO 


Solution (a) When Vyy = 0 V, the transistor is in cutoff and Veg = Voc = 10 V. 
(b) When the transistor is saturated, Veg = 0 V, so 


Vec 10 V 
Tesat) = Rc = = 10mA 


Te(sat) 10mA 
FRqnin) = = 
Bpc 200 


This is the value of /g necessary to drive the transistor to the point of saturation. 
Any further increase in Jp will drive the transistor deeper into saturation but will 
not increase Ic. 


(c) When the transistor is saturated, Vgp = 0.7 V. The voltage across Rp is 
eee s O87 V —43V 


The maximum value of Rp that will allow a minimum Jp of 50 wA is calculated by 
Ohm/’s law. The actual value used should be much less. 
Vr, 43V 


R a = 86k0, 
ee) 50pA 


Related Problem Determine the minimum value of /g that will saturate the transistor in Figure 31 if Bpc 
is 125 and Ver (sat) is 0.2 V. 


is used as a switching device, in what two states is it operated? 
collector current reach its maximum value? 

for current approximately zero? 

ditions that produce saturation. 

to Vcc? 
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5 DC OPERATION OF FIELD-EFFECT TRANSISTORS (FETs) 


Recall that a bipolar junction transistor (BJT) is a current-controlled device; that is, the 
base current controls the amount of collector current. A field-effect transistor (FET) 
is different; it is a voltage-controlled device in which the voltage at the gate terminal 
controls the amount of current through the device. Also, compared to the BJT, the FET 
has a very high input resistance, which makes it superior in certain applications. The 
two major types of FETs are the junction field-effect transistor (JFET) and the metal- 
oxide semiconductor field-effect transistor (MOSFET). 


After completing this section, you should be able to 


The Junction Field-Effect Transistor (JFET) 


The JFET (junction field-effect transistor) is a type of FET that operates with a reverse- 
biased junction to control current in the channel. Depending on their structure, JFETs fall 
into either of two categories: n channel or p channel. Figure 32(a) shows the basic structure 
of ann channel JFET. Wire leads are connected to each end of the n channel; the drain is 
at the upper end and the source is at the lower end. Two p-type regions are diffused in the 
n-type material to form a channel, and both p-type regions are connected to the gate lead. 
For simplicity, the gate lead is shown connected to only one of the p regions. A p-channel 
JFET is shown in Figure 32(b). 


» FIGURE 32 Drain Drain 


Basic structure of the two types of 
JFET. 


Gate 


Source Source 


(a) n channel (b) p channel 


Basic Operation To illustrate the operation of a JFET, Figure 33(a) shows bias voltages 
applied to an n-channel device. Vpp provides a drain-to-source voltage and supplies current 
from drain to source. Vgg sets the reverse-biased voltage between the gate and the source. 
The white areas surrounding the p material of the gate represent the depletion region cre- 
ated by the reverse bias. This depletion region is wider toward the drain end of the channel 
because the reverse-biased voltage between the gate and the drain is greater than that 
between the gate and the source. 
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P 
Vo =e 
+ 
(a) JFET biased for conduction (b) Greater Vgc narrows the channel (between white areas) which 
increases the resistance of the channel and decreases Jp. 
Rp 
| WMT, } 
AW il a I | 
° © 
*— P P 
= — 
Voc = a 
+ 
© 
(c) Less Vgg widens the channel which decreases the resistance of 
the channel and increases Jp. 
A FIGURE 33 


Effects of Vcc on channel width and drain current (Vg = Vcs). 


The JFET is always operated with the gate-to-source pn junction reverse-biased. Reverse- 
biasing of the gate-source junction with a negative gate voltage produces a depletion region 
in the n channel and thus increases the channel resistance. The channel width, and thus its 
resistance, is controlled by varying the gate voltage, and thereby the amount of drain current, 
Ip, can also be controlled. This concept is illustrated in Figure 33(b) and (c). 


JFET Symbols The schematic symbols for both n-channel and p-channel JFETs are shown 


in Figure 34. Notice that the arrow on the gate points “in” for n channel and “out” for p 
channel. 


Drain Drain “4 FIGURE 34 


JFET schematic symbols. 


Gate Gate 


Source Source 


(a) n channel (b) p channel 
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The Metal-Oxide Semiconductor FET (MOSFET) 


The MOSFET (metal-oxide semiconductor field-effect transistor) is the second category of 
field-effect transistor. A MOSFET differs from a JFET in that a MOSFET has no pn junction 
structure; instead, the gate of the MOSFET is insulated from the channel by a silicon dioxide 
(SiO>) layer. The two basic types of MOSFETs are depletion (D) and enhancement (E). 


Depletion MOSFET (D-MOSFET) One type of MOSFET is the depletion MOSFET 
(D-MOSFET), and Figure 35 illustrates its basic structure. The drain and source are dif- 
fused into the substrate material and then connected by a narrow channel adjacent to the 
insulated gate. Both n-channel and p-channel devices are shown in the figure. We will use 
the n-channel device to describe the basic operation. The p-channel operation is the same, 
except the voltage polarities are opposite those of the n-channel device. 


> FIGURE 35 Drain Drain 
Representation of the basic structure 
of D-MOSFETs. SiO, 

Gate Gate 

x Pp n 
substrate substrate 
Channel 
Source Source 
(a) n channel (b) p channel 


The D-MOSFET can be operated in either of two modes—the depletion mode or the 
enhancement mode—and is sometimes called a depletion/enhancement MOSFET. Since 
the gate is insulated from the channel, either a positive or a negative gate voltage can be 
applied. The n-channel MOSFET operates in the depletion mode when a negative gate-to- 
source voltage is applied and in the enhancement mode when a positive gate-to-source 
voltage is applied. 

The depletion mode is illustrated in Figure 36(a). Visualize the gate as one plate of a 
parallel plate capacitor and the channel as the other plate. The silicon dioxide insulating 


Rp WUT, | 
\W ow) 


=e © 


= Vpp 


I I 
| LL LDPLDLS EF ET ETL LG LG L IAM 
QDOOOO® 
++ 4+l[4 +4 
v 


(a) Depletion mode: Vgg negative and less than Veg ofr) (b) Enhancement mode: Vg positive 


A FIGURE 36 
Operation of n-channel D-MOSFET. 


796 


www.EngineeringBooksPdf.com 


TRANSISTORS AND APPLICATIONS 


layer is the dielectric. With a negative gate voltage, the negative charges on the gate repel 
conduction electrons from the channel, leaving positive ions in their place. The n-channel 
is depleted of some of its electrons, so the channel conductivity is decreased. The greater 
the negative voltage on the gate, the greater the depletion of n-channel electrons. At a suf- 
ficiently negative gate-to-source voltage, V@siorr), the channel is totally depleted and the 
drain current is zero. Vggiorf) iS called the gate-source cutoff voltage. 

Like the n-channel JFET, the n-channel D-MOSFET conducts drain current for gate-to- 
source voltages between V@giorp and 0 V. In addition, the D-MOSFET conducts for values 
of Vos above 0 V. 

The enhancement mode is illustrated in Figure 36(b). With a positive gate voltage, more 
conduction electrons are attracted into the channel, thus increasing (enhancing) the chan- 
nel conductivity. 

The schematic symbols for both the n-channel and the p-channel depletion/enhance- 
ment MOSFETs are shown in Figure 37. The substrate, indicated by the arrow, is normally 
(but not always) connected internally to the source. An inward substrate arrow is for 
n-channel, and an outward arrow is for p-channel. 


Drain Drain <4 FIGURE 37 
D-MOSFET schematic symbols. 
Gate —_() Gate 
Source Source 
(a) n channel (b) p channel 


Enhancement MOSFET (E-MOSFET) This type of MOSFET operates only in the enhance- 
ment mode and has no depletion mode. It differs in construction from the D-MOSFET in that 
it has no structural channel. Notice in Figure 38(a) that the substrate extends completely to 
the SiO, layer. 


Drain Rp 


Induced 
channel 


Gate p substrate a 


Source 


(a) Basic construction (b) Induced channel (Vgs > Vesctny) 


For an n-channel device, a positive gate voltage above a threshold value, Vestn), induces 
a channel by creating a thin layer of negative charges in the substrate region adjacent to the 
SiO, layer, as shown in Figure 38(b). The conductivity of the channel is enhanced by 
increasing the gate-to-source voltage, thus pulling more electrons into the channel. For any 
gate voltage below the threshold value, there is no channel. 
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The schematic symbols for the n-channel and p-channel E-MOSFETs are shown in 
Figure 39. The broken lines symbolize the absence of a structural channel. 


>» FIGURE 39 Drain Drain 
E-MOSFET schematic symbols. 


Gate Gate 


Source Source 


(a) n channel (b) p channel 


Handling Precautions Because the gate of a MOSFET is insulated from the channel, 
the input resistance is extremely high (ideally infinite). The gate leakage current, Igss, for 
a typical MOSFET is in the pA range, whereas the gate reverse current for a typical JFET 
is in the nA range. 

The input capacitance, of course, results from the insulated gate structure. Excess static 
charge can accumulate because the input capacitance combines with the very high input 
resistance and can result in damage to the device as a result of electrostatic discharge 
(ESD). To avoid ESD and possible damage, the following precautions should be taken: 


1. MOS devices should be shipped and stored in conductive foam. 


2. All instruments and metal benches used in assembly or test should be connected to 
earth ground (round prong of wall outlets). 


3. The assembler’s or handler’s wrist should be connected to earth ground with a 
length of wire and a high-value series resistor. 


4. Never remove a MOS device (or any other device, for that matter) from the circuit 
while the power is on. 


5. Do not apply signals to a MOS device while the dc power supply is off. 


JFET Biasing 


Recall that a JFET must be operated such that the gate-source junction is always reverse- 
biased. This condition requires a negative Vgs for an n-channel JFET and a positive Vgg for 
a p-channel JFET. This can be achieved using the self-bias arrangements shown in 
Figure 40. Notice that the gate is biased at approximately 0 V by resistor Rg connected to 
ground. The reverse leakage current, Jggs, does produce a very small voltage across Rg, but 
this can be neglected in most cases. We will assume that Rg has no voltage drop across it. 


> FIGURE 40 +Vpp 
Self-biased JFETs (Is = Ip in all FETs). ° ° 


(a) n channel (b) p channel 
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For the n-channel JFET in Figure 40(a), Js produces a voltage drop across Rg and 
makes the source positive with respect to ground. Since Is = Ip and Vg = 0, then Vs = JpRs. 
The gate-to-source voltage is 


Vos = Vo — Vs = OV — IpRs 
Thus, 
Ves = —IpRs Equation 30 


For the p-channel JFET shown in Figure 40(b), the current through Rs produces a neg- 
ative voltage at the source, making the gate positive with respect to the source. Therefore, 
since Is; = Ip, the gate-to-source voltage is 


Ves = +IpRs Equation 31 


In the following analysis, the n-channel JFET is used for illustration. Keep in mind that 
analysis of the p-channel JFET is the same except for opposite polarity voltages. 
The drain voltage with respect to ground is 


Vp = Vpp — IpRp Equation 32 
Since Vs = [pRs, the drain-to-source voltage is 
Vos: = Vo. = Vs 

Vps = Vpp — Jp(Rp + Rs) Equation 33 


Vpp 
+15 V 
° 
Rp 
1.0kOQ 
Rg Rs 
10 MQ 220 © 


~~ 
ll 
om 
= 
< 


Vs = 10V —11V =89V 


—Vs=0V-11V=-11V 


41 when Jp = 8 mA. Assume that Rp = 860 2, 


sure Vps and Vgs. 
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D-MOSFET Biasing 


Recall that depletion/enhancement MOSFETs can be operated with either positive or neg- 
ative values of Vgs. A simple bias method, called zero bias, is to set Vgs = 0 V so that an 
ac signal at the gate varies the gate-to-source voltage above and below this bias point. 
A MOSFET with zero bias is shown in Figure 42. Since Vgs = 0 V, Jp = Ipss as indicated. 
Ipss is defined as the drain current when Vgs = O V. The drain-to-source voltage is 
expressed as 


Equation 34 Vps = Vop — LpssRp 


> FIGURE 42 +Vpp 


A zero-biased D-MOSFET. 


pssRp = 18V — (12mA)(5609) = 11.3V 


VoGscoft) = —10 V and Ipss = 20 mA. 


E-MOSFET Biasing 


Recall that enhancement-only MOSFETs must have a Vgg greater than the threshold value, 
Vascth): Figure 44 shows two ways to bias an E-MOSFET where an n-channel device is 
used for illustration. In either bias arrangement, the purpose is to make the gate voltage 
more positive than the source by an amount exceeding Vgs(tn). 

In the drain-feedback bias circuit in Figure 44(a), there is negligible gate current and, 
therefore, no voltage drop across Rg. As a result, Vos = Vps. 
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+Vpp +Vpp <4 FIGURE 44 
° E-MOSFET biasing arrangements. 


(a) Drain-feedback bias (b) Voltage-divider bias 
Equations for the voltage-divider bias in Figure 44(b) are as follows: 


Ry 
Ves = | ———— ]V, Equation 35 
Gs (= ri =) DD q 


Vps = Vpp — IpRp Equation 36 


5 V. Since this is a drain feedback configuration, 
aw to find the current. 


HW = 8:5 V 
4.7kO 


= 1.38mA 


45 reads 5 V. 


e terminals of a FET. 
FET requires a (positive, negative, or 0) Vcs. 
urrent controlled in a JFET? 
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iased n-channel JFET circuit, |p = 8 mA and Rs = 1.0 kQ. Determine 


pes of MOSFETs. 
ource voltage in a depletion/enhancement MOSFET is 0 V, is there 
rain to source? 


voltage in an E-MOSFET is 0 V, is there current from drain to source? 
ased at Vc; = 0 V, is the drain current equal to 0 V, I¢ss, or Ipss? 
MOSFET with V¢s¢n) = 2 V, Ves must be in excess of what value in 


6 FET AMPLIFIERS 


Field-effect transistors, both JEETs and MOSFETs, can be used as amplifiers in any of 
the circuit configurations similar to those for the bipolar junction transistor. The FET 
configurations are common-source, common-drain, and common-gate. FET configura- 
tions are similar to the BJT configurations of common-emitter, common-collector, and 
common-base, respectively. Like the BJT common-base configuration, the FET common- 
gate configuration is seldom used and will not be covered. FETs, like BJTs, can be used 
for both class A and class B operation, but the coverage here is limited to class A. 


After completing this section, you should be able to 


Transconductance of a FET 


Recall that in a bipolar junction transistor, the base current controls the collector current, and 
the relationship between these two currents is expressed as J. = B -lp. In a FET, the gate 
voltage controls the drain current. An important FET parameter is the transconductance, 
2m, Which is defined as 
: fi 
Equation 37 Zn = Vv. 
gs 

The transconductance is one factor that determines the voltage gain of a FET amplifier. On 
data sheets, the transconductance is sometimes called the forward transadmittance and is 
designated y,, with units of siemens (S). You will still find some data sheets using the older 
unit mho for yy. 


Common-Source (CS) Amplifiers 


A self-biased n-channel common source (CS) JFET amplifier with an ac source capacitively 
coupled to the gate is shown in Figure 46. The resistor Rg serves two purposes: (a) It keeps the 
gate at approximately 0 V dc (because Iggg 1s extremely small), and (b) its large value (usually 
several megohms) prevents loading of the ac signal source. Iggg is the gate reverse current in 
a FET, which is measured when it is reverse-biased. The bias voltage is created by the drop 
across Rs. The bypass capacitor, C3, keeps the source of the FET effectively at ac ground. 
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Ven <4 FIGURE 46 


JFET common-source amplifier. 


The signal voltage causes the gate-to-source voltage to swing above and below its 
Q-point value, causing a swing in drain current. As the drain current increases, the voltage 
drop across Rp also increases, causing the drain voltage (with respect to ground) to decrease. 

The drain current swings above and below its Q-point value in phase with the gate-to- 
source voltage. The drain-to-source voltage swings above and below its Q-point value 180° 
out of phase with the gate-to-source voltage, as illustrated in Figure 46. 


D-MOSFET A zero-biased n-channel D-MOSFET with an ac source capacitively coupled 
to the gate is shown in Figure 47. The gate is at approximately 0 V dc and the source ter- 
minal is at ground, thus making Ves = 0 V. 


+Vpp <4 FIGURE 47 
7 Zero-biased D-MOSFET common- 
= R source amplifier. 
D 
Cy 


é t— nn 
—= de 


Rg 


The signal voltage causes V,, to swing above and below its 0 value, producing a swing 
in Jj. The negative swing in V,, produces the depletion mode, and J; decreases. The posi- 
tive swing in V,, produces the enhancement mode, and J, increases. 


E-MOSFET Figure 48 shows a voltage-divider-biased, n-channel E-MOSFET with an ac 
signal source capacitively coupled to the gate. The gate is biased with a positive voltage 
such that Ves > Vestn), where Vgscthy is the threshold value. 


* 0 +Vpp 


<¢ FIGURE 48 


Common-source E-MOSFET amplifier 


with voltage-divider bias. 
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As with the JFET and D-MOSFET, the signal voltage produces a swing in V,, above and 
below its Q-point value. This swing, in turn, causes a swing in Jj. Operation is entirely in 
the enhancement mode. 


Voltage Gain Voltage gain, A,, of an amplifier always equals V,,,/Vin. In the case of the 
CS amplifier, V;, is equal to V,,, and V,,,; is equal to the signal voltage developed across Rp, 
which is /7Rp. Thus, 


_ TaRp 


Va 


Ay 


Since g,, = I4/Vos, the common-source voltage gain is 
Equation 38 Ay = 2mRp 


Input Resistance Because the input to a CS amplifier is at the gate, the input resistance 
is extremely high. Ideally, it approaches infinity and can be neglected. The high input 
resistance is produced by the reverse-biased pn junction in a JFET and by the insulated gate 
structure ina MOSFET. 


The actual input resistance seen by the signal source is the gate-to-ground resistor Rg in 
parallel with the FET’s input resistance, Vgs/Igss. The reverse leakage current Jgss is typ- 
ically given on the data sheet for a specific value of Vgg so that the input resistance of the 
device can be calculated. 


it voltage (dc + ac) of the amplifier in Figure 49? 
is 2 mA, Vascott) is —3.5 V, and Jgsg is 15 nA. 


resistance seen by the signal source? 


Vpp 
+12 V 
fo) 
Rp 
3.3 kO 
Vout 
Rs Cy 
6800 ~]~ 19 UF 


de output voltage. 
= Vpp — IpRp = 12 V — (2mA)(3.3kQ) = 5.4V 


= g,.R 

Ve §mD 

- gmRpVin = (1800 p2S)(3.3 kO)(100 mV) = 594mV 
tage is an ac signal with a peak-to-peak value of 


594mV X 2.828 = 1.67 V, riding ona dc level of 5.4 V 
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(b) The input resistance is determined as follows (since Vg = 0 V): 


ink — (2 mA)(6800) = 1.36V 


The input resistance at the gate of the JFET is 


Vos  1.36V 
R = = = 91 MO, 
ee) Jess | 1S DA 
The input resistance seen by the signal source is 
Rin = Rg || Rincgate) = 10 MQ|91 MO, = 9.0 MG 


Related Problem What is the total output voltage in the amplifier of Figure 49 if Vpp is changed to 15 V? 


Assume the other parameters are the same. 


Common-Drain (CD) Amplifier 


A common-drain (CD) JFET amplifier is shown in Figure 50 with voltages indicated. 
Self-biasing is used in this circuit. The input signal is applied to the gate through a cou- 
pling capacitor, and the output is at the source terminal. There is no drain resistor. This cir- 
cuit, of course, is analogous to the bipolar emitter-follower and is sometimes called a 
source-follower. 


+Vpp 
ie] 
V, @ 
| i) ' 
Vin Rg 
| Tq = Rs Vour = Las 


Voltage Gain As in all amplifiers, the voltage gain is A, = V,,;/Vin. For the source- 
follower, Voy; 1s [gRs and Vj, is Ves + IgRs, as shown in Figure 50. Therefore, the gate-to- 
source voltage gain is IgRs/(V.5 + IgRs). Substituting Zy = g,,V25 into the expression gives 
the following result: 


= 8mVasRs 
" Vos 7 8mVosRs 


Canceling V,, yields 


= 8mRs 
Y 1 + g,Rs 
Notice here that the gain is always less than 1. If g,,Rs >> 1, then a good approximation 
is A, = 1. Since the output voltage is at the source, it is in phase with the gate (input) 
voltage. 


Input Resistance Because the input signal is applied to the gate, the input resistance 
seen by the input signal source is extremely high. The gate resistor Rg, in parallel with the 
input resistance looking in at the gate, is the total input resistance. 


<4 FIGURE 50 


JFET common-drain amplifier 
(source-follower). 


Equation 39 
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the voltage gain of the amplifier in Figure 51(a) using the data sheet 
in Figure 51(b). 


(a) 


*ELECTRICAL CHARACTERISTICS (T, = 25°C unless otherwise noted) 


Characteristic Symbol Min Max Unit 
OFF CHARACTERISTICS 
Gate-Source Breakdown Voltage VBR)GSS 20 - Vde 
(Ig = 10 “Adc, Vpg = 0) si 
Gate-Source Cutoff Voltage Ves(otf) 0.7 10 Vde 
(Vpg =—10 Vde, Ip = 1.0 Adc) 
Gate Reverse Current Igss 
(Vag = 15 Vde, Vps = 0) - 10 nAdc 
(Vgg = 15 Vde, Vpg = 0, Ta = 65°C) = 0.5 wAdc 
ON CHARACTERISTICS 
Zero-Gate Voltage Drain Current (Note 1) Ipss 3.0 30 mAdc 
(Vps =—10 Vde, Vgg = 0) 
Gate-Source Breakdown Voltage Vas 0.4 9.0 Vde 


(Vpg = -10 Vdc, Ip = 0.3 mAdc) 
SMALL SIGNAL CHARACTERISTICS 


Drain-Source “ON” Resistance Tds(on) = 700 Ohms 
(Vgg = 90, Ip = 0, f = 1.0 kHz) 

Forward Transadmittance (Note 1) | Yes | 2000 8000 us 
(Vpg =—10 Vde, Vgg = 0, f = 1.0 kHz) 

Forward Transconductance Re(ygs) 1500 - HS 
(Vps =—10 Vde, Vgg = 0, f = 1.0 MHz) 

Output Admittance lYos | = 100 us 
(Vps =—10 Vde, Vgg = 0, f = 1.0 kHz) 

Input Capacitance Cie ~ 20 pF 
(Vpg =—10 Vdc, Vgg = 0, f = 1.0 MHz) 

Reverse Transfer Capacitance Crs = 5.0 pF 
(Vps =—10 Vde, Vgg = 0, f = 1.0 MHz) 

Common-Source Noise Figure NF - 5.0 dB 
(Vps = —10 Vdc, Ip = 1.0 mAdc, Rg = 1.0 Megohm, 

f =100 Hz) 
Equivalent Short-Circuit Input Noise Voltage Ey = 0.19 uN IV. 


(Vps = -10 Vdc, Ip =1.0 mAdc, f = 100 Hz, BW=15 Hz) 


*Indicates JEDEC Registered Data. 
Note 1: Pulse Test: Pulse Width < 630 ms, Duty Cycle < 10%. 


data sheet, g,, = yj = 2000 S minimum. The gain is 
A. = —Suiks (2000 4S)(10 kQ) 
"1+ gms 1 + (2000 wS)(10 Kk) 


= 0.952 
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at factors determine the voltage gain of a CS FET amplifier? 


rtain CS amplifier has an Rp = 1.0 kX. When a load resistance of 1.0 kQ is 
icitively coupled to the drain, how much does the gain change? 


Ge 7 FEEDBACK OSCILLATORS 


An oscillator is a circuit that produces a repetitive waveform on its output with only 
the de supply voltage as an input. The output voltage can be either sinusoidal or nonsi- 
nusoidal, depending on the type of oscillator. Feedback oscillator operation is based 
on the principle of positive feedback. In this section, we will examine feedback oscil- 
lators, look at the general conditions required for oscillation to occur, and introduce 
several basic oscillator circuits. 


After completing this section, you should be able to 
¢ Discuss the theory and analyze the operation of several types of oscillators 
* Explain what an oscillator 


Oscillator Principles 


The basic concept of an oscillator is illustrated in Figure 52. Essentially, an oscillator con- 
verts electrical energy in the form of dc to electrical energy in the form of ac. A basic 
oscillator consists of a transistor or op-amp amplifier for gain and a positive feedback 
circuit that produces phase shift and provides attenuation, as shown in Figure 53. 


<4 FIGURE 52 


; Vout :\ The basic oscillator concept showing 
DC supply voltage Oscillator _-————o ‘ ; P 
a sinusoidal output waveform. 
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> FIGURE 54 


Positive feedback produces 


oscillation. 


808 


Equation 40 


TRANSISTORS AND APPLICATIONS 


> FIGURE 53 


Basic elements of an oscillator. 


V, 


out 


Feedback 
circuit 
Attenuation 
+ 
phase shift 


Oscillator 


Positive Feedback Positive feedback is characterized by the condition wherein a por- 
tion of the output voltage of an amplifier is fed back to the input with no net phase shift, 
resulting in a reinforcement of the output signal. The basic idea is illustrated in Figure 54. 
As you can see, the in-phase feedback voltage is amplified to produce the output voltage, 
which in turn produces the feedback voltage. That is, a loop is created in which the signal 
sustains itself with no input signal and a continuous sinusoidal output is produced. This 
phenomenon is called oscillation. 


In phase A 


Noninverting 
amplifier 


a pee are 
Feedback 
circuit 


out 


Sie Aloe Sa ea ie ae en 


Conditions for Oscillation Two conditions, illustrated in Figure 55, are required for a 
sustained state of oscillation: 


1. The phase shift around the feedback loop must be 0°. 
2. The loop gain (voltage gain, A,;, around the closed feedback loop) must be 1 (unity 
gain). 


The voltage gain around the closed feedback loop (A,,) is the product of the amplifier 
gain (A,,) and the attenuation (B) of the feedback circuit. 


Agi = A,B 


If a sinusoidal wave is the desired output, a loop gain greater than | will rapidly cause 
the output to saturate at both peaks of the waveform, producing unacceptable distortion. To 
avoid this, some form of gain control must be used to keep the loop gain at exactly 1, once 
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Vout 


out 


Phase shift = 0° 


\ y Feedback 


circuit 


In phase 
(a) The phase shift around the loop is 0°. (b) The closed loop gain is 1. 


oscillations have started. For example, if the attenuation of the feedback network is 0.01, 
the amplifier must have a gain of exactly 100 to overcome this attenuation and not create 
unacceptable distortion (0.01 <x 100 = 1.0). An amplifier gain of greater than 100 will 
cause the oscillator to limit both peaks of the waveform. 


Start-Up Conditions So far, you have learned what it takes for a feedback oscillator to 
produce a continuous sinusoidal output. Now let’s examine the requirements for the oscil- 
lation to start when the dc supply voltage is turned on. As you know, the unity-gain condi- 
tion must be met for oscillation to be sustained. For oscillation to begin, the voltage gain 
around the positive feedback loop must be greater than | so that the amplitude of the out- 
put can build up to a desired level. The gain must then decrease to | so that the output stays 
at the desired level and oscillation is sustained. The conditions for both starting and sus- 
taining oscillation are illustrated in Figure 56. 


out 


<4 FIGURE 55 


Conditions for oscillation. 


i“ Agel ole 


A FIGURE 56 


When oscillation starts at to, the condition A,; > 1 causes the sinusoidal output voltage amplitude to 
build up to a desired level, where A,; decreases to 1 and maintains the desired amplitude. 


A question that normally arises is this: If the oscillator is off (no de voltage) and there is 
no output voltage, how does a feedback signal originate to start the positive feedback build- 
up process? Initially, when power is turned on, a small positive feedback voltage develops 
from thermally produced broad-band noise in the resistors or other components or from 
turn-on transients. The feedback circuit permits only a voltage with a frequency equal to 
the selected oscillation frequency to appear in phase on the amplifier’s input. This initial 
feedback voltage is amplified and continually reinforced, resulting in a buildup of the out- 
put voltage as previously discussed. 


Ay=1 
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The RC Phase-Shift Oscillator 


The basic RC phase-shift oscillator shown in Figure 57 uses an RC circuit as its feedback 
circuit. In this case, three RC lag circuits have a total phase shift of 180°. The common- 
emitter transistor contributes a 180° phase shift. The total phase shift through the amplifier 
and feedback circuit therefore is 360°, which is effectively 0° (no phase shift). The attenu- 
ation of the RC circuit and the gain of the amplifier must be such that the overall gain 
around the feedback loop is equal to | at the frequency of oscillation. This circuit will pro- 
duce a continuous sinusoidal output. 


> FIGURE 57 +Voc 
A basic RC phase-shift oscillator. ° 
a 2 
Se c, 
Output 
CE 
= Ry = Rp lp Cr amplifier 
C3 Cy C 
| | | | | | Feedback 
R, R circuit 
The Colpitts Oscillator 
One basic type of tuned oscillator is the Colpitts, named after its inventor. As shown in 
Figure 58, this type of oscillator uses an LC circuit in the feedback loop to provide the 
> FIGURE 58 


A basic Colpitts oscillator. 
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necessary phase shift and to act as a filter that passes only the specified frequency of 
oscillation. The approximate frequency of oscillation is established by the values of Cy, Co, 
and L according to the following familiar formula: 


1 
27 V LCy 


Because the capacitors effectively appear in series around the tank circuit, the total capac- 
itance is 


f, = 


CC 


PC, es 


The Hartley Oscillator 


Another basic type of oscillator circuit is the Hartley, which is similar to the Colpitts 


except that the feedback circuit consists of two inductors and one capacitor, as shown in 
Figure 59. 


The frequency of oscillation for the Hartley oscillator is 


1 
27 V LyC;s 


The total inductance is the series combination of L, and Lp. 


fy = 


+Voc 
° 
-—————9 
2% ES «, c, 
e > [| o¢ | OV 
ES 
Amplifier 
Sn Fa eo 


IF 


|___@ o—— Feedback 


a eB circuit 
THT ¢ THT 


The Crystal Oscillator 


A crystal oscillator is essentially a tuned-circuit oscillator that uses a quartz crystal as the 
resonant tank circuit. Other types of crystals can be used, but quartz is the most prevalent. 
Crystal oscillators offer greater frequency stability than other types. 

Quartz is a substance found in nature that exhibits a property called the piezoelectric 
effect. When a changing mechanical stress is applied across the crystal to cause it to vibrate, 
a voltage is developed at the frequency of the mechanical vibration. Conversely, when an ac 
voltage is applied across the crystal, it vibrates at the frequency of the applied voltage. 


Equation 41 


Equation 42 


Equation 43 


<4 FIGURE 59 


A basic Hartley oscillator. 
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The symbol for a crystal is shown in Figure 60(a), the electrical equivalent is shown in 
part (b), and a typical mounted crystal is shown in part (c). In construction, a slab of quartz 


is mounted as shown in Figure 60(d). 


Quartz crystal. 


t 


'@ 


2" 


ie) , 


(a) Symbol (b) Electrical equivalent 


(c) Typical packaged 
crystal 


(d) Basic construction 
(without case) 


Series resonance occurs in the crystal when the reactances in the series branch are equal. 
Parallel resonance occurs, at a higher frequency, when the inductive reactance of Ls equals 
the reactance of the parallel capacitor C,,. 

A crystal oscillator using the crystal as a series resonant tank circuit is shown in 
Figure 61(a). The impedance of the crystal is minimum at the series resonance, thus 
providing maximum feedback. The crystal tuning capacitor, Cc, is used to “fine-tune” the 
oscillator frequency by “pulling” the resonant frequency of the crystal slightly up or down. 


+Voc 
[e) 


—————— 


c, Ex Fs c, 


|e {| —_4_|_ sy, 


(b) 
A FIGURE 61 


Basic crystal oscillators. 


A modified Colpitts configuration, shown in Figure 61(b), uses the crystal in its parallel 
resonant mode. The impedance of the crystal is maximum at parallel resonance, thus 


developing the maximum voltage across both C; and C. The voltage across C, is fed back 
to the input. 
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back oscillators. 
ference between the Colpitts and Hartley oscillators. 
ntage of a crystal oscillator? 


8 TROUBLESHOOTING 


In working with any circuit, you must first know how it is supposed to work before 
you can troubleshoot it for a failure. A two-stage capacitively coupled amplifier is 
used to illustrate a typical troubleshooting procedure. This is simply two CE amplifiers 
with the output of one connected through a capacitor to the input of the other one. 


After completing this section, you should be able to 


The correct signal levels and de voltage levels (approximate) for the capacitively cou- 


pled two-stage amplifier are shown in Figure 62. 


TF! TP? TP3 TP4 TP5 TP6 
100 “LV rms 100 “V rms 6.85 mV rms 6.85 mV rms 1.35 V rms 1.35 V rms 
0Vdc 1.75 V de 5.07 V de 17S Vide 5.07 V de 0Vdc 

+10 V 
r I @——__ 
R Rk; Rs Ry 
ATO aag Anko oe tO G 
é u a & ( OV out 
1 3 
a OQ 1 uF 
Vin je Litt gd L 
1uF 1uF 
C. R, Cy 
10k > 1.0kO ue FOL SS ORO) ges 


Ist stage 2nd stage 


A FIGURE 62 


Two-stage amplifier with correct ac and dc voltage levels indicated. 
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> FIGURE 63 


Troubleshooting flowchart. 
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Troubleshooting Procedure 
The APM (analysis, planning, and measurement) approach to troubleshooting will be used. 


Analysis It has been found that there is no output voltage, V,,,,. You have also determined 
that the circuit did work properly and then failed. A visual check of the circuit board or 
assembly for obvious problems such as broken or poor connections, solder splashes, wire 
clippings, or burned components turns up nothing. You conclude that the problem is most 
likely a faulty component in the amplifier circuit or an open connection. Also, the de sup- 
ply voltage may not be correct or may be missing. 


Planning You decide to use an oscilloscope to check the dc levels and the ac signals 
(some may prefer to use a DMM to measure the dc voltages) at certain test points (TPs). 
Also, you decide to apply the half-splitting method to trace the voltages in the circuit and 
use an in-circuit transistor tester if a transistor is suspected of being faulty. 

In this example, the planning step is done in more detail by preparing a flowchart, as 
shown in Figure 63. Flowcharts like this are often prepared when there are many boards that 
need to be tested to help the technician work efficiently. This one uses the half-splitting 
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idea to isolate the problem as quickly as possible. The chart is based on the assumption that 
there is a correct input signal at TP1, but no output. 


Measurement The following steps indicate the measurements and the reasoning process 
in isolating the fault. 


Step 1: Check the dc supply voltage. If it is 10 V, the problem is in the amplifier cir- 
cuit. If the dc voltage is absent or has an incorrect value, check the dc source 
and related connections for the problem. 


Step 2: Check the dc voltage and the signal at the input to the second stage (TP4). If 
the correct dc voltage and signal are present at this point, the fault is in the sec- 
ond stage or the coupling capacitor Cs is open. Go to Step 3. 

If the dc voltage is incorrect or if there is no signal at TP4, the fault is in the 
first stage, Cj, or C3, so go to Step 4. 

Step 3: Check the dc voltage and the signal at the collector of Q (TPS). If the de volt- 
age is correct and the signal is present at this point, the coupling capacitor Cs 
is open. If the dc level is incorrect or there is no signal at TP5, the second stage 
is defective. Either the transistor Qo, one of the resistors, or the bypass capaci- 
tor C4 is faulty. Go to Step 6. 

Step 4: Check the dc voltage and the signal at the collector of Q, (TP3). If the de volt- 
age is correct and the signal is present at this point, the coupling capacitor C3 
is faulty. If the dc voltage is incorrect or there is no signal at TP3, the first stage 
is defective or coupling capacitor C, is faulty. Go to Step 5. 


Step 5: Check the dc voltage and the signal at TP2. If the dc voltage is correct but there 
is no signal at this point, the coupling capacitor C; is open. If there is a correct 
signal at TP2, the first stage is faulty. Go to Step 6. Note: To check the signal 
TP2, it will probably be necessary to apply a larger signal to the input at TP1 
because it is very difficult or impossible to measure a 100 V signal with typ- 
ical test equipment. 

Step 6: If you reach this step, one of the identical amplifier stages has been identified as 
having a faulty component or connection. The next step is to find the specific 
fault. If the dc collector voltage is at Voc, the transistor is in cutoff or open. This 
could be caused by a bad transistor, an open bias resistor circuit (either R, or 
Rs, depending on the stage), an open emitter resistor, or open connection in the 
collector. If the de collector voltage is approximately equal to the dc emitter 
voltage, the transistor is in saturation or shorted. This could be caused by a bad 
transistor, an open bias resistor (either Rj or Rg, depending on the stage), an 
open collector resistor (either R3 or R7, depending on the stage), or a shorted 
contact. An in-circuit check of the transistor should be done at this point. If the 
transistor checks okay, begin checking for open resistors, or bad contacts. 


Fault Analysis 


As an additional example of isolating a component failure in a circuit, let’s use a class A 
amplifier with the output monitored by an oscilloscope, as shown in Figure 64. As shown, 
the amplifier has a normal sinusoidal output when a sinusoidal input signal is applied. 

Now, several incorrect output waveforms will be considered and the most likely causes dis- 
cussed. In Figure 65(a), the scope displays a dc level equal to the dc supply voltage, indicat- 
ing that the transistor is in cutoff. The possible causes of this condition are (a) the transistor is 
open from collector to emitter, (b) R4 is open, preventing collector current, or (c) there is a 
problem with the bias circuit (R; open, R, shorted, or there is an open base lead). Condition 
(c) is the simplest to check—simply measure the dc base voltage to confirm bias is correct. 

In Figure 65(b), the scope displays a dc level at the collector approximately equal to the 
emitter voltage. The two possible causes of this indication are (a) the transistor is shorted 
from collector to emitter, or (b) R» is open, causing the transistor to be biased in saturation. 
In the second case, a sufficiently large input signal can bring the transistor out of saturation 
on its negative peaks, resulting in short pulses on the output. 
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> FIGURE 64 +Vec 
fo) 
Class A amplifier with correct output 4 
display. 
Play. RS Cy 


(a) (b) (c) (d) 


A FIGURE 65 


Oscilloscope displays of output voltage for the amplifier in Figure 64, illustrating several types of 
failures. 


In Figure 65(c), the scope displays an output waveform that is clipped at cutoff. Possi- 
ble causes of this indication are (a) the Q-point has shifted down due to a wrong resistor 
value, or (b) R; is open, biasing the transistor in cutoff. In the second case, the input signal 
is sufficient to bring it out of cutoff for a small portion of the cycle. 

In Figure 65(d), the scope displays an output waveform that is clipped at saturation. 
Again, it is possible that a wrong resistance value has caused a drastic shift in the Q-point 
up toward saturation, or Rp is open, causing the transistor to be biased in saturation, and the 
input signal is bringing it out of saturation for a small portion of the cycle. 


ure 62 were open, how would the output signal be affected? How would the 
e collector of Q> be affected? 


re 62 were open, how would the output signal be affected? 


ling capacitor C3 in Figure 62 shorted out, would any of the dc voltages in 
ar be changed? If so, which ones? 


that the base-emitter junction of Q, in Figure 62 shorts. 
fill the ac signal at the base of Q) change? In what way? 
dc level at the base of Q) change? In what way? 


d you check for if you noticed clipping at both peaks of the output wave- 
re 62? 


loss of gain in the amplifier of Figure 62 would most likely be caused by 
failure? 
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This system has several parts, but in 
this assignment you are concerned 
with the transistor circuit that moni- 


tors the temperature changes in the 
fluid in a tank and provides a proportional output that is used to 
precisely control the temperature. In this application, the transis- 
tor is used as a de amplifier. 


Description of the System 


The system in Figure 66 is a block diagram of a process control 
system that uses the principle of closed-loop feedback to main- 
tain a substance at a constant temperature of 50°C + 1°C. The | 
temperature sensor in the tank is a thermistor, which is a temper-_! 
ature-sensitive resistor whose resistance has a negative tempera- 
ture coefficient. The thermistor forms part of the bias circuit for 
the transistor detector. 

A small change in temperature causes the resistance of the 


thermistor to change, which results in a proportional change in 


Continuously 
adjustable control 
valve 


Fuel flow 


> 


oe 


Burner 


n Assignment 


PuTTING YOUR KNOWLEDGE 
To WorRK 


the output voltage from the transistor detector. Since thermis- 
tors are typically nonlinear devices, the purpose of the digital 
portions of the system is to precisely compensate for the non- 
linear characteristic of the temperature detector in order to 
provide a continuous linear adjustment of the fuel flow to the 
burner to offset any small shift in temperature away from the 
desired value. 
The temperature detector circuit board (in color in Figure 66) 


: that you are concerned with in this application assignment is 
: obviously only a small part of the total system. It is interesting, 
' however, to see how the variations in a transistor’s bias point can 


be used in a situation such as this. Although the digital portions 
of the system are not covered, they show that typical systems 
have various types of elements. 

The temperature detector circuit board and the thermistor 
probe that mounts into the side of the tank are shown in 
Figure 67. The thermistor symbol and the case configuration of 
the npn transistor are included. 


-<@ FIGURE 66 


Block diagram of the industrial 
temperature-control system. 


Temperature 
sensor (thermistor) 


Analog-to-digital 
converter 


Valve ae 
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Digital 
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Thermistor probe 


<@ FIGURE 67 


The temperature detector circuit. 
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Step 1: Relating the PC Board to the Schematic 


; Step 3: Checking Output over Temperature Range 


Develop a schematic of the circuit board in Figure 67 including 
the thermistor. Arrange the schematic into a form that is familiar 
to you and identify the type of biasing used. 


Step 2: Analyzing the Circuit 


With a de supply of +15 V, analyze the temperature detector 
circuit to determine the output voltage at 50°C and at 1°C 


above and below 50°C. Use 0.7 V for the base-emitter voltage. 


Assume Bpc = 100 for the transistor. Since accuracy on the 
graph is difficult to achieve for this small range, assume that 
the thermistor resistances for the controlled temperature range 
are as follows: 


At T = 50°C, R = 2.75 kO, 
At T = 49°C, R = 3.1 kO, 
At T = 51°C, R = 2.5kO, 


Will your values change significantly if you take into account 
the 1.0 MQ input resistance of the analog-to-digital converter? 


With the circuit in a controlled-temperature environment, deter- 
; mine the output voltage over a range from 30°C to 110°C at 20° 
intervals. Use the graph in Figure 68. 


Step 4: Troubleshooting the Circuit Board 


For each of the following problems, state the probable cause or 
causes in each case (Refer to Figure 67): 


1. Vcg is approximately 0.1 V and Vc is 3.8 V. 
2. Collector of Q; remains at 15 V. 


4 3. For each of the above conditions, if there is more than one 


possible fault, describe how you will go about isolating the 
problem. 


: Review 


1. What is the basic purpose of the detector circuit board in the 


process control system? 


; 2. In Step 2, does the transistor go into saturation and/or cutoff? 
; 3. Calculate the output voltage at 40°C. 
: 4. Calculate the output voltage at 60°C. 


» FIGURE 68 
R(kQ) 
Graph of thermistor resistance versus N 
temperature. a 
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A bipolar junction transistor (BJT) consists of three regions: emitter, base, and collector. A termi- 


nal is connected to each of the three regions. 


¢-¢ ¢ ¢ ¢ 


The three regions of a BJT are separated by two pn junctions. 
The two types of bipolar transistor are the npn and the pnp. 
The term bipolar refers to two types of current: electron current and hole current. 


A field-effect transistor (FET) has three terminals: source, drain, and gate. 


A junction field-effect transistor (JFET) operates with a reverse-biased gate-to-source pn junction. 
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® JFET current between the drain and the source is through a channel whose width is controlled by 
the amount of reverse bias on the gate-source junction. 


® The two types of JFETs are n-channel and p-channel. 


® Metal-oxide semiconductor field-effect transistors (MOSFETs) differ from JFETs in that the gate 
of a MOSFET is insulated from the channel. 


® The D-MOSFET has a physical channel between the drain and the source. 
The E-MOSFET has no physical channel. 


® Transistor symbols are shown in Figure 69. 


4444 44 


Sd 


nchannel —p channel nchannel —p channel nchannel p channel 
(b) JFET (c) D-MOSFET (d) E-MOSFET 
A FIGURE 69 


Transistor symbols. 


® Two main types of BJT amplifier configurations are the common-emitter (CE) and common- 
collector (CC). A third type is the common-base. 


® Two main types of FET amplifier configurations are common-source (CS) and common-drain 
(CD). A third type is the common-gate. 


® The class A amplifier conducts for the entire 360° of the input cycle and is normally used for low- 
power applications. 


® The class B amplifier conducts for 180° of the input cycle and is normally used for high-power 
applications. 


® Sinusoidal oscillators operate with positive feedback. 


® The two conditions for positive feedback are the phase shift around the feedback loop must be 0° 
and the voltage gain around the feedback loop must be at least 1. 


® For initial start-up in a feedback oscillator, the voltage gain around the feedback loop must be 
greater than 1. 


® The feedback signal in a Colpitts oscillator is derived from a capacitive voltage divider in the LC 
circuit. 


® The feedback signal in a Hartley oscillator is derived from an inductive voltage divider in the LC 
circuit. 


® Crystal oscillators are the most stable type. 


Amplification The process of producing a larger voltage, current, or power using a smaller input 
signal as a pattern. 


Base One of the semiconductor regions in a bipolar junction transistor. 
Bipolar Characterized by two pn junctions. 


Bipolar junction transistor (BJT) A transistor constructed with three doped semiconductor 
regions separated by two pn junctions. 


Class A amplifier An amplifier circuit that conducts for the entire input cycle and produces an out- 
put signal that is a replica of the input signal in terms of its waveshape. 
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Class B amplifier An amplifier circuit that conducts for half of the input cycle. 
Collector One of the semiconductor regions in a BJT. 


Common-collector (CC) A BJT amplifier configuration in which the collector is the common 
(grounded) terminal. 


Common-drain (CD) A FET amplifier configuration in which the drain is the common terminal. 


Common-emitter (CE) A BJT amplifier configuration in which the emitter is the common 
(grounded) terminal. 


Common-source (CS) A FET amplifier configuration in which the source is the common terminal. 
Current gain The ratio of output current to input current. 

Cutoff The nonconducting state of a transistor. 

Depletion mode The condition in a FET when the channel is depleted of majority carriers. 

Drain One of the three terminals of a field-effect transistor. 

Emitter One of the three semiconductor regions in a BJT. 


Enhancement mode The condition of a MOSFET when the channel has an abundance of majority 
carriers. 


Feedback The process of returning a portion of a circuit’s output signal to the input in such a way 
as to create certain specified operating conditions. 


Gate One of the three terminals of a FET. 


JFET Junction field-effect transistor; a type of FET that operates with a reverse-biased junction to 
control current in a channel. 


MOSFET  Metal-oxide semiconductor field-effect transistor. 


Oscillator A circuit that produces a repetitive waveform on its output with only the de supply volt- 
age as an input. 


Power gain The ratio of output power to input power; the product of voltage gain and current gain. 
Q-point The dc operating (bias) point of an amplifier. 


Saturation The state of a transistor in which the output current is maximum and further increases 
of the input variable have no effect on the output. 


Source One of the three terminals of a FET. 


Transistor A semiconductor device that controls current between two terminals based on the cur- 
rent or voltage at a third terminal and is used for the amplification or switching of electrical signals. 


Voltage gain The ratio of output voltage to input voltage. 


1 Ig = Ic + Ip Bipolar transistor currents 
2 Ic = apcle Relationship of collector and emitter currents 
3 Tc = Bocls Relationship of collector and base currents 
4 Ve = Vec — IcRe Collector voltage 
5 Vg = Ve + Vee Base voltage 
6 Rw = BpcRe Input resistance at base 
R, . 
7 Vg = (stg vee Approximate base voltage 
8 Ve = Vg — 0.7V Emitter voltage 
9 Bac = fe ac beta 
Ty 
Rc ; ; 
10 A,= Rp Voltage gain, class A CE amplifier 
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R 
A, = ——<* 
le + RE 
R 
A, = — 
Te 
_ 25mV 
= Tr 
Rin = Bacle 
Rinttot) = Ry\| Rall Rin 
I 
Aj = — 
I, 
A, = A,A; 
R 
A, = —— 
le + RE 
Rin = BacRE 


A, & A; 


I c(sat) — 


Pout(max) = 0.25Vecle(sat) 
Vocle(sat) 
Ee Ge 


effnax = 0.785 


Vexcutott) = Vcc 


_ Vee 
Te(sat) = Re 
Tc(sat) 
Tgmin) = rome 
Ves = —IpRs 


Ves = +IpRs 
Vp = Von — JpRp 


Vps = Vpp — Jp(Rp + Rs) 
Vps = Vop — IpssRp 
R2 
Ves = (= :: zz)¥o 
Vos = Von — IpRp 
§&m = Ves 
A, &mRp 
£mRs 
. 1 + gyRs 
Ag = A,B 
_ 1 
f= 2a VLCy 
C1C, 
EG + G 
1 
Sf; = 
2a VIzCs 


CE voltage gain (unbypassed) 


CE voltage gain (bypassed) 


Internal emitter resistance 


CE input resistance (unbypassed) 


CE total input resistance 
CE current gain 

CE power gain 

CC voltage gain 


CC input resistance 


CC total input resistance 

CC current gain 

CC power gain 

Class B ac saturation current 
Class B output power (maximum) 
Class B input power 


Class B ideal maximum efficiency 


Vcr at cutoff 


Collector saturation current 


Minimum base current for saturation 


Self-bias voltage for n-channel JFET 
Self-bias voltage for p-channel JFET 
Drain voltage 

Drain-to-source voltage 
Drain-to-source voltage D- MOSFET 


Gate-to-source voltage E- MOSFET 
Drain-to-source voltage E-MOSFET 
FET transconductance 

CS voltage gain 

CD voltage gain 

Closed loop gain for an oscillator 


Colpitts frequency of oscillation 


Colpitts total feedback capacitance 


Hartley frequency of oscillation 
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1. In a bipolar transistor, if the base-emitter junction is reverse-biased, the transistor will be 
cutoff. 


When a transistor is saturated, an increase in base current is not possible. 


A load line is drawn between saturation and cutoff. 


The power gain of a CC amplifier is the same as the current gain. 


A class B amplifier is more efficient than a class A amplifier. 


A JFET is always operated with the gate-source junction forward-biased. 


The drain current when the gate-to-source voltage is zero is called Igss. 


The transconductance of a FET is the ratio of ac drain current to gate-to-source voltage. 


ermnnvnan wn 


ACD amplifier has a current gain less than 1. 


= 
= 


The input to a feedback oscillator is only the power supply voltage. 


Answers are at the end of the chapter. 


1. The n-type regions in an npn bipolar junction transistor are 
(a) collector and base (b) collector and emitter 
(c) base and emitter (d) collector, base, and emitter 


2. The n-region in a pnp transistor is the 
(a) base (b) collector (c) emitter (d) case 

3. For normal operation of an npn transistor, the base must be 
(a) disconnected (b) negative with respect to the emitter 
(c) positive with respect to the emitter (d) positive with respect to the collector 


4. The three currents in a BJT are 


(a) forward, reverse, and neutral (b) drain, source, and gate 
(c) alpha, beta, and sigma (d) base, emitter, and collector 
5. Beta (8) is the ratio of 
(a) collector current to emitter current (b) collector current to base current 
(c) emitter current to base current (d) output voltage to input voltage 
6. Alpha (q@) is the ratio of 
(a) collector current to emitter current (b) collector current to base current 
(c) emitter current to base current (d) output voltage to input voltage 


7. If the beta of a certain transistor operating in the linear region is 30 and the base current is 1 mA, 
the collector current is 


(a) 0.033 mA (b) 1 mA (c) 30mA (d) unknown 
8. If the base current of a transistor operating in the linear region increases, 
(a) the collector current increases and the emitter current decreases 
(b) the collector current decreases and the emitter current decreases 
(c) the collector current increases and the emitter current does not change 
(d) the collector current increases and the emitter current increases 
9. When an n-channel JFET is biased for conduction, the gate is 
(a) positive with respect to the source (b) negative with respect to the source 
(c) positive with respect to the drain (d) at the same voltage as the drain 


10. When the gate-to-source voltage of an n-channel JFET is increased, the drain current 


(a) decreases (b) increases (c) stays constant (d) becomes zero 
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11. When a negative gate-to-source voltage is applied to an n-channel MOSFET, it operates in the 
(a) cutoff state (b) saturated state 
(c) enhancement mode (d) depletion mode 
12. In a common-emitter (CE) amplifier, the capacitor from emitter to ground is called the 
(a) coupling capacitor (b) decoupling capacitor 
(c) bypass capacitor (d) tuning capacitor 
13. Ifthe capacitor from emitter to ground in a CE amplifier is removed, the voltage gain 
(a) increases (b) decreases 
(c) is not affected (d) becomes erratic 
14. When the collector resistor in a CE amplifier is increased in value, the voltage gain 
(a) increases (b) decreases 
(c) is not affected (d) becomes erratic 
15. The input resistance of a CE amplifier is affected by 
(a) aandr, (b) B andr, 
(c) R. and re (d) R., r-, and B 
16. The output signal of a CE amplifier is always 
(a) in phase with the input signal 
(b) out of phase with the input signal 
(c) larger than the input signal 
(d) equal to the input signal 
17. The output signal of a common-collector amplifier is always 
(a) in phase with the input signal 
(b) out of phase with the input signal 
(c) larger than the input signal 
(d) exactly equal to the input signal 
18. The largest theoretical voltage gain obtainable with a CC amplifier is 
(a) 100 (b) 10 (c) 1 (d) dependent of B 
19. In aclass A amplifier, the output signal is 
(a) distorted (b) clipped 
(c) the same shape as the input (d) smaller in amplitude than the input 
20. A class A amplifier conducts for 
(a) 90° of input cycle (b) 180° of input cycle 
(c) 270° of input cycle (d) 360° of input cycle 
21. Aclass B amplifier conducts for 
(a) 90° of input cycle (b) 180° of input cycle 
(c) 270° of input cycle (d) 360° of input cycle 
22. Feedback oscillators operate on the principle of 
(a) signal feedthrough (b) positive feedback 


(c) negative feedback (d) attenuation 


— Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1_ DC Operation of Bipolar Junction Transistors (BJTs) 


1. What is the value of Jc for Jz = 5.34 mA and Jp = 475 wA? 
2. What is the apc when Jc = 8.23 mA and Jg = 8.69 mA? 
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3. A certain transistor has an Jc = 25 mA and an Jp = 200 pA. Determine the Bpc. 


4. In a certain transistor circuit, the base current is 2% of the 30 mA emitter current. Determine 


the collector current. 


5. Find Jp, Jp, and Jc in Figure 70 given that apc = 0.98 and Bpc = 49. 


> FIGURE 70 


6. The transistor in Figure 70 is replaced with one having Bpc of 100. Assume apc = 0.98. 
Determine Jp, Jp, and Ic. 


7. Determine the emitter voltage with respect to ground in Figure 70. 


8. Determine the terminal voltages of each transistor with respect to ground for each circuit in 
Figure 71. Also determine Veg, Vgg, and Vgc. Bpc = 50. 


> FIGURE 71 
Ro = 430.0, 
Rp 
+ + 
= = Vcc 
Von * 20V =F aay ~24V 
Vv = Re 7 
= 10 kO a 
4vV 
(a) (b) 
9. Determine /p, Jc, and Vc in Figure 72. 
10. For the circuit in Figure 73, find Vp, Vx, Jp, Ic, and Vc. 
11. In Figure 73, what is Vcg? What are the Q-point coordinates? 
Voc 
a Vv Voc 
+12 V 
R, Re 
= sd 2kO 1.2kO 
22 kO, 
Bpc = 50 r——({.) Byc = 100 
+ 
v= Ry Re 
= 10kQ 680 0 
A FIGURE 72 A FIGURE 73 
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SECTION 2 BJT Class A Amplifiers 


12. 
age is 100 mV? 


13. 
14. 


A transistor amplifier has a voltage gain of 50. What is the output voltage when the input volt- 


To achieve an output of 10 V with an input of 300 mV, what voltage gain is required? 


A 50 mV signal is applied to the base of a properly biased transistor with Rg = 100 Q (unby- 


passed) and Rc = 500 ©. Determine the approximate signal voltage at the collector. 


15. 
16. 


Ry 
4.7kO 


17. 
(a) Vs (b) Ve 
18. 
(a) Rin (b) Rinctot) 


19. 


Determine the voltage gain for Figure 74. 


Oh WM 


(A, DA; 


Determine the following dc values for the amplifier in Figure 75: 
(e) Vo 
Determine the following ac values for the amplifier in Figure 75: 
(e) A, 


The amplifier in Figure 76 has a variable gain control, using a 100 © potentiometer for Rp with 


Determine each of the dc voltages, Vg, Vc, and Vx, with respect to ground in Figure 74. 


(f) Vor 


the wiper ac grounded. As the potentiometer is adjusted, more or less of Rp is bypassed to 
ground at the signal frequency, thus varying the gain. The total Rg remains constant to de 
because the capacitor is an open to dc, keeping the bias fixed. Determine the maximum and 
minimum gains for this amplifier. 


20. 
maximum gain? 


Ro 
3.3kO Co 


$1 Po 


A FIGURE 75 


r @ 1OMF Byc =75 
Bac =70 
=* | C3 
1.0kO, 100 uF 


12kQ 
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If a load resistance of 600 Q is placed on the output of the amplifier in Figure 76, what is the 


825 


TRANSISTORS AND APPLICATIONS 


21. Determine the voltage gain for the emitter-follower in Figure 77. 
22. What is the total input resistance in Figure 77? What is the dc output voltage? 


23. A load resistance is capacitively coupled to the emitter in Figure 77. In terms of signal 


operation, the load appears in parallel with Rg and reduces the effective emitter resistance. 
How does this affect the voltage gain? 


>» FIGURE 77 Voc 
+5.5 V 
° 
> 
Ry 
47kO, 
Cc 
Vin © } roe ) Boe= B,.= 100 
1uF 
e——_o Wau 
Ry RE 
47 kO 1.0kOQ 


SECTION 3_ BJT Class B Amplifiers 


24. Determine the dc voltages at the bases and emitters of Q; and Q) in Figure 78. Also determine 
Vcrg for each transistor. 


25. Determine the maximum peak output voltage and peak load current for the circuit in 


Figure 78. 
> FIGURE 78 Voc 
0+20V 
-——_® 
R For Q, and Q,: 
oi 390 0 Buc = B= 200 
} ? @ Q; #, = 150) 
10 uF D 
V>, é 
Vin o——* + [oo 
100 uF 
Cc, MWD, R, 
+ (eyo. 16.0 
10 uF Ry 
390 0 
26. The efficiency of a certain class B push-pull amplifier is 0.71, and the dc input power is 16.3 W. 
What is the ac output power? 
SECTION 4 The BJT asa Switch 
27. Determine /¢isqr) for the transistor in Figure 79. What is the value of Jg necessary to produce 
saturation? What minimum value of Vjy is necessary for saturation? 
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Voc Vec 

+5 V +15 V 
° ° 

= 10kQ = 1.2kO, 
¢—_____o ¢———__o 


A FIGURE 79 A FIGURE 80 


28. The transistor in Figure 80 has a Bpc of 150. Determine the value of Rg required to ensure 
saturation when Vjj is 5 V. What must Vjyj be to cut off the transistor? 


SECTION 5_ DC Operation of Field-Effect Transistors (FETs) 
29. The Vgg of a p-channel JFET is increased from 1 V to 3 V. 
(a) Does the depletion region narrow or widen? 
(b) Does the resistance of the channel increase or decrease? 
30. Why must the gate-to-source voltage of an n-channel JFET always be either 0 V or negative? 
31. Draw the schematic symbols for n-channel and p-channel D-MOSFETs and E-MOSFETs. 
Label the terminals. 
32. Explain why both types of MOSFETs have an extremely high input resistance at the gate. 
33. In what mode is an n-channel D-MOSFET operating with a positive Vgg? 


34. A certain E-MOSFET has a Vggcth) = 3 V. What is the minimum Vgg for the device to 
turn on? 


35. For each circuit in Figure 81, determine Vps and Vgs. 


Rg Rs Rg Rs Rg Rs 
10 MQ 1.0k0, 4.77MQ, 100 0 10 MQ 4700 
(a) (b) (c) 
A FIGURE 81 
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36. Determine in which mode (depletion or enhancement) each D-MOSFET in Figure 82 is biased. 


> FIGURE 82 +Vpp +Vpp 


Ry = Ro = Re = Ry 


Rg Rs Rg = Rs 


(a) (b) (c) (d) 


37. Each E-MOSFET in Figure 83 has a Vestn) of +5 V or —5 V, depending on whether it is an 
n-channel or a p-channel device. Determine whether each MOSFET is on or off: 


> FIGURE 83 Vpp Vpp 
+10V -25V 
° fe) 
a ——_———————_ 
Rp Rp 
R S47 MO. 1WkO RR, = 10 MO 4.7kO 


SECTION 6 FET Amplifiers 


38. Determine the voltage gain of each CS amplifier in Figure 84. 


Vpp Vpp 
+9 V +5 V 
° fo) 
Rp Rp 
1.2kOQ 2.2kO 
Cy 
Cc ¢ _—_° Vow Cy | Vous 
‘ne4| messms yop GE) oe 
g,=5.5 mS 
0 1uF 0.1 uF Ro m R, 
Rg Rg Cp 4.7 MQ 10kO 
10 MO, 560 0 1 uF = 
(a) (b) 
A FIGURE 84 
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39. Find the gain of each amplifier in Figure 85. 


40. Determine the gain of each amplifier in Figure 85 when a 10 kQ load is capacitively coupled 
from source to ground. 


Vpp Vpp 
+12V -9V 
[e) [e) 
Cc C 
Vi,o—| CB &m= 300048 ¥,,0 —| ) &n = 4300 HS 
0 : ae Vow O1 ue Voir 
Rg Rs Rg Rs 
10 MQ 4.7kO, 10 MQ 100.0 
(a) (b) 


A FIGURE 85 


SECTION 7_ Feedback Oscillators 


41. If the voltage gain of the amplifier portion of a feedback oscillator is 75, what must be the 
attenuation of the feedback circuit to sustain the oscillation? 

42. Generally describe the change required to the oscillator of Problem 41 in order for oscillation 
to begin when the power is initially turned on. 


43. Calculate the frequency of oscillation for each circuit in Figure 86 and identify each type of 
oscillator. 


20 wH GC 
0.002 uF 


= 
0.1 mH 2 —_ 


C) = 10,000 pF | 
+d 


(a) (b) 


A FIGURE 86 


SECTION 8 _ Troubleshooting 


44. Assume that Rs opens in Figure 62. Will Q> be in cutoff or in conduction? What dc voltage will 
you observe at the Q> collector? 


£ 45. Refer to Figure 62 and determine the general effect of each of the following failures: 
(a) C, opens (b) C3 opens (c) C4 opens (d) C) shorts 


(e) Base-collector junction of Q; opens (f) Base-emitter of Qo opens 
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46. What symptom(s) would indicate each of the following failures under signal conditions in 
Figure 87? 


(a) Q; open from drain to source (b) R3 open (c) C> shorted 
(d) C3 shorted (e) Q> open from drain to source 


> FIGURE 87 ° 0 +Vpp 


=k C3 Sk ic 
| Q, Q) 


|| MULTISIM TROUBLESHOOTING PROBLEMS 


oan 47. Open file P17-47; files are found at www.pearsonhighered.com/floyd/. Test the circuit. If there 
is a fault, identify it. 


48. Open file P17-48 and test the circuit. If there is a fault, identify it. 

49. Determine if there is a fault in the circuit in file P17-49. If so, identify it. 

50. Open file P17-50. Determine if the circuit is operating properly. If not, identify the fault. 
51. Open file P17-51. Determine if the circuit is operating properly. If not, identify the fault. 
52. Open file P17-52. Determine if the circuit is operating properly. If not, identify the fault. 
53. Open file P17-53. Determine if the circuit is operating properly. If not, identify the fault. 


SECTION REVIEWS 


SECTION 1_ DC Operation of Bipolar Junction Transistors (BJTs) 
1. The three regions of a BJT are emitter, base, and collector. 


2. Forward-reverse bias means that the base-emitter junction is forward-biased and the base- 
collector junction is reverse-biased. 


. Bpc is direct current gain. 

- Ic = Bpoclp = 1 mA 

. One source is required for voltage-divider bias. 
» Vp = (4.7 kO/26.7 kO)(30 V) = 5.28 V 


ann bk WwW 


SECTION 2 BJT Class A Amplifiers 
1. Amplification is the process of increasing the amplitude of an electrical signal. 
. The Q-point is the de operating point. 
. A, = R/Rp = 21.4 
. The bypass capacitor increases voltage gain. 
. The voltage gain of a CE amplifier is the ratio of collector resistance to total emitter resistance. 
A, = A, A; = 4700 
. An emitter-follower 
A 1 


2rrXtanea wn 


v(max) = 
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SECTION 3_ BJT Class B Amplifiers 
1. The Q-point is at cutoff. 
2. The barrier potential of the base-emitter junction causes crossover distortion. 
3. Effinax = 78.5% 


4. The push-pull configuration reproduces the input signal with greater efficiency. 


SECTION 4 The BJT asa Switch 
1. A switching transistor operates in saturation and cutoff. 
2. Jc is maximum at saturation. 
3. Ic = 0 A at cutoff. 
4 


. Saturation occurs when the base-emitter junction and base-collector junction are forward- 
biased, and there is sufficient base current. 


5; Vcr = Vec at cutoff. 


SECTION 5_ DC Operation of Field-Effect Transistors (FETs) 


. The three FET terminals are drain, source, and gate. 

. An n-channel JFET requires a negative Vgs. 

. Ip is controlled by Vgs. 

Vos = —IpRs = -8 V 

. Depletion/enhancement MOSFET; enhancement only MOSFET 
Yes, there is Jpg when Veg = 0 V. 

No, there is no Jpg when Veg = 0 V. 

. For Ves = 0 V, Ip = Ips. 

» Vos >2V 


eC rmrntavan wn 


SECTION 6 _ FET Amplifiers 
1. The A, of a CS FET amplifier is determined by g,, and Rp. 
2. Aj, is halved because Rp is halved. 


SECTION 7 Feedback Oscillators 


1. An oscillator is a circuit that produces a repetitive output waveform with no input signal. 

. Positive feedback; it provides attenuation and phase shift. 

. Conditions for oscillation are zero phase shift and unity voltage gain around the closed loop. 
. Start-up conditions are loop gain at least 1 and zero phase shift. 


. Four types of feedback oscillators are RC phase-shift, Colpitts, Hartley, and crystal. 


Ann Bb wW NY 


. Colpitts uses two capacitors, center-tapped to ground in parallel with an inductor. Hartley uses 
two coils, center-tapped to ground in parallel with a capacitor. 


7. Acrystal oscillator has a greater frequency stability. 


SECTION 8 _ Troubleshooting 
1. If Cy opens, the gain drops. The dc level would not be affected. 
2. Q> would be biased in cutoff. 


3. The collector voltage of Q, and the base voltage of Q2 would change. A change in Vp> will 
also cause Vp, Ig2, and Veo to change. 


4. (a) The ac signal will disappear because it is shorted to ground through the base-emitter junction 
and C4. 


(b) Yes, the dc level will decrease. 
5. Check for excess input signal voltage. 


6. Open bypass capacitor C2 or Cy will cause a loss of gain. 
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RELATED PROBLEMS FOR EXAMPLES 
Vp = 4.69 V; Ve = 3.99 V; Vo = 11.0 V: Voz = 7.01 V; Ig = 20 WA; Ip = 3.99 mA; 


1 


CerMmrmrAaun & Ww WY 


lll or tll oll =~ 
hw NF © 


Ic = 3.99mA 


Along the horizontal axis 


An 850 mV peak sine wave riding on a 6.16 V dc level 


235 

A, = 4.64 

5.89 

7.5 V; 469 mA 

12.5 W 

78.4 wA 

Vps = 2 V; Vas = —3.12 V 
6.8 V 

2.13 mA 


1.68 V peak-to-peak signal riding on a dc level of 8.4 V 


Rw = 7.5 MQ 


TRUE/FALSE QUIZ 


LT 2F 27 47 4T GF ZE 
SELF-TEST 

1. (b) 2. (a) 3. (c) 4. (d) 5. (b) 
9. (b) 10.(a) Ud) 12) 13. () 
17. (a) «18. (c) ~=—«:19. (ec) ~—- 20. (d)_~—so 221. (b) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


11. 
13. 
15. 
17. 


19. 
21. 
23. 
25. 
27. 
29. 
31. 


Ie = Be whei= 


SeSnunw 


. In = 13.6 pAs Ig = 


- 4.87 mA 


125 
1.3 mA; Ic 
1.3 V 


33.3 
199 
(a) 3.25 V (b) 2.55 V 
(d) = 2.55mA (e) 9.59 V 


Ay max) = 92.3; Aymin) = 2.91 
0.988 


= 1.27mA 


680 wA; Ve = 9.32 V 
Veg = 3.57 V; Q-point: Jc = 4.48 mA, Vog = 3.57 V 


(c) 2.55 mA 
(f) 7.04 V 


A, is reduced slightly (approximately 1%) 


10 V; 625 mA 

0.5 mA; 3.33 wA; 1.03 V 
(a) Narrows 

See Figure P-29. 


(b) Increases 


8. 


6. (a) 
14. (a) 
22. (b) 


a “9; 


F 


10. 


Ts '(G) 
15. (d) 
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8. (d) 
16. (b) 
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> FIGURE P-29 Drain Drain 
Gate Gate 
Source Source 
nchannel —p channel nchannel —p channel 
D-MOSFET E-MOSFET 


33. Enhancement mode 
35. (a) Vps = 6.3V; Vos = —1V 
(b) Vps = 7.29 V; Vos = —0.3 V 
(ec) Vps = —1.65 V; Veg = 2.35 V 
37. (a) On (b) Off 
39. (a) 0.934 (b) 0.301 
41. 0.0133 
43. (a) 528 kHz, Colpitts (b) 759 kHz, Hartley 


45. (a) If the bypass capacitor, C), opens, the voltage gain of the first stage and thus the overall 
gain decreases. The dc voltages and the currents are not affected. 


(b) If the coupling capacitor, C3, opens, the signal will not reach the second stage so V,,4 = 0V. 
The voltage gain of the first stage increases due to reduced loading. The dc voltages and 
currents are not affected. 


(c) If the bypass capacitor, Cy, opens, the voltage gain of the second stage and thus the overall 
gain decreases. The dc voltages and currents are not affected. 


(d) If C, shorts, the gain of the first stage does not change significantly (it is already an ac short), but 
the dc voltage of the first stage will change as Ry is shorted out. 


(e) If the BC junction of Q; opens, the signal will not pass through the first stage. The de volt- 
ages at the base, emitter, and collector of Q, will change. The dc voltages and currents in 
the second stage are not affected. 


(f) If the BE junction of Q> opens, the signal will not pass through the second stage. The 
dc voltages at the base, emitter, and collector of Q> will change. The dc voltages and cur- 
rents in the first stage are not affected. 


47. Base-collector junction is open. 
49. Drain and source are shorted. 
51. No fault 

53. C; is open. 


TS FOR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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CHAPTER OUTLINE 


| Introduction to the Operational Amplifier 
2 The Differential Amplifier 

+3 Op-Amp Parameters 

=~4 Negative Feedback 

~5  Op-Amp Configurations with Negative Feedback 
6 Op-Amp Resistances 

Troubleshooting 


Application Assignment: Putting Your Knowledge 
to Work 


CHAPTER OBJECTIVES 


® Discuss the basic op-amp 

® Explain the basic operation of a differential amplifier 
® Discuss several op-amp parameters 

@ Explain negative feedback in op-amp circuits 

=a Analyze op-amp configurations 


“@ Describe the effects of negative feedback on the basic op-amp 
configurations 


we 
MD LI Pp ee 
te Ny ry ® Troubleshoot op-amp circuits 
‘Ny hy 
pitty 


® Operational amplifier  Open-loop voltage gain 
Negative feedback 
Closed-loop voltage gain 


¢ 


¢ Differential amplifier 


& 
o 


> Single-ended mode 
Differential mode  Noninverting amplifier 
¢ Common mode  Voltage-follower 


& 
9 


» Common-mode rejection 
ratio (CMRR) 


Inverting amplifier 
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A APPLICATION ASSIGNMENT PREVIEW 


The subject of the application assignment in this chapter is ar 
spectrophotometer system that is used to analyze chemical 
solutions to determine their contents. The system combines 
electronic, mechanical, and optical technology to accomiieeg Be 
its task. The electronics portion uses a photocell and an »~ 
op-amp to detect the wavelength of light passing through 
the solution and to amplify the resulting signal prior to 

sending it to a processor for analysis and display. After 

studying this chapter, you should be able to complete the 
application assignment. 


VISIT THE COMPANION WEBSITE 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


INTRODUCTION 


The diode and transistor are individually packaged devices 
and are connected in a circuit with other individual devices 
to form a functional unit. Individually packaged devices are 
referred to as discrete components. 

In this chapter, linear integrated circuits (ICs), in which 
many transistors, diodes, resistors, and capacitors are fabri- 
cated on a single silicon chip and packaged in a single case 
to form an operational amplifier (op-amp) are introduced. 
The manufacturing process for ICs is complex and beyond “Y 
the scope of this coverage. 

In our study of operational amplifiers, we will treat the 
entire circuit as a single device; however, we will look at the, r 
input and output stages to understand how they affect cir- 


the output stage is a push-pull amplifier. A basic understand 
ing of these circuits will help you understand how op-amps ~ 
are used, but the details of the internal circuits are not our) a 
concern here. 


—_ Shel 


THE OPERATIONAL AMPLIFIER 


G4 1 INTRODUCTION TO THE OPERATIONAL AMPLIFIER 


Early operational amplifiers (op-amps) were used primarily to perform mathematical 
operations such as addition, subtraction, integration, and differentiation—hence the 
term operational. These early devices were constructed with vacuum tubes and 
worked with high voltages. Today’s op-amps are linear integrated circuits (ICs) that 
use relatively low dc supply voltages and are reliable and inexpensive. 


After completing this section, you should be able to 


>» FIGURE 1 


Op-amp symbols and packages. 
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Symbol and Terminals 


The standard operational amplifier symbol is shown in Figure 1(a). It has two input 
terminals, the inverting (—) input and the noninverting (+) input, and one output terminal. 
The typical op-amp requires two dc supply voltages, one positive and the other negative, as 
shown in Figure 1(b). Usually these dc voltage terminals are left off the schematic symbol 
for simplicity, but they are always understood to be there. Typical IC packages are shown 
in Figure 1(c). 


4+V 
Inverting 
input 

Output 

Noninverting 
input 

-V 

(a) Symbol (b) Symbol with de supply connections 


DIP 


SOIC PLCC 


(c) Typical packages. Looking from the top, pin | always is to the left of the 
notch or dot on the DIP and SOIC packages. The dot indicates pin | on the 
plastic-leaded chip carrier (PLCC) package. 


The Ideal Op-Amp 


To illustrate what an op-amp is, let’s consider its ideal characteristics. A practical op-amp, 
of course, falls short of these ideal standards, but it is much easier to understand and ana- 
lyze the device from an ideal point of view. 


@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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The ideal op-amp has infinite voltage gain and an infinite input resistance (open), so that 
it does not load the driving source. (Input resistance is sometimes called input impedance.) 
Also, it has a zero output resistance. (Output resistance is sometimes called output imped- 
ance.) These characteristics are illustrated in Figure 2. The input voltage, V;,, appears 
between the two input terminals, and the output voltage is A,,Vj,, as indicated by the symbol 
for internal voltage source. The concept of infinite input resistance is a particularly valuable 
analysis tool for the various op-amp configurations, which will be discussed in Section 5. 


<4 FIGURE 2 


Ideal op-amp representation. 


The Practical Op-Amp 


Although modern IC op-amps approach parameter values that can be treated as ideal in many 
cases, the ideal device can never be made. Any device has limitations, and the IC op-amp is no 
exception. Op-amps have both voltage and current limitations. Peak-to-peak output voltage, 
for example, is usually limited to slightly less than the two supply voltages. Output current is 
also limited by internal restrictions such as power dissipation and component ratings. 

Characteristics of a practical op-amp are high voltage gain, high input resistance, and 
low output resistance, as illustrated in Figure 3. 


<4 FIGURE 3 


Practical op-amp representation. 


o V, 


out 


Internal Block Diagram of an Op-Amp 


A typical op-amp is made up of three types of amplifier circuits: a differential amplifier, a 
voltage amplifier, and a push-pull amplifier, as shown in Figure 4. 


Differential Voltage Bushspu - 
ae b amplifier 
Vin amplifier amplifier(s) 
input stage gain stage oe 
O P stage 


A FIGURE 4 


Basic internal arrangement of an op-amp. 
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A differential amplifier is the input stage for the op-amp; it has two inputs and provides 
amplification of the difference voltage between the two inputs. The voltage amplifier is usu- 
ally aclass A amplifier that provides additional op-amp gain. Some op-amps may have more 
than one voltage amplifier stage. A push-pull class B amplifier is used for the output stage. 


he symbol for an op-amp. 

cribe the ideal op-amp. 

cribe some of the characteristics of a practical op-amp. 
st the amplifier stages in a typical op-amp. 


2 THE DIFFERENTIAL AMPLIFIER 


The op-amp, in its basic form, uses differential amplifiers for its input stage. Because 
the differential amplifier (diff-amp) is fundamental in the op-amp’s internal operation, 
it is useful to have a basic understanding of this type of circuit. 


After completing this section, you should be able to 


¢ Explain the basic operation of a differential amplifier 


¢ Describe single-ended input operation 


A differential amplifier is an amplifier that produces an output proportional to the dif- 
ference of two inputs. A basic differential amplifier circuit and its symbol are shown in 
Figure 5. The diff-amp stages that make up part of the op-amp provide high voltage gain 
and common-mode rejection (defined later in this section). Notice that the differential 
amplifier has two outputs where the op-amp has only one output. Also, there is a positive 
and a negative supply voltage (+ Vcc and — Vg). The differential amplifiers in this text use 
BJTs. FETs can be used where very high input resistance is required. 


> FIGURE 5 +c 
Basic differential amplifier. I 
= Ro = Rey 
Output Output 1 1 
1 o———_ o#——o 
Input Input Inputs Outputs 
I —f| ) ( )— 2 
Q Q) 2 2 
Ry 
Veg 
(a) Circuit (b) Symbol 
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Basic Operation 


Although an op-amp typically has more than one diff-amp stage, we will use a single diff- 
amp to illustrate the basic operation. The following discussion is in relation to Figure 6 and 
consists of a basic dc analysis of the diff-amp’s operation. 

First, when both inputs are grounded (0 V), the emitters are at —0.7 V, as indicated in 
Figure 6(a). It is assumed that the transistors are identically matched by careful process 
control during manufacturing so that their dc emitter currents are the same when there is no 
input signal. Thus, 


Tp = Ip 
Since both emitter currents combine through Rp, 


Trp 
Tg) = Ip = Es 
where 
_ Ve — Veg 
Try. R 
E 


MT, I 
| "Ven 


(a) Both inputs grounded (b) Bias voltage on input | with input 2 grounded 


UR 


(c) Bias voltage on input 2 with input 1 grounded 


A FIGURE 6 


Basic operation of a differential amplifier (ground is 0 V) showing relative changes in the collector voltages. 


839 


www.EngineeringBooksPdf.com 


THE OPERATIONAL AMPLIFIER 


Based on the approximation that Jc = J/g, it can be stated that 


hippie 

Cl C2 = 5 
Since both collector currents and both collector resistors are equal (when the input voltage 
is zero), 


Vor = Vor = Vee ~ IeiRei 


This condition is illustrated in Figure 6(a). 

Next, input 2 remains grounded and a positive bias voltage is applied to input 1, as 
shown in Figure 6(b). The positive voltage on the base of Q, increases Jc, and raises the 
emitter voltage. This action reduces the forward bias (Vp) of Q> because its base is held at 
0 V (ground), thus causing Jc) to decrease. The net result is that the increase in J¢, causes 
a decrease in Vc), and the decrease in J; causes an increase in Vc9, as shown. 

Finally, input 1 is grounded and a positive bias voltage is applied to input 2, as shown in 
Figure 6(c). The positive bias voltage causes Q, to conduct more, thus increasing J¢>. Also, 
the emitter voltage is raised. This reduces the forward bias of Q, because its base is held at 
ground and causes J; to decrease. The result is that the increase in J¢7 produces a decrease 
in Vco, and the decrease in J¢, causes Vc; to increase as shown. 


Modes of Signal Operation 


Single-Ended Input When a diff-amp is operated in the single-ended mode, one input 
is grounded and the signal voltage is applied only to the other input, as shown in Figure 7. 
In the case where the signal voltage is applied to input 1, as in part (a), an inverted, 
amplified signal voltage appears at output | as shown. Also, a signal voltage appears in 


> FIGURE 7 +Vec 


Single-ended input operation of a 
differential amplifier. 


out2 


V, 


out! 


(b) 
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phase at the emitter of Q;. Since the emitters of Q; and Q» are common, this emitter signal 
becomes an input to Q5, which functions as a common-base amplifier. The signal is ampli- 
fied by Q> and appears, noninverted, at output 2. This action is illustrated in part (a). 

In the case where the signal is applied to input 2 with input 1 grounded, as in Figure 7(b), 
the emitter signal becomes an input to Q), and an inverted, amplified signal voltage appears 
at output 2. In this situation, Q; acts as a common-base amplifier, and a noninverted, ampli- 
fied signal appears at output 1. 


Differential Input In the differential mode, two signals of opposite polarity (out of 
phase) are applied to the inputs, as shown in Figure 8(a). This type of operation is also 
referred to as double-ended. Each input affects the outputs, as you will see in the following 
discussion. 


= 


ind 


(a) Differential inputs (b) Outputs due to V;,,,; 


V. 
V 


out2 


\ 
| \ Vint 
out! 
\ 


_ Vin2 oe Vina 
(c) Outputs due to V;,,5 (d) Total outputs due to differential inputs 
A FIGURE 8 


Differential operation of a differential amplifier. 


Figure 8 (b) shows the output signals due to the signal on input | acting alone as a 
single-ended input. Figure 8(c) shows the output signals due to the signal on input 2 acting 
alone as a single-ended input. In parts (b) and (c), notice that the signals on output | are of the 
same polarity. The same is also true for output 2. By superimposing both output | signals and 
both output 2 signals, you get the total differential operation, as pictured in Figure 8(d). 


Common-Mode Input One of the most important aspects of the operation of a diff-amp 
can be seen by considering the common-mode condition. Any ac or dc voltage that is 
identical on both inputs is a common-mode signal. Consider the two signals shown in 
Figure 9(a), which have the same amplitude, frequency, and phase relationship. Again, by 
considering each input as acting alone, you can understand the basic operation. 

Figure 9 (b) shows the output signals due to the signal only on input 1, and part (c) 
shows the output signals due to the signal on only input 2. Notice in parts (b) and (c) that 
the signals on output | are of the opposite polarity, and so are those on output 2. When the 
input signals are applied to both inputs, the outputs are superimposed and they cancel, 
resulting in a near zero output voltage, as shown in Figure 9(d). 
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“ Vina 


(a) Common-mode inputs 


Vin2 


(c) Outputs due to V;,,5 


Equation 1 


Equation 2 
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V, 


out2 


me 
ae ‘ 
! 
Vout! Tae 
WN 
oe Output signals of 
a Me . ra equal amplitude but 
Vout2 oa 0V_ opposite phase 
ee Oy cancel, producing 


0 V on each output. 


(d) Ouputs cancel when common-mode signals are applied 


A FIGURE 9 


Common-mode operation of a differential amplifier. 


This action is called common-mode rejection. Its importance can be seen in the situa- 
tion where an unwanted signal appears commonly on both diff-amp inputs. Common- 
mode rejection means that this unwanted signal will not appear on the outputs to distort 
the desired signal. Common-mode signals (noise) generally are the result of the pick-up 
of radiated energy on the input lines, from adjacent lines, or the 60 Hz power line, or other 
sources. Differential amplifiers are very efficient at rejecting low-frequency common- 
mode signals like power line interference, but they usually cannot reject very high inter- 
fering signals such as those caused by high-frequency switching noise. In cases where 
high-frequency noise is present, shielding the signal lines may be necessary. 


Common-Mode Rejection Ratio, CMRR 


Desired signals appear on only one input or with opposite polarities on both input lines. 
These desired signals are amplified and appear on the outputs as previously discussed. 
Unwanted signals (noise) appearing with the same polarity on both input lines are essen- 
tially canceled by the diff-amp and do not appear on the outputs. The measure of an ampli- 
fier’s ability to reject common-mode signals is a parameter called the common-mode 
rejection ratio (CMRR). 

Ideally, a diff-amp provides a very high gain for desired signals (single-ended or differ- 
ential), and zero gain for common-mode signals. Practical diff-amps, however, do exhibit a 
very small common-mode gain (usually much less than 1), while providing a high differ- 
ential voltage gain (usually several thousand). The higher the differential gain with respect 
to the common-mode gain, the better the performance of the diff-amp in terms of rejection 
of common-mode signals. This suggests that a good measure of the diff-amp’s perform- 
ance in rejecting unwanted common-mode signals is the ratio of the differential gain, A,~, 
to the common-mode gain, A;,,,. This ratio is the common-mode rejection ratio, CMRR. 


Ava ) 
Acm 
The higher the CMRR, the better. A very high value of CMRR means that the differential 


gain A,q) is high and the common-mode gain A,,,, is low. 
The CMRR is often expressed in decibels (dB) as 


CMRR = 


Aya) 
CMRR = 20 log 


cm 
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EXAMPLE 1 


Solution 


Related Problem* 


A certain diff-amp has a differential voltage gain of 2000 and a common-mode gain of 
0.2. Determine the CMRR and express it in decibels. 


Aya = 2000 and A,», = 0.2. Therefore, 


Aya 2000 
CMRR 10,000 
ae 0.2 


Expressed in decibels, 


CMRR = 20 log(10,000) = 80 dB 


Determine the CMRR and express it in dB for an amplifier with a differential voltage 
gain of 8500 and a common-mode gain of 0.25. 


* Answers are at the end of the chapter. 


A CMRR of 10,000, for example, means that the desired input signal (differential) is 
amplified 10,000 times more than the unwanted noise (common-mode). So, as an example, 
if the amplitudes of the differential input signal and the common-mode noise are equal, the 
desired signal will appear on the output 10,000 times greater in amplitude than the noise. 
Thus, the noise or interference has been essentially eliminated. 

Example 2 illustrates further the idea of common-mode rejection and the general signal 


operation of the diff-amp. 


EXAMPLE 2 


The diff-amp shown in Figure 10 has a differential voltage gain of 2500 and a CMRR 
of 30,000. In part (a), a single-ended input signal of 500 V rms is applied. At the 
same time a 100 mV, 60 Hz common-mode interference signal appears on both inputs 
as a result of radiated pick-up from the ac power system. In part (b), differential input 
signals of 500 V rms each are applied to the inputs. The common-mode interference 
is the same as in part (a). 


(a) Determine the common-mode gain. 
(b) Express the CMRR in cB. 
(c) Determine the rms output signal for parts (a) and (b). 


(d) Determine the rms interference voltage on the output. 


OV, 


out! 


O Vout2 


Vom A) 


(b) 


A FIGURE 10 
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CMRR = A,ya/Acm- Therefore, 


Ava) 2500 
CMRR 30,000 


CMRR = 20 log(30,000) = 89.5 dB 


Acm = = 0.083 


(c) In Figure 10(a), the differential input voltage, Vj“), is the difference between the 


voltage on input | and that on input 2. Since input 2 is grounded, the voltage is 
zero. Therefore, 


Vind) = Waal be Vino = 500 pV — 0V = 500 pV 
The output signal voltage in this case is taken at output 1. 
Vout = Aya Vina) = (2500)(500 wV) = 1.25 V rms 


In Figure 10(b), the differential input voltage is the difference between the two 
opposite-polarity, 500 wV signals. 


VO ieee To SOO V = (=500 4V) = 1000 u4V = 1 mV 
The output signal voltage is 
Vout = Aya Ving = (2500) mV) = 2.5 V rms 


This shows that a differential input (two opposite-polarity signals) results in a gain 
that is double that for a single-ended input. 


The common-mode input is 100 mV rms. The common-mode gain A,,, is 0.083. 
The interference voltage on the output, therefore, is 
Veawitea) 
Brag a Vee 
in(cm) 
Vourcem) = AcmVin(em) = (0.083)100 mV) = 8.3 mV 


The amplifier in Figure 10 has a differential voltage gain of 4200 and a CMRR of 
25,000. For the same single-ended and differential input signals as described in the 
example: (a) Find A,,,. (b) Express the CMRR in dB. (c) Determine the rms output 
signal for parts (a) and (b) of the figure. (d) Determine the rms interference (common- 
mode) voltage appearing on the output. 


h between differential and single-ended inputs. 
nmon-mode rejection. 


lue of differential gain, does a higher CMRR result in a higher or lower 
node gain? 


Gs 3 Op-AMP PARAMETERS 


In this section, several important op-amp parameters are defined. (These are listed in 
the objectives that follow.) Also, several popular IC op-amps are compared in terms of 
these parameters. 


844 


www.EngineeringBooksPdf.com 


THE OPERATIONAL AMPLIFIER 


After completing this section, you should be able to 
¢ Discuss several op-amp parameters 
Define input offset voltage 
¢ Discuss input offset voltage drift with temperature 
¢ Define input bias current 


¢ Define input resistance 


¢ Define input offset current 


Input Offset Voltage, Vos 


The ideal op-amp produces zero volts out for zero volts in. In a practical op-amp, however, 
a small de voltage, Vour(error, Appears at the output when no differential input voltage is 
applied. Its primary cause is a slight mismatch of the base-emitter voltages of the differen- 
tial input stage of an op-amp. 

As specified on an op-amp data sheet, the input offset voltage, Vog, is the differential dc 
voltage required between the inputs to force the differential output to zero volts. Typical 
values of input offset voltage are in the range of 2 mV or less. In the ideal case, it is 0 V. 


Input Offset Voltage Drift with Temperature The input offset voltage drift is a pa- 
rameter related to Vog that specifies how much change occurs in the input offset voltage for 
each degree change in temperature. Typical values range anywhere from about 5 wV per 
degree Celsius to about 50 V per degree Celsius. Usually, an op-amp with a higher nom- 
inal value of input offset voltage exhibits a higher drift. Extremely low-drift op-amps are 
available for precision applications that have input offset drift of less than 0.02 wV/°C. 


Input Bias Current, Ipjas 


You have seen that the input terminals of a diff-amp are the transistor bases and, therefore, 
the input currents are the base currents. 

The input bias current is the direct current required by the inputs of the amplifier to 
properly operate the first stage. By definition, the input bias current is the average of both 
input currents and is calculated as follows: 


+h 
Tgias = } 


The concept of input bias current is illustrated in Figure 11. 


Input Resistance, Rin 


Two basic ways of specifying the input resistance of an op-amp are the differential and the 
common mode. The differential input resistance is the total resistance, Rj, air), between the 


L 
Vy, 
+t 
vf aL 2 
BIAS ar ae 
A FIGURE 11 


Input bias current is the average of 


the two op-amp input currents. 


Equation 3 
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> FIGURE 12 


Op-amp input resistance. 


Equation 4 


> FIGURE 13 


Effect of input offset current. 
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inverting and the noninverting inputs, as illustrated in Figure 12(a). Differential resistance 
is measured by determining the change in bias current for a given change in differential 
input voltage. The common-mode input resistance is the resistance, (Rin), between each 
input and ground and is measured by determining the change in bias current for a given 
change in common-mode input voltage. It is depicted in Figure 12(b). 


(a) Differential input resistance (b) Common-mode input resistance 


Input Offset Current, Ig; 


Ideally, the two input bias currents are equal, and thus their difference is zero. In a practi- 
cal op-amp, however, the bias currents are not exactly equal. 

The input offset current is the difference of the input bias currents, expressed as an 
absolute value. 


Tos = | -— hl 


Actual magnitudes of offset current are usually at least an order of magnitude (ten times) 
less than the bias current. In many applications, the offset current can be neglected. How- 
ever, high-gain, high-input resistance amplifiers should have as little Jog as possible because 
the difference in currents through large input resistances develops a substantial offset voltage, 
as shown in Figure 13. 


© Voutcerror) 


+Vp2 oO 


The offset voltage developed by the input offset current is 
Vos = TiRin — 1Rin = UT — 1)Rin 
Vos = losRin 


The error created by Jos is amplified by the gain, A,, of the op-amp and appears in the 
output as 


VoutTcerror) = A,losRin 


A change in offset current with temperature affects the error voltage. Values of temper- 
ature coefficient for the offset current in the range of 0.5 nA/°C are common. 
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Output Resistance 


The output resistance is the resistance, Rp,;, Viewed from the output terminal of the op-amp, 
as indicated in Figure 14. 


<¢ FIGURE 14 


Op-amp output resistance. 


Common-Mode Input Voltage Range 


All op-amps have limitations on the range of voltages over which they will operate. The 
common-mode input voltage range is the range of input voltages which, when applied to 
both inputs, will not cause clipping or other output distortion. Many op-amps have 
common-mode input voltage ranges of +10 V with dc supply voltages of +15 V. 


Open-Loop Voltage Gain, A,, 


The open-loop voltage gain of the op-amp is the internal voltage gain of the device and 
represents the ratio of output voltage to input voltage when there are no external compo- 
nents. The open-loop voltage gain is set entirely by the internal design. Open-loop voltage 
gain can range to 200,000 or more. Data sheets often refer to the open-loop voltage gain as 
the large-signal voltage gain. 


Common-Mode Rejection Ratio, CMRR 


The common-mode rejection ratio (CMRR), as discussed in conjunction with the diff-amp, 
is a measure of an op-amp’s ability to reject common-mode signals. The differential 
voltage gain (A,,q)) of an op-amp is generally defined as its open-loop gain (A,)). An infi- 
nite value of CMRR means that the output is zero when the same signal is applied to both 
inputs (common-mode). 

An infinite CMRR is never achieved in practice, but a good op-amp does have a very high 
value of CMRR. As previously discussed, common-mode signals are undesired interference 
voltages such as 60 Hz power-supply ripple and noise voltages due to pickup of radiated 
energy. A high CMRR enables the op-amp to virtually eliminate these low-frequency inter- 
ference signals from the output. 

The accepted definition of CMRR for an op-amp is the open-loop voltage gain (A,)) 
divided by the common-mode gain (A,,,,). 


cMRR = 22 
Acm 


CMRR is commonly expressed in decibels as follows: 


Agi 
CMRR = 201og( = 


cm 
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EXAMPLE 3 


Solution 


Related Problem 


A certain op-amp has an open-loop voltage gain of 100,000 and a common-mode gain 
of 0.25. Determine the CMRR and express it in decibels. 


CMRR = 22%. = 100:009 _ 400,000 
aS 0.25 ‘ 


CMRR = 20 log(400,000) = 112 dB 


If a particular op-amp has a CMRR of 90 dB and a common-mode gain of 0.4, what is 
the open-loop voltage gain? 


Equation 9 


Slew Rate, SR 


The maximum rate of change of the output voltage in response to a step input voltage is the 
slew rate of an op-amp. The slew rate is dependent upon the high frequency response of 
the amplifier stages within the op-amp. The high frequency response is limited only by the 
junction capacitances of the transistors. The low frequency response goes down to de (0 Hz) 
because there are no coupling capacitors. 

Slew rate is measured with an op-amp connected as shown in Figure 15(a). This partic- 
ular op-amp connection is a unity-gain, noninverting configuration that will be discussed in 
Section 5. It gives a worst-case (slowest) slew rate. As shown in part (b), a pulse is applied 
to the input, and the ideal output voltage is measured. The width of the input pulse must be 
sufficient to allow the output to “slew” from its lower limit to its upper limit, as shown. As 
you can see, a certain time interval, Ar, is required for the output voltage to go from its 
lower limit —V,,,,, to its upper limit + V,,,,,, once the input step is applied. The slew rate is 
expressed as 


Vout 


Slew rate = 
At 


where AV,47 = +Vinax — (—Vinax). The unit of slew rate is volts per microsecond (V/s). 


Vig #V nay 
Vin ° e 
= R Vout 0 
— = inate |\<——— At ———~| 
(a) Test circuit (b) Step input voltage and the resulting 
output voltage 
A FIGURE 15 


Measurement of slew rate. 
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EXAMPLE 4 


Solution 


Related Problem 


The output voltage of a certain op-amp appears as shown in Figure 16 in response to a 
step input. Determine the slew rate. 


FIGURE 16 


Your (V) 


10 
9 


The output goes from the lower to the upper limit in 1 ws. Since this response is not 
ideal, the limits are taken at the 90% points, as indicated. Thus, the upper limit is +9 V 
and the lower limit is —9 V. The slew rate is 
AW tO = (DN) 
At lps 


Slew rate = = 18 V/ps 


When a pulse is applied to an op-amp, the output voltage goes from —8 V to +7 V in 
0.75 ws. What is the slew rate? 


Comparison of Op-Amp Parameters 


Depending on the requirements for an application, a designer can choose to optimize one 
or more specifications for op-amps. Manufacturers provide selection guides to help tailor 
the requirements to a specific op-amp. Table 1 shows some key specifications for a few 
popular op-amps; there are many other specifications that may need to be considered for a 
given application (such as noise specifications, power requirements, bandwidth, output 
current, and drift). Complete specifications are given in the manufacturer’s data sheets. 


TABLE 1 
OP-AMP Vos (mV) Ipias (NA) = Rin (MQ) ~~ Ags (X10) SR (V/s) CMRR (dB) COMMENT 
AD8009AR 5 150 — — 5500 50 Ultra fast, current feedback 
AD8041A ffi 2000 0.16 0.056 160 74 BW = 160 Hz, rail-to-rail 
AD8055A 5 1200 10 0.0035 1400 82 Very fast voltage feedback 
LF353 5 0.050 to 3.0 13 100 Low cost, JFET inputs 
LMIO1A Tes) 250 ls) 0.16 — 80 General-purpose 
LM741C 6 500 0.3 0.20 0.5 70 Industry standard; low cost 
LMP2021 +0.005 0.025 — 100 2.6 139 Very low drift, precision 
OP113E 0.075 600 — 2.4 Ne 100 General-purpose 
OP177A 0.01 5) 26 12 0.3 130 Very high CMRR 
OP184E 0.065 350 — 0.24 DA 60 Precision, rail-to-rail 
OPA365 0.2 0.010 —_— 1.0 2D) 100 Low power, low noise 
OPA827 0.15 0.015 10 1.0 28 114 Low noise, precision 
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Other Features 


Most available op-amps have three important features: short-circuit protection, no latch-up, and 
input offset nulling. Short-circuit protection keeps the circuit from being damaged if the output 
becomes shorted. The no-latch-up feature prevents the op-amp from hanging up in one output 
state (high or low voltage level) under certain input conditions. Input offset nulling is achieved 
by an external potentiometer that sets the output voltage at precisely zero with zero input. 


1 OF More op-amp parameters. 
| parameters, not including frequency response, that are frequency dependent. 


e advantage of a high CMRR? 
the units for slew rate? 


4 NEGATIVE FEEDBACK 


Negative feedback is one of the most useful concepts in electronics, particularly in 
op-amp applications. Negative feedback is the process whereby a portion of the output 
voltage of an amplifier is returned to the input with a phase angle that opposes (or 
subtracts from) the input signal. 


After completing this section, you should be able to 


¢ Explain negative feedback in op-amp circuits 


Negative feedback is illustrated in Figure 17. A sample of the output signal is returned 
by the feedback network to the inverting (—) input of the differential amplifier. The op-amp 
has extremely high gain and amplifies the difference in the signals applied to the inverting 
and noninverting inputs. A very tiny difference in these two signals is all the op-amp needs 
to produce the required output. When negative feedback is present, the noninverting and 
inverting inputs are nearly identical. This concept can help you figure out what signal to 
expect in many op-amp circuits. 


>» FIGURE 17 og 


Illustration of negative feedback. Vin 


Feedback 
network 


Now let’s review how negative feedback works and why the signals at the inverting and 
noninverting terminals are nearly identical when negative feedback is used. Assume a 1.0 V 
input signal is applied to the noninverting terminal and the open-loop gain of the op-amp is 
100,000. The amplifier responds to the voltage at its noninverting input terminal and moves 
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the output toward saturation. Immediately, a fraction of this output is returned to the inverting 
terminal through the feedback path. However, if the feedback signal reaches 1.0 V, there is 
nothing left for the op-amp to amplify! Thus, the feedback signal tries (but never quite suc- 
ceeds) in matching the input signal. The gain is controlled by the amount of feedback used. 
When you are troubleshooting an op-amp circuit with negative feedback present, remember 
that the two inputs will look identical on a scope but in fact are very slightly different. 

Now suppose something happens that reduces the internal gain of the op-amp. This causes 
the output signal to drop a small amount, returning a smaller signal to the inverting input via the 
feedback path. This means the difference between the signals is larger than it was. The output 
increases, compensating for the original drop in gain. The net change in the output is so small, 
it can hardly be measured. The main point is that any variation in the amplifier is immediately 
compensated for by the negative feedback, resulting in a very stable, predictable output. 


Why Use Negative Feedback? 


As you have seen, the inherent open-loop gain of a typical op-amp is very high (usually greater 
than 100,000). Therefore, an extremely small difference in the two input voltages drives the 
op-amp into its saturated output states. In fact, even the input offset voltage of the op-amp can 
drive it into saturation. For example, assume V;, = 1 mV and A,; = 100,000. Then, 


VinAoi = (1 mV)(100,000) = 100 V 


Since the output level of an op-amp can never reach 100 V, it is driven into saturation and 
the output is limited to its maximum output levels, as illustrated in Figure 18 for both a pos- 
itive and a negative input voltage of | mV. 


max 


1mV -Il mV 


max 


A FIGURE 18 


Without negative feedback, an extremely small difference in the two input voltages drives the op-amp 
to its output limits and it becomes nonlinear. 


The usefulness of an op-amp operated in this manner is severely restricted and is 
generally limited to comparator applications. With negative feedback, the overall 
closed-loop voltage gain (A,,) can be reduced and controlled so that the op-amp can 
function as a linear amplifier. In addition to providing a controlled, stable voltage gain, 
negative feedback also provides for control of the input and output resistances and 
amplifier bandwidth. Table 2 summarizes the general effects of negative feedback on 
op-amp performance. 


Vv TABLE 2 
VOLTAGE GAIN INPUT R OUTPUT R BANDWIDTH 
Without negative Az, is too high for Relatively high Relatively low Relatively narrow 
feedback linear amplifier (see Table 1) (because the gain 
applications is so high) 
With negative Ac is set to desired Can be increased Can be reduced to Significantly wider 
feedback value by the or reduced to a desired a desired value 
feedback network value depending on 


type of circuit 
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are the benefits of negative feedback in an op-amp circuit? 
it necessary to reduce the gain of an op-amp from its open-loop value? 


oubleshooting an op-amp circuit in which negative feedback is present, what 
ju expect to observe on the input terminals? 


Ge 5 Op-Amp CONFIGURATIONS WITH NEGATIVE FEEDBACK 


An op-amp can be connected in two basic ways using negative feedback to stabilize 
the gain. The extremely high open-loop gain of an op-amp creates an unstable situa- 
tion because a small noise voltage on the input can be amplified to a point where the 
amplifier is driven out of its linear region. Also, unwanted oscillations can occur. In 
addition, the open-loop gain parameter of an op-amp can vary greatly from one device 
to the next. Negative feedback takes a portion of the output and applies it back out of 
phase with the input, creating an effective reduction in gain. This closed-loop gain is 
usually much less than the open-loop gain and independent of it. 


Closed-Loop Voltage Gain, A,; 


The closed-loop voltage gain is the voltage gain of an op-amp with negative feedback. 
The amplifier configuration consists of the op-amp and an external feedback network that 
connects the output to the inverting input. The closed-loop voltage gain is then determined 
by the component values in the feedback network and can be precisely controlled by them. 


Noninverting Amplifier 


An op-amp connected in a closed-loop configuration as a noninverting amplifier is 
shown in Figure 19. The input signal is applied to the noninverting (+) input. A portion of 
the output is applied back to the inverting (—) input through the feedback network. This 


» FIGURE 19 


Noninverting amplifier. 


y 


= network 


Feedback 
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constitutes negative feedback. The feedback fraction, B, is determined by Ry and R;, which 
form a voltage-divider. The attenuation of the feedback network is the portion of the output 
returned to the inverting input and determines the gain of the amplifier as you will see. This 
smaller feedback voltage, Vp, can be written 


R. 
Ls ( ; a Vour = BVout 


The differential voltage, Vag, between the op-amp’s input terminals is illustrated in 
Figure 20 and can be expressed as 


Vaigg = Vin — Ve 


This input differential voltage is forced to be very small as a result of the negative feedback 
and the high open-loop gain, A,;. Therefore, a close approximation is 


Vin a Vp 
By substitution, 
Vin c=, BV out 
Rearranging, 
Vout = I 
Vin B 


The ratio of the output voltage to the input voltage is the closed-loop gain. This result 
shows that the closed-loop gain for the noninverting amplifier, A;jqy, is approximately 


Vout 1 
Acunt = =— 
Vin B 
<4 FIGURE 20 
gavin “| Ve, Differential input, Vi, — Vy. 
Vin = 
R, 
f 
Vp 


The fraction of the output voltage, V,,,,,, that is returned to the inverting input is found by 
applying the voltage-divider rule to the feedback network. 


R, + R 
Rearranging, 
Vout (= oy =) 
Vn NOR 
which can be expressed as follows: 
Ry 
Agny = 1 + R, 


Equation 10 shows that the closed-loop voltage gain, A,yjq, of the noninverting (NI) 
amplifier is not dependent on the op-amp’s open-loop gain but can be set by selecting 
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values of R; and Ry. This equation is based on the assumption that the open-loop gain is very 
high compared to the ratio of the feedback resistors, causing the input differential voltage, 
Vaigs to be very small. In nearly all practical circuits, this is an excellent assumption. 


loop voltage gain of the amplifier in Figure 21. 


Vin 
Vout 


Ry 
100 kQ 


® 
4.7kO, 


y op-amp configuration. Therefore, the closed-loop voltage gain is 


R 
fF 100kQ 

Pee = 1 + = 22. 
Aci R; 4.7kQ : 


creased to 150 kQ, determine the closed-loop gain. 


les are found at www.pearsonhighered.com/floyd/. Measure 
‘the amplifier. Change Ry to 150 kQ and measure the gain. 


Voltage-Follower The voltage-follower configuration is a special case of the nonin- 
verting amplifier where all of the output voltage is fed back to the inverting (—) input by a 
straight connection, as shown in Figure 22. As you can see, the straight feedback 
connection has a voltage gain of approximately 1. The closed-loop voltage gain of a non- 
inverting amplifier is 1/B as previously derived. Since B = 1, the closed-loop gain of the 
voltage-follower is 


Acvr) = 1 


> FIGURE 22 
Op-amp voltage-follower. 


out 


The most important features of the voltage-follower configuration are its very high 
input resistance and its very low output resistance. These features make it a nearly ideal 
buffer amplifier for interfacing high-resistance sources and low-resistance loads. This is 
discussed further in Section 6. 


Inverting Amplifier 


An op-amp connected as an inverting amplifier with a controlled amount of voltage gain 
is shown in Figure 23. The input signal is applied through a series input resistor (R;) to 
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Rr <4 FIGURE 23 


Inverting amplifier. 


Vout 


in 


the inverting (—) input. Also, the output is fed back through R; to the inverting input. The 
noninverting (+) input is grounded. 

The ideal op-amp parameters, in particular, the infinite input resistance, are useful for 
analyzing the inverting amplifier. An infinite input resistance implies that there is no cur- 
rent out of the inverting input. If there is no current through the input resistance, then there 
must be no voltage drop between the inverting and noninverting inputs. This means that the 
voltage at the inverting (—) input is zero because the noninverting (+) input is grounded. 
This zero voltage at the inverting input terminal is referred to as virtual ground. This con- 
dition is illustrated in Figure 24(a). 


Virtual ground (= 0 V) 


(a) Virtual ground (b) J, = Zand current at the inverting input, J; = 0 


A FIGURE 24 


Virtual ground concept and closed-loop voltage gain development for the inverting amplifier. 


Since there is no current at the inverting input, the current through R; and the current 
through Ky are equal, as shown in Figure 24(b). 


lin = Tf 


The voltage across R; equals V;,, because of virtual ground on the other side of the resistor. 


Therefore, 
V. 
I in — = 
i 


Also, the voltage across Ry equals — V,,,,; because of virtual ground, and therefore, 


—Vout 
a i 
f 
Since I¢ = Tin, 
Vout = Vin 
Re OR; 
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Rearranging the terms, 


Vout _ Be 


V; R; 


Of course, V,,,/Vjin is the overall gain of the inverting amplifier. 
Equation 12 Aan = -> 


Equation 12 shows that the closed-loop voltage gain, A, iq), of the inverting amplifier is 
the ratio of the feedback resistance, Ry, to the input resistance, R;. The closed-loop gain is 
independent of the op-amp’s internal open-loop gain. Thus, the negative feedback stabi- 
lizes the voltage gain. The negative sign indicates inversion. 


EXAMPLE 6 Given the op-amp configuration in Figure 25, determine the value of Ry required to 
produce a closed-loop voltage gain of — 100. 


» FIGURE 25 


Vout 


Solution Knowing that R; = 2.2 kQ and A,iq) = — 100, calculate R; as follows: 
R 
i 
Aan = -> 
cl) R; 
Ry = —AciyRi = —(—100)(2.2 kD) = 220k 
Related Problem (a) If R; is changed to 2.7 kQ in Figure 25, what value of Ryis required to produce a 
closed-loop gain of —25? 


(b) If Ry failed open, what would you expect to see at the output? 


~, Open Multisim file E18-06. Set the value of Ry to the value calculated in the example 
-_ and measure the closed-loop gain. 


in purpose of negative feedback? 

voltage gain of each of the op-amp configurations discussed is 
internal open-loop voltage gain of the op-amp. (True or False) 

of the negative feedback circuit of a noninverting op-amp config- 
at is the closed-loop gain of the amplifier? 

bleshooting a noninverting amplifier with a input voltage of 100 mV, 
1ould you find on the inverting input? 

pleshooting an inverting amplifier with an input voltage of 100 mV, 
id you find on the inverting input? 
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6 Op-Amp RESISTANCES 


A negative feedback connection affects the input and output resistances of both the 
inverting and noninverting amplifiers. The overall input and output resistances of the 
amplifier are affected by both the internal resistances of the op-amp, designated R;, 
and R,,,;, and the external circuit resistances, designated R; and Ry. Op-amp internal 
resistances are also referred to on some data sheets as input impedance, Z;,, and output 
impedance, Z,,,;. In the case of pure resistance, the terms resistance and impedance can 
be used interchangeably. 


Resistances of a Noninverting Amplifier 


The input resistance of a noninverting amplifier configuration, Rin~xjp, Shown in Figure 26, 
is greater than the internal input resistance, Rj,, of the op-amp itself (without feedback) by 
a factor of 1 + A,)B, as expressed by the following equation: 


Rinnyn = A + AgB)Rin 


<@ FIGURE 26 
Noninverting amplifier. 


Ret RB; 


RS 
@ 
R; 
R= B= 


The output resistance with negative feedback, Roxy, is less than the op-amp’s internal 
output resistance, R,,,, by a factor of 1/(1 + A,)B), expressed as follows: 
Rout 
R = ——— 
outtND 1 + AGB 
In summary, negative feedback in a noninverting configuration increases the input 


resistance and decreases the output resistance. The increase of input resistance and 
decrease in output resistance is close to ideal, as illustrated in the following example. 


www.EngineeringBooksPdf.com 


Equation 13 


Equation 14 


857 


858 


THE OPERATIONAL AMPLIFIER 


EXAMPLE 7 (a) Determine the input and output resistances of the amplifier in Figure 27. The 
op-amp data sheet gives R;, = 2 MQ, Roy, = 75 Q, and Ay, = 200,000. 


(b) Find the closed-loop voltage gain. 


FIGURE 27 


in 
out 


Ry 
220k 


Solution (a) The attenuation, B, of the feedback circuit is 
R; 10kO, 
B= = 
Ri + Rp = 230k0 
Rinwy = C+ AoiB)Rin = U1 + (200,000)(0.0435)](2 MQ) = 17.4GQ 
Rout 75.0, 
ile Alflé? il ae S70) 


= 0.0435 


Rou(ND = = §6mQ 


Notice that Ringyy and Roy auy are close to ideal values. 


1 
(b) Agny = 


— = —__ = 33.9 
B 0.0435 


Related Problem (a) Determine the input and output resistances in Figure 27 for op-amp data sheet 
values of R;, = 3.5 MQ, Roy; = 82 Q, and Ag; = 135,000. 


(b) Find Acunt: 


Open Multisim file E18-07. Measure the closed-loop gain. 


Resistances of a Voltage-Follower 


Since the voltage-follower is a special case of the noninverting configuration, the same 
resistance formulas are used, but with B = 1. 


Equation 15 Rinwry = (+ AodRin 
. Rout 

Equation 16 R han a ar 

q out(VF) 1+ Ae 


As you can see, the voltage-follower input resistance is greater for a given A,; and Rin, 
than for the noninverting configuration with the voltage-divider feedback circuit. Also, its 
output resistance is much smaller because B is normally much less than 1 for a noninvert- 
ing configuration. 
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used in a voltage-follower configuration. Determine 


oDRin = (1 + 200,000)2 MQ = 400GO 


| 750 
—— = 375 pO 
Aj. 1 + 200,000 is 


ater than Rineny, and RoyvF) is much less than RoyNt 


e is eplaced with one having a higher open-loop gain, 
tances affected? 


Resistances of an Inverting Amplifier 


For the inverting amplifier configuration shown in Figure 28, the input resistance of the 
op-amp, Rin), approximately equals the external input resistance, R;, because of the virtual 
ground at the inverting input. 


Ring = Ri Equation 17 
The output resistance, R,,,,1), is the same as for the noninverting amplifier. 
Rout 
R 2 Equation 18 
out(1) 1+ AoB q 
Ry <@ FIGURE 28 
AM, Inverting amplifier. 
R; 
Vin o——Wy—* 
© Vou 


following parameters: A,; = 50,000, Rj, = 4 MQ, 


and output resistances. 
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= RF = 10k0 
Se Rout = Rout 

1+ AgB 1 + Ag(R/(R + Rp) 
JS 500 
1 + (50,000)(1 kQ/101 kQ) 
Ry 100kO. | 
Poko, 


= 101mQ 


— 100 


Row, and A;; in Figure 29 for the following values: 
n— 2 MQ; Roy, = 75 Q; R; = 560 Q, Ry = 82 kQ. 


Itisim file E18-09. Measure the closed-loop gain. 


e input resistance of a noninverting amplifier configuration compare to 
esistance of the op-amp itself? 


in op-amp in a voltage-follower configuration (increases, decreases) the 


Ry = 100 kQ, R; = 2 kQ, Agy = 120,000, Rin = 2 MQ, and Royz = 60 Q, 
Ring) and Roy) for an inverting amplifier configuration. 


7 TROUBLESHOOTING 


As a technician, you will encounter situations in which an op-amp or its associated 
circuitry has malfunctioned. The op-amp is a complex integrated circuit with many 
types of internal failures possible. However, since you cannot troubleshoot the op-amp 
internally, treat it as a single device with only a few connections to it. If it fails, replace 
it just as you would a resistor, capacitor, or transistor. 


After completing this section, you should be able to 


In the basic op-amp configurations, there are only a few external components that can 
fail. These are the feedback resistor, the input resistor, and the potentiometer used for off- 
set voltage compensation. Also, of course, the op-amp itself can fail, there can be faulty 
contacts in the circuit, or there can be an incorrect power supply voltage. 

Most integrated circuit op-amps provide a means of compensating for offset voltage. 
This is usually done by connecting an external potentiometer to designated pins on the IC 
package, as illustrated in Figure 30(a) and (b) for a 741 op-amp. The two terminals are 
labeled offset null. With no input, the potentiometer is simply adjusted until the output 
voltage reads 0, as shown in Figure 30(c). 
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Offset null NC 
Invert — V+ 
Noninvert + Output 
y- Offset null 
O 
-V 
(a) 8-pin DIP or SOIC package (b) External potentiometer (c) Adjust for zero output 


A FIGURE 30 


Input offset voltage compensation for a 741 op-amp. 


Faults in a Noninverting Amplifier 


The first thing to do when you suspect a faulty circuit is to check for the proper supply 
voltage and ground and make sure there is no dc offset on the input signal. After you have 
done that, troubleshoot for other possible faults. 


Open Feedback Resistor If the feedback resistor, Ry, in Figure 31 opens, the op-amp 
is Operating with its very high open-loop gain, which causes the input signal to drive 


+V, 


max 


Vows 


-V, 


max 


A FIGURE 31 


Faults in a noninverting amplifier. 
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the device into nonlinear operation and results in a severely clipped output signal as 
shown in part (a). 


Open Input Resistor In this case, you still have a closed-loop configuration. How- 
ever, since R; is open and effectively equal to infinity (0°), the closed-loop gain from 
Equation 10 is 

Rr i 


Any 1 Sh S =1+0=1 
i 


This shows that the amplifier acts like a voltage-follower. You would observe an output sig- 
nal that is the same as the input, as indicated in Figure 31(b). 


Open or Incorrectly Adjusted Offset Null Potentiometer In this situation, the output 
offset voltage will cause the output signal to begin clipping on only one peak as the input 
signal is increased to a sufficient amplitude. This is indicated in Figure 31(c). 


Faulty Op-Amp_ As mentioned, many things can happen to an op-amp. In general, an 
internal failure will result in a loss or distortion of the output signal. The best approach is 
to first make sure that there are no external failures or faulty conditions. If everything else 
is good, then the op-amp must be bad. 


Faults in a Voltage-Follower 


The voltage-follower is a special case of a noninverting amplifier. Except for a bad op-amp, 
a bad external connection, or a problem with the offset null potentiometer, about the only 
thing that can happen in a voltage-follower circuit is an open feedback loop. This would 
have the same effect as an open feedback resistor as previously discussed. 


Faults in an Inverting Amplifier 


Open Feedback Resistor If Ry opens as indicated in Figure 32(a), the input signal still 
feeds through the input resistor and is amplified by the high open-loop gain of the op-amp. 
This forces the device to be driven into nonlinear operation, and you will see an output 
something like that shown. This is the same result as in the noninverting configuration. 


Open Input Resistor This prevents the input signal from getting to the op-amp input, so 
there will be no output signal, as indicated in Figure 32(b). 

Failures in the op-amp itself or the offset null potentiometer have the same effects as 
previously discussed in the noninverting amplifier. 


+V 


max 


Moi 


bes Veni 


(b) 
A FIGURE 32 


Faults in an inverting amplifier. 
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sible troubles? 


1. If you notice that the op-amp output signal is beginning to clip on one peak as you 
increase the input signal, what should you check first? 


2. |f there is no op-amp output signal when there is a verified input signal, what are pos- 


Application Assignment 


light optics with electronics to analyze 
the chemical makeup of various solu- 
tions. This type of system is common 
in chemical and medical laboratories as well as other areas. It is 
another example of mixed systems in which electronic circuits 
interface with other types of systems, such as mechanical and 
optical, to accomplish a specific function. 


Description of the System 


A spectrophotometer system combines ; 


The light source in Figure 33 produces a beam of visible light 
containing a wide spectrum of wavelengths. Each component 
wavelength in the beam of light is refracted at a different angle 
by the prism, as indicated. Depending on the angle of the plat- 
form as set by the pivot angle controller, a certain wavelength 
passes through the narrow slit and is transmitted through the 
solution under analysis. By precisely pivoting the light 


» FIGURE 33 


Spectrophotometer system. 


PuTTING YOUR KNOWLEDGE 
To WorK 


source and prism, a selected wavelength can be transmitted. 
Every chemical and compound absorbs different wavelengths of 
light in different ways, so the resulting light coming through the 
! solution has a unique “signature” that can be used to define the 
chemicals in the solution. 

The photocell on the circuit board produces a voltage that is 
proportional to the amount of light and wavelength. The op-amp 
circuit amplifies the photovoltaic cell output and sends the 

: resulting signal to the processing and display unit where the type 
of chemical(s) in the solution is identified. This is usually a 
microprocessor-based digital system. Although these other 
system blocks are interesting, our focus in this section is the 

| photocell and op-amp circuit board. 


Step 1: Relating the PC Board to a Schematic 


Develop a complete schematic by carefully following the con- 
: ductive traces on the PC board shown in Figure 33 to see 


Photocell 


Solution 
under analysis 


SI9}9]9) 


Pivot angle 
control 


+9 J 


DC power 
supply 


Processor 


Angle information 
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how the components are interconnected. The middle pin on the 
potentiometer is the variable. Some of the interconnecting traces 
are on the reverse side of the board, but if you are familiar with 
basic op-amp configurations, you should have no trouble figur- 
ing out the connections. Refer to Figure 30 for the pin layout of 


the 741 op-amp. This op-amp is housed in a surface-mount 
SOIC-8 package. 


Step 2: Analyzing the Circuit 


; 3. Using the gain previously found, determine the op-amp out- 


put voltage over the range of wavelengths from 400 nm to 
700 nm in 50 nm intervals and plot a graph of the voltage 
versus wavelength. Compare your graph to the normalized 
photocell response curve in Figure 34. 


Step 3: Troubleshooting the Circuit 


must be adjusted for a voltage gain of 10. 


2. Assume the maximum linear output of the op-amp is | V less 
than the supply voltage. Determine the voltage gain required 
and the value to which the feedback resistance must be set to 
achieve the maximum linear output. The system light source 


produces constant light output from 400 nm to 700 nm, 


which is approximately the full range of visible light from 


violet to red. The maximum voltage from the photocell is 
0.5 V at 800 nm. 


» FIGURE 34 

Photocell response curve. 100 |- 
90 - 
80 |- 


Normalized response (%) 
wn 
ro) 
] 


For each of the following problems, state the probable cause or 
causes: 

1. Zero voltage at the op-amp output. List three possible causes. 
1. Determine the resistance value to which the feedback rheostat : : 
: 2. Output of op-amp stays at approximately —8 V. 


3. A small de voltage on the op-amp output under no-light 


conditions. 


: Review 


. What is the purpose of the 100 kQ potentiometer on the 


circuit board? 


. What is the purpose of the 10 kQ potentiometer? 


. Explain why the light source and prism must be pivoted. 


a ee ee | 


300 400 


600 700 800 900 


Wavelength (nanometers, nm) 


_ SUMMARY 


® The op-amp has three terminals not including power and ground: inverting (—) input, noninvert- 
ing (+) input, and output. 


® Most op-amps require both a positive and a negative dc supply voltage. 


® The ideal (perfect) op-amp has infinite input resistance, zero output resistance, infinite open-loop 


voltage gain, and infinite CMRR. 


® A good practical op-amp has high input resistance, low output resistance, and high open-loop 


voltage gain. 
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® A diff-amp is normally used for the input stage of an op-amp. 


¢ 


A differential input voltage appears between the inverting and noninverting inputs of a diff-amp. 


¢ 


A single-ended input voltage appears between one input and ground (with the other inputs 
grounded). 

A differential output voltage appears between two output terminals of a diff-amp. 

A single-ended output voltage appears between the output and ground of a diff-amp. 

Common mode occurs when equal, in-phase voltages are applied to both input terminals. 

Input offset voltage produces an output error voltage (with no input voltage). 

Input bias current also produces an output error voltage (with no input voltage). 

Input offset current is the difference between the two bias currents. 


Open-loop voltage gain is the gain of the op-amp with no external feedback connections. 


¢-¢¢ehUhO%rmhUh + UO 


Slew rate is the rate (in volts per microsecond) that the output voltage of an op-amp can change in 
response to a step input. 


Sd 


Negative feedback occurs when a portion of the output voltage is connected back to the inverting 

input such that it subtracts from the input voltage, thus reducing the voltage gain but increasing 

the stability and bandwidth. 

® There are two basic op-amp configurations: inverting and noninverting. The voltage-follower is a 
special case of a noninverting amplifier. 

® All op-amp configurations employ negative feedback. 

® A noninverting amplifier configuration has a higher input resistance and a lower output resistance 
than the op-amp itself (without feedback). 

® An inverting amplifier configuration has an input resistance approximately equal to the input resis- 

tor R; and an output resistance approximately equal to the internal output resistance of the op-amp 

itself. 


® The voltage-follower has high input resistance and low output resistance. 


Closed-loop voltage gain (A,;) The overall voltage gain of an op-amp with negative feedback. 


Common mode _ A condition characterized by the presence of identical signals on both op-amp 
inputs. 

Common-mode rejection ratio (CMRR) A measure of a diff-amp’s or an op-amp’s ability to 
reject signals that appear the same on both inputs; the ratio of differential voltage gain or open-loop 
gain (for an op-amp) to common-mode gain. 

Differential amplifier An amplifier that produces an output proportional to the difference of two 
inputs. 

Differential mode A mode of op-amp operation in which two opposite-polarity signal voltages are 
applied to the two inputs. 


Inverting amplifier An op-amp closed-loop configuration in which the input signal is applied to 
the inverting input. 


Negative feedback The return of a portion of the output signal to the input such that it is out of 
phase with the input signal. 


Noninverting amplifier An op-amp closed-loop configuration in which the input signal is applied 
to the noninverting input. 


Open-loop gain (A,;)_ The internal voltage gain of an op-amp without feedback. 


Operational amplifier (op-amp) A special type of amplifier exhibiting very high open-loop gain, 
very high input resistance, very low output resistance, and good rejection of common-mode signals. 


Single-ended mode A mode of op-amp operation in which a signal voltage is applied to only one 
input. 


Voltage-follower A closed-loop, noninverting op-amp with a voltage gain of 1. 


865 


www.EngineeringBooksPdf.com 


THE OPERATIONAL AMPLIFIER 


17 


18 


A 
CMRR = 20 lo “) 
Acm 
i eds 
Tgias = ) 


Tos = | — hh 


Common-mode rejection ratio (diff-amp) 


Common-mode rejection ratio (dB) 


Input bias current 


Input offset current 


Vos = LosRin Offset voltage 
Voutcerror) = AylosRin Output error voltage 
A 
CMRR = A z Common-mode rejection ratio (op-amp) 
cm 
Agi accu : 
CMRR = 20log A Common-mode rejection ratio (dB) 
cm 
AV, 
Slew rate = —“ Slew rate 
At 
Ry 
Agwny = 1 + R Voltage gain (noninverting) 
i 
Acyvr) = 1 Voltage gain (voltage-follower) 
Ry 
Aj = ? Voltage gain (inverting) 
i 
Rinny = (1 + AgB)Rin Input resistance (noninverting) 

R = — Rou _ Output resistance (noninverting) 
out(NI) 1+ A,B p & 
Rinvery = A + AgdRin Input resistance (voltage-follower) 

Rout 


Rouvr) = 1+Aq Output resistance (voltage-follower) 
0 


Ring = Ri Input resistance (inverting) 


Rou 


—_——— Output resistance (invertin 
1 + A,B y ( 8) 


Rou) = 


Answers are at the end of the chapter. 
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. When a diff-amp has identical signals on both inputs, the signals are referred to as differential 


signals. 


. A high CMRR for a diff-amp means the common-mode gain is much larger than the differen- 


tial gain. 


. The input bias current for an op-amp is the sum of the two currents entering the inputs. 
. The open-loop voltage gain of an op-amp is also referred to as the large signal voltage gain. 


. If the CMRR of an op-amp is very low, it will do a good job of rejecting common-mode noise. 


When negative feedback is used, the bandwidth of an amplifier is increased. 


. Ina voltage-follower, the open-loop and closed-loop gains are equal. 


. The input resistance of a noninverting amplifier is much higher than that of an inverting ampli- 


fier with equal gains. 


. Ideally, the output resistance of an amplifier is zero. 


. If the feedback resistor in an amplifier is open, there will be no signal at the output. 
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Answers are at the end of the chapter. 


1. Which characteristic does not necessarily apply to an op-amp: 


(a) high gain (b) low power 
(c) high input resistance (d) low output resistance 


2. In selecting an op-amp, suppose you have several choices. Of the CMRR values listed, the 
most desirable is 


(a) 10 dB (b) 20 dB (c) 50 dB (d) 100 dB 


3. The output voltage of a particular op-amp increases 8 V in 12 ys in response to a step voltage 
on the input. The slew rate is 


(a) 0.667 V/s (b) 1.5 V/us (c) 96 V/us (d) 0.75 V/us 


4, A noninverting op-amp configuration has an R; of 1.0 kQ and an R; of 100 kQ. If V7 is 5 V, 
the value of Vyis 


(a) 50 mV (b) 49.5 mV (c) 495 mV (d) 500 mV 
5. In the amplifier described in Question 4, the value of B is 
(a) 0.01 (b) 0.1 (c) 0.0099 (d) 101 
6. The closed-loop gain of the amplifier in Question 4 is 
(a) 0.0099 (b) 1 (c) 99 (d) 101 
7. One characteristic of a voltage-follower is 
(a) A, > 1 (b) inversion (c) high Roy: (d) noninversion 


8. An inverting amplifier has the following circuit values: Rp = 220 kQ, R; = 2.2 kQ, 
and A,; = 25,000. The closed-loop gain is 


(a) —100 (b) —0.01 (c) 100 (d) —250 


9. If you know an op-amp’s open-loop gain and nothing else, you can determine the closed-loop 
gain of 


(a) an inverting amplifier 
(b) a noninverting amplifier 
(c) a voltage-follower 
(d) none of the amplifier configurations without additional information 
10. The feedback attenuation of a voltage-follower is 
(a) unity (b) less than unity 
(c) greater than unity (d) variable 
11. The value of B in a certain noninverting amplifier is 0.025. The closed-loop gain is 
(a) unity (b) 40 (c) 0.025 (d) undeterminable 
12. The highest possible input resistance is achieved with the 
(a) inverting amplifier (b) noninverting amplifier 


(c) differential amplifier (d) voltage-follower 


Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1 Introduction to the Operational Amplifier 
1. Compare a practical op-amp to an ideal op-amp. 
2. Two IC op-amps are available to you. Their characteristics are as follows: 
Op-amp 1: Rin = 5 MQ, Roy = 100 Q, Ag, = 50,000 
Op-amp 2: R;, = 10 MQ, Ro, = 75 Q, A; = 150,000 


Choose the one you think is generally more desirable. 
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SECTION 2. The Differential Amplifier 
3. Identify the type of input and output configuration for each diff-amp in Figure 35. 


+V +V +V +V 


j I | I 
= = = = = 
“QO o® © ® © @ 


(a) (b) (c) (d) 


A FIGURE 35 


4. The dc base voltages in Figure 36 are zero. Using your knowledge of transistor analysis, 
determine the de differential output voltage. Assume that Q; has an a = 0.98 and Q> has an 
a = 0.975. 


5. A certain diff-amp has a differential gain of 60 and a common-mode gain of 0.09. Determine 
the CMRR and express it in decibels. 


6. A certain diff-amp has a CMRR of 65 dB. If the differential gain is 150, what is the common- 
mode gain? 


> FIGURE 36 +15 V 


= 3.3 kO = 3.3 kO 


@—0 Voy O-@ 


-15V 


7. Identify the type of input mode for each op-amp in Figure 37. 


8. Show the common-mode input in Figure 37 in an alternate way. 


(c) 


A FIGURE 37 
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SECTION 3 Op-Amp Parameters 


9. Determine the bias current, /gras, given that the input currents to an op-amp are 8.3 wA and 
7.9 pA. 


10. Distinguish between input bias current and input offset current, and then calculate the input 
offset current in Problem 9. 


11. A certain op-amp has a CMRR of 250,000. Convert this to decibels. 


12. The open-loop gain of a certain op-amp is 175,000. Its common-mode gain is 0.18. Determine 
the CMRR in decibels. 


13. The op-amp data sheet specifies a CMRR of 300,000 and an A,, of 90,000. What is the 
common-mode gain? 


14. Figure 38 shows the output voltage of an op-amp in response to a step input. What is the 


slew rate? 
> FIGURE 38 Vout 
A 
+12 V 
| 
| 
| 
| 
| 
| 
0 >t 
15 us 
-12V 
v 


15. How long does it take the output voltage of an op-amp to go from —10 V to +10 V if the slew 
rate is 0.5 V/s? 


SECTION 5 Op-Amp Configurations with Negative Feedback 


16. Identify each of the op-amp configurations in Figure 39. 


Vin Vin 
Vous Vout 


out 


(a) (b) (c) 


A FIGURE 39 
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17. For the amplifier in Figure 40, determine the following: 
(a) Acunt) (b) Vout (c) Vy 


> FIGURE 40 Ve 
10 mV rms 


18. Determine the closed-loop gain of each amplifier in Figure 41. 


Vin Vin Vin Vin 
Va Vous Vig Vow 
= Ky = & o I 
47kO, 1.0 MQ 220 kO 22 kO 
—————— oO! a, J ——————@ 
R; R; R; R; 
4.7kQ 10kQ 4.7kO, 1.0kO, 
(a) (b) (c) (d) 
A FIGURE 41 


19. Find the value of R; that will produce the indicated closed-loop gain in each amplifier in 
Figure 42. 


Ay = 50 


Vin 


(d) 


(a) (b) 
A FIGURE 42 
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20. Find the gain of each amplifier in Figure 43. 


21. Ifa signal voltage of 10 mV rms is applied to each amplifier in Figure 43, what are the output 


voltages and what is their phase relationship with inputs? 


Ry 
R 100 kO 
i 
Vig Vin Vin Voir 
Vout 100 kO, Vout Vout 
Ry 
alle 1.0 MQ me 

Rj 
47 kO 

(a) (b) (c) (d) 

A FIGURE 43 


22. Determine the approximate values for each of the following quantities in Figure 44: 


(a) Tin (b) If (c) Vout (d) closed-loop gain 


> FIGURE 44 Ry 
= Wy 
If 22 kO, 
Rin 
Vin =—\W-* 
th Lin 2.2kO Vwi 


SECTION 6 Op-Amp Resistances 


23. Determine the input and output resistances for each amplifier configuration in Figure 45. 


A, = 175,000 A, = 200,000 A,1 = 50,000 
R,, = 10 MQ R,, = 1.0 MQ R,, = 2.0 MQ 
V, Ry = 750 V, Rou = 25.0 V, Rug = 500 
Vout Vous Voir 
Ry Ry tf 
560 kO 47 kO 1.0 MO 
R; R; Rj 
2.7kO 15kO 56kO 
(a) (b) (c) 
A FIGURE 45 
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24. Repeat Problem 23 for each circuit in Figure 46. 


Ag = 220,000 


A, = 100,000 A,) = 50,000 
Ry = 6.0 MO Rin = 5.0 MO Rin = 800 kO 
x Rog = 100.2 2 Rout = 60 O os Ruy = 75 0 
m m m 
Wea Vang Wow 
(a) (b) (c) 
A FIGURE 46 
25. Repeat Problem 23 for each circuit in Figure 47. 
. Ky 
10 MQ 10kO, 
R; Rj 
100 kO. 470 0 
A,) = 125,000 A,) = 75,000 A,) = 250,000 
= R,, = 1.5 MO = Ri, = 1MQ = Ri, =3MQO 
Rout = 40 0 Rout = 50 0 Rout = 70 0 
(a) (b) (c) 
A FIGURE 47 


SECTION 7_ Troubleshooting 


26. Determine the most likely fault(s) for each of the following symptoms in Figure 48 with a 
100 mV signal applied. 


(a) No output signal 
(b) Output severely clipped on both positive and negative swings 


(c) Clipping on only positive peaks when input signal is increased to a certain point 


> FIGURE 48 


27. On the circuit board in Figure 33, what happens if the middle lead (wiper) of the 100 kQ 
potentiometer is broken (open)? 
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Po] «=MULTISIM TROUBLESHOOTING PROBLEMS 


28. Open file P18-28; files are found at www.pearsonhighered.com/floyd/. Determine if there is a 
fault. If so, identify it. 


29. Open file P18-29 and determine if there is a fault. If so, identify it. 
30. Open file P18-30 and determine if there is a fault. If so, identify it. 
31. Open file P18-31 and determine if there is a fault. If so, identify it. 
32. Open file P18-32 and determine if there is a fault. If so, identify it. 


SECTION REVIEWS 


SECTION 1 Introduction to the Operational Amplifier 
1. See Figure 49. 


» FIGURE 49 


2. Infinite R;,, zero Ro,,, infinite voltage gain 
3. High Rin, low Ro,;, high voltage gain 


4. Differential amplifier, voltage amplifier, push-pull amplifier 


SECTION 2. The Differential Amplifier 


1. Differential input is between two input terminals; single-ended input is from one input terminal 
to ground (with the other inputs grounded). 


2. Common-mode rejection is the ability of an op-amp to reject common-mode signals. 
3. A higher CMRR results in a lower A gy. 


SECTION 3 Op-Amp Parameters 


1. Op-amp parameters are input bias current, input offset voltage, drift, input offset current, input 
resistance, output resistance, common-mode input voltage range, CMRR, open-loop voltage 
gain, slew rate, and frequency response. 


2. Slew rate and voltage gain are frequency-dependent parameters. 


3. Input bias current is the average of the two currents required to operate the input stage; input 
offset current is the absolute difference in these two currents. 


4. A high CMRR is better at rejecting undesired common-mode inputs. 
5. V/s 


SECTION 4 Negative Feedback 


1. Negative feedback provides a stable controlled voltage gain, control of input and output resist- 
ances, and wider bandwidth. 


2. The open-loop gain is so high that a very small signal on the input will drive the op-amp into 
saturation. 


3. Both inputs will be the same. 


SECTION 5 Op-Amp Configurations with Negative Feedback 


1. Negative feedback stabilizes gain. 
2. False 

3. Ag = 1/B = 50 

4. 100 mV 

5. OV 
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SECTION 6 Op-Amp Resistances 
1. Rj, of the noninverting amplifier is higher than that of the op-amp itself. 
2. The voltage-follower configuration increases Rjp. 
3. Ring) = 2 kQ3 Roya) = 60 Q 


SECTION 7 Troubleshooting 
1. Check the output null adjustment. 
2. No dc power supplies, output grounded, or faulty op-amp 


RELATED PROBLEMS FOR EXAMPLES 
1 34,000; 90.6 dB 
2 (a) 0.168 
(b) 88 dB 
(c) 2.1 Vrms, 4.2 V rms 
(d) 16.8 mV 
3 12,649 
4 20 V/us 
5 32.9 
6 (a) 67.5 kQ 
(b) The amplifier would have an open-loop gain, producing a square wave output. 
7 (a) 20.6 GQ, 14 mQ 
(b) 23 
8 Rin increases; Ro, decreases. 
9 Ring) = 560 Q5 Row = 110 mQ; A,; = —146 


TRUE/FALSE QUIZ 
1. F 2. F 3. F 4. T 5. F 6. T 7. F 8. T 9. T 10. F 


SELF-TEST 
1. (b) 2. (d) 3. (a) 4. (b) 5. (c) 6. (d) 
7. (d) 8. (a) 9. (c) 10. (a) 11. (b) 12. (d) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. Practical op-amp: High open-loop gain, high input impedance, low output impedance, high 
CMRR 


Ideal op-amp: Infinite open-loop gain, infinite input impedance, zero output impedance, 
infinite CMRR 


3. (a) Single-ended input, differential output 
(b) Single-ended input, single-ended output 
(c) Differential input, single-ended output 
(d) Differential input, differential output 

5. 56.5 dB 

7. (a) Single-ended mode 
(b) Differential mode 
(c) Common mode 

9. 8.1 uA 

11. 108 dB 
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13. 0.3 
15. 40 us 
17. (a) 374 (b) 3.74 V (c) 10 mV 
19. (a) 49kO (b) 3 MQ 
(c) 84kQ = (d) 165kO, 
21. (a) 10 mV, in-phase 
(b) —10 mV, 180° out-of-phase 
(c) 223 mV, in-phase 
(d) —100 mV, 180° out-of-phase 
23. (a) Zinn = 8410 MQ, Zou = 89.2 mQ 
(b) Zinn = 6181 MO, Zouany = 4.04 mQ 
(©) Zinny = 5302 MQ, Zoucny = 18.9 mQ 
25. (a) Zing) = 10kQ, Zou) = 5.12 mO 
(b) Zing) = 100 kO, Zo.) = 67.2 mO 
(¢) Zing) = 470 QO, Zou = 6.24 mO 
27. A, increases to 100. 
29. R, is open. 
31. Op-amp faulty 


OR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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Basic Op-AMP CIRCUITS 


2) WaT gt tt; 
<= Lf 
SS 


— = —= 


Comparators A faulty FM stereo receiver is the topic of this application 
Summing Amplifiers assignment. After a preliminary check, you decide that the 
dual-polarity power supply that provides + 12 V to all the 
op-amps in both channels of the receiver is faulty. The powe 


Integrators and Differentiators 


A wm Pwn = 


Cea tors supply uses positive and negative integrated circuit voltage 4 
Active Filters regulators. After studying this chapter, you should be able té 
Voltage Regulators complete the application assignment. 

Application Assignment: Putting Your Knowledge 

to Work 


Study aids for this chapter are available at 
http://www.pearsonhighered.com/floyd/ 


Explain the basic operation of a comparator circuit 


Analyze summing amplifiers, averaging amplifiers, and scaling 


pleplifiers Op-amps are used in such a wide variety of applications that J 
Explain the operation of op-amp integrators and differentiators it is impossible to cover all of them in one chapter or even itt 
Discuss the operation of several types of op-amp oscillators one book. Therefore, in this chapter we examine some of th 


more fundamental applications to illustrate the versatility of f 
the op-amp and to give you a foundation in basic op-amp 
circuits. 


Recognize and evaluate basic op-amp filters 


Describe the operation of basic series and shunt voltage 


eaters Op-amp circuits are generally implemented using ICs. 
However, programmable devices are also available, called 
field-programmable analog arrays (FPAAs), in which most 

: ; : op-amp circuits can be implemented using software. 

Comparator ¢@ Wien-bridge oscillator 

Summing amplifier @ Triangular-wave oscillator 

Averaging amplifier @ Relaxation oscillator 

Scaling adder @ Active filter 

Integrator @ Series regulator 

Differentiator @ Shunt regulator 


Streeter Photography/Alamy 


. a ~ NST ee Ss ee hie 


From Chapter 19 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 877. 
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qe 1 COMPARATORS 


Basic Op-Amp Circuits 


Operational amplifiers are often used to compare the amplitude of one voltage with 
another. In this application, the op-amp is used in the open-loop configuration, with 
the input voltage on one input and a reference voltage on the other. 


After completing this section, you should be able to 


¢ Explain the basic operation of a comparator circuit 


878 


A comparator is a circuit that can determine if an input voltage exceeds a certain level. 
General-purpose op-amps can be used for this function in noncritical applications because 
of the high open-loop gain. When an op-amp is used as a comparator, there is no negative 
feedback; and the op-amp output will be saturated in one of two states (usually a positive 
or negative voltage). A very small positive or negative input voltage will drive the op-amp 
into one of its saturated states. For example, consider a general-purpose op-amp with an 
open-loop gain of 100,000. A signal of only +150 V is enough to drive the op-amp into 
saturation (+150 wV)(100,000) = +15 V (which is typically saturation). 

For many applications, special integrated circuit comparators are selected because they 
have features optimized for the comparison function. Comparators are specialized op-amps 
designed with low bias current and fast switching times (as little as 5 ns). Low bias current is 
an important specification for comparators because bias current can cause switching points to 
change if the current is in external resistors. Comparators often have other built-in features, 
such as hysteresis (two switching points) with an external pin to control the thresholds. An- 
other feature found on many comparators is a very stable internal reference voltage that is 
compensated for temperature variations. Some comparators provide two opposite-polarity 
outputs. Although general-purpose op-amps can be used as comparators for noncritical ap- 
plications, you should normally not use a dedicated comparator as an op-amp. 


Zero-Level Detection 


One application for a comparator is a zero-level detector as shown in Figure 1(a). Notice 
that the inverting input is grounded and will serve as a 0 V reference. The signal is applied 


+V, 


out(max) 


V. 


out 


0 


= Vout(max) 
(b) 


A FIGURE 1 


The op-amp as a zero-level detector. 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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to the noninverting input. As the input signal crosses the 0 V reference point, the output 
suddenly switches from one saturated state to the other. 

Figure 1(b) shows the result of a sinusoidal input voltage applied to the noninverting 
input of the zero-level detector. When the sine wave is negative, the output is at its maxi- 
mum negative level. When the sine wave crosses 0, the amplifier is driven to its opposite 
state and the output goes to its maximum positive level, as shown. 

As you can see, the zero-level detector can be used as a squaring circuit to produce a 
square wave from a sine wave. 


Nonzero-Level Detection 


The zero-level detector in Figure 1 can be modified to detect voltages other than zero by 
connecting a fixed reference voltage to the inverting (—) input, as shown in Figure 2(a). 
A more practical arrangement is shown in part (b) using a voltage divider to set the reference 
voltage as follows: 


R, 


= —* _(4y Equation 1 
R, +R! ) q 


VREF 
where +V is the positive op-amp supply voltage. As long as the input voltage (V;,,) is less 
than Vpgp, the output remains at the maximum negative level. When the input voltage ex- 
ceeds the reference voltage, the output goes to its maximum positive state, as shown in 
Figure 2(c) with a sinusoidal input voltage. 


+V 


out 


VREF 


(a) Battery reference (b) Voltage-divider reference 


+V, 


out(max) 


Vout 0 >t 


-V, 


out(max) 


(c) Waveforms 


A FIGURE 2 


Nonzero-level detectors. 
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EXAMPLE 1 


sV4--- 


The input signal in Figure 3(a) is applied to the comparator circuit in part (b). Draw 
the output showing its proper relationship to the input signal. Assume that the maxi- 
mum output levels of the op-amp are + 12 V. 


+15 V 
e) 
Ri = 
8.2kO 


Vow 


Solution 


Related Problem* 


(b) 


FIGURE 3 


The reference voltage is set by R, and Rp. 


1.0kQ 
8.2kO + 1.0kO 


VREF = (+V) (+15 V) = 1.63 V 


Rp 
IK) aie 1G 
As shown in Figure 4, each time the input exceeds + 1.63 V, the output voltage 


switches to its +12 V level, and each time the input goes below +1.63 V, the output 
switches back to its —12 V level. 


FIGURE 4 


>t 


-12V7 
Y 


Determine the reference voltage in Figure 3 if R} = 22kO and Ry = 3.3 k0. 


Open Multisim file E19-01; files are found at www.pearsonhighered.com/floyd/. Measure 
the output voltage waveform and determine if it matches the waveform in Figure 4. 


* Answers are at the end of the chapter. 
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ns that are important for comparators. 
Itage for the comparator in Figure 5? 
eform for Figure 5 when a sine wave with a 5 V peak is applied to 


4 2 SUMMING AMPLIFIERS 


The summing amplifier is a variation of the inverting op-amp configuration. The 
summing amplifier has two or more inputs, and its output voltage is proportional to 
the negative of the algebraic sum of its input voltages. The averaging amplifier and the 
scaling amplifier are variations of the basic summing amplifier. 


After completing this section, you should be able to 


Figure 6 shows a two-input summing amplifier. Two voltages, Vpy; and Vyyp, are ap- 
plied to the inputs and produce currents J, and J5, as shown. Using the concepts of infinite 
input impedance and virtual ground, you can see that the inverting input of the op-amp is 
approximately 0 V, and there is no current from the input. Therefore, the total current, 
which is the sum of J; and Jy, is through Ry. 


r= ,+h 


<4 FIGURE 6 


Two-input, inverting summing 
amplifier. 
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Equation 2 


» FIGURE 7 


Summing amplifier with n inputs. 


Equation 3 
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Since Vout = —1pRp 


Vint vn) 
Vour = —( + b)Rp = - + R 
OUT (1, + 1)R¢ ( R, ms 
If all three of the resistors are equal (R; = R2 = Ry = R), then 
V V, 
IN] , YIN2 
R R 


Vout = -( Je = —(Vini + Vino) 

This shows that the output voltage is the negative sum of the two input voltages. A gen- 
eral expression is given in Equation 2 for a summing amplifier with n inputs, as shown in 
Figure 7, where all the resistors are equal in value. 


Vour = —(Vini + Vinz + Vinz + ++ * + Vina) 
R, Ry 
Vin WA AM 
Ry 
Ving WW 
R; 


Vour 
Vixs o——\Wy—— 


Vint = +3 V0 


Vn2=-l Ve 


Vour 


Vin3 = +8 V 


Summing Amplifier with Gain Greater Than Unity 


When R; is larger than the input resistors, the amplifier has a gain of Rj/R, where R is the 
value of each input resistor. The general expression for the output is 


Ry 
Vout = —R Vm + Ving +++ + Vinn) 
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As you can see, the output is the negative sum of all the input voltages multiplied by a con- 
stant determined by the ratio R;/R. 


voltage for the summing amplifier in Figure 9. 


Vini = 0.2. V 


Vin2 = 0.5 V © Vout 


: 10kO, 
an) = ==, + 0. = , = —7 
+ Vino) Tonka o>” 0.5 V) 10(0.7 V) Vv 


re in Figure 9 if the two input resistors are 2.2 kO and the 


-03. Measure the output voltage and verify that it matches the 


Averaging Amplifier 


An averaging amplifier, which is a variation of a summing amplifier, can produce the 
negative value of the mathematical average of the input voltages. This is done by setting the 
ratio R,/R equal to the reciprocal of the number of inputs. You know that the average of sev- 
eral numbers is obtained by first adding the numbers and then dividing by the quantity of 
numbers you have. Examination of Equation 3 and a little thought will convince you that a 
summing amplifier will do the same. Example 4 will illustrate. 


Vout 
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equal, R = 100k. The output voltage is 

+ Vino + Vina + Vina) 

a 1 
V+2V-3V +4V) =-7@V) = -05V 


s that the average of the four input values is the same as 


Vt2V-3V44V_2V 


=0.5V 
4 ae 


n the averaging amplifier in Figure 10 in order to handle 


04. Measure the output voltage and verify that it is the 


Scaling Adder 


A different weight can be assigned to each input of a summing amplifier, forming a scaling 
adder by simply adjusting the values of the input resistors. As you have seen, the output 
voltage can be expressed as 


Equation 4 Vout = ~ ($V + Rv™ 7 2 V0) 
1 2 


n 


The weight of a particular input is set by the ratio of Ry to the resistance for that input. 
For example, if an input voltage is to have a weight of 1, then R = Ry. Or, if a weight of 0.5 
is required, R = 2Ry. The smaller the value of the input resistance R, the greater the weight, 
and vice versa. 


Ry 
Vint = +3 V AAA 
10kO 
10kO, 
2 Ry 
Vinz= +2 V 0 AW 
100 kQ, V, 
Ry OUT 


Vins =+8 V 
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Rr 10kO 
Solution Weight of input 1: ae =1 


is 
R 
: ; if 10kO, 
Weight of (2 = = 0.1 
eight of inpu Ro 100k 
Rr 10kO 
Weight of input 3: z = Ak = 0.213 


The output voltage is 


Ry Ry Ry 
VOU a a= Vint = = Vino + Vos) = -—[1G V) + 0.12 V) + 0.213(8 V)] 
Ry Ry R3 
=-3V+02V+1.7V) = -49V 


Related Problem Determine the weight of each input voltage in Figure 11 if R} = 22kO, Ry = 82kQ, 
R3 = 56 kQ, and Ry = 10k. Also find Vourt- 


ry Open Multisim file E19-05. Measure the output voltage and compare to the 
calculated value. 


ing point. 

value of R,/R for a five-input averaging amplifier? 

ng adder has two inputs, one having twice the weight of the other. If the 
for the lower weighted input is 10 kO, what is the value of the other in- 


ee 3 INTEGRATORS AND DIFFERENTIATORS 


An op-amp integrator simulates mathematical integration, which is basically a 
summing process that determines the total area under the curve of a function. An 
op-amp differentiator simulates mathematical differentiation, which is a process of 
determining the instantaneous rate of change of a function. The integrators and 
differentiators shown in this section are idealized to show basic principles. Practical 
integrators often have an additional resistor or other circuitry in parallel with the 
feedback capacitor to prevent saturation. Practical differentiators may include a series 
resistor to reduce high frequency noise. 


After completing this section, you should be able to 
¢ Explain the operation of op-amp integrators and differentiators 
¢ Recognize an integrator 
¢ Determine the rate of change of the integrator output voltage 
Recognize a differentiator 


¢ Determine the differentiator output voltage 


www.EngineeringBooksPdf.com 


885 


Basic Op-Amp Circuits 


The Op-Amp Integrator 


An ideal integrator is shown in Figure 12. Notice that the feedback element is a capacitor 
that forms an RC circuit with the input resistor. Although a large-value resistor is normally 
used in parallel with the capacitor to limit the gain at low frequencies, it does not affect the 
basic operation and is not shown for purposes of this analysis. 


> FIGURE 12 64 


An ideal op-amp integrator. | | 


R 
Vin OW 


Voie 


How a Capacitor Charges To understand how the integrator works, it is important to re- 
view how a capacitor charges. Recall that the charge, Q, on a capacitor is proportional to 
the charging current and the time. 


Q _ Ict 
Also, in terms of the voltage, the charge on a capacitor is 
O= CVe 


From these two relationships, the capacitor voltage can be expressed as 


Tc 
Vo=\|\7}t 
. (%) 


This expression has the form of an equation for a straight line beginning at zero with a con- 
stant slope of I¢/C. Remember from algebra that the general formula for a straight line is 
y = mx + b. In this case, y = Vo,m = I-/C,x = t, and b = 0. 

Recall that the capacitor voltage in a simple RC circuit is exponential, not linear. This is 
because the charging current continuously decreases as the capacitor charges and causes 
the rate of change of the voltage to continuously decrease. The key thing about using an op- 
amp with an RC circuit to form an integrator is that the capacitor’s charging current is made 
constant, thus producing a straight-line (linear) voltage rather than an exponential voltage. 
Now let’s see why this is true. 

In Figure 13, the inverting input of the op-amp is at virtual ground (0 V), so the voltage 
across R; equals V;,. Therefore, the input current is 


Vin 
Rj 


Tin > 


> FIGURE 13 


Currents in an integrator. 


Vows 
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If V;, is a constant voltage, then /;,, is also a constant because the inverting input always 
remains at 0 V, keeping a constant voltage across R;. Because of the very high input im- 
pedance of the op-amp, there is negligible current from the inverting input. All of the input 
current is through the capacitor, as indicated in Figure 13, so 


Tc iz Tin 


The Capacitor Voltage Since Ij, is constant, so is Jc. The constant Jc charges the capac- 
itor linearly and produces a linear voltage across C. The positive side of the capacitor is 
held at 0 V by the virtual ground of the op-amp. The voltage on the negative side of the ca- 
pacitor decreases linearly from zero as the capacitor charges, as shown in Figure 14. This 
voltage is called a negative ramp. 


0 <4 FIGURE 14 
V, A linear ramp voltage is produced 
Cc A 
OV across C by the constant charging 
| - current. 


+ 
Constant Ic 


Vow 


The Output Voltage V,,,,, is the same as the voltage on the negative side of the capacitor. 
When a constant input voltage in the form of a step or pulse (a pulse has a constant ampli- 
tude when high) is applied, the output ramp decreases negatively until the op-amp saturates 
at its maximum negative level. This is indicated in Figure 15. 


<4 FIGURE 15 


A constant input voltage produces a 
ramp on the output. 


Rate of Change of the Output The rate at which the capacitor charges, and therefore 
the slope of the output ramp, is set by the ratio J-/C, as you have seen. Since Ic = V;,/R;, 
the rate of change or slope of the integrator’s output voltage is AV,,,,,/At. 


AV out Vin 
—— = = Equation 5 
At RiC i 
EXAMPLE 6 Figure 16 shows a practical integrator using a feedback resistor to prevent the op-amp 


from saturating due to small imbalances in the capacitor charging and discharging 
current. The feedback resistor has only a small effect on the circuit and is selected to 
have about 7% of the charging current, so its effect on the general circuit operation is 
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+2.0 V 


V. 500us | 
mm 
2.0 V 500 Ls 


Vout 


500 ws 500 us 500 us 


FIGURE 16 


negligible. However, the feedback resistor will force the output to be centered about 
the zero line after several cycles. 


(a) Calculate the rate of change of the output voltage during the time the capacitor is 
charging. 


(b) Calculate the total change in voltage. 


(c) Describe the output and draw the waveform (centered about 0 V). 


Solution 


AV V; 2.0V 


@ Ar RC @2kOl0OnF) ~ 


(b) In 500 ps, the output will change by (—9.09 mV/us)(500 ws) = 4.54 V, 
producing a negative-going ramp. 


—9.09 kV/s = —9.09mV/ps 


(c) When the capacitor discharges, the rate is the same except it produces a 
positive-going ramp. Because the output is centered about 0 V (after a few 
cycles), the output will vary from a minimum of —/A(4.54 V) = —2.27 V to 
a maximum of (4.54 V) = +2.27 V. The waveform is shown in Figure 
16(b). 


Related Problem What happens to the output waveform if the input resistor is increased to 33 kQ? 


- Open Multisim file E19-06. Observe the output voltage waveform and compare to the 
; waveform in Figure 16(b). 
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The Op-Amp Differentiator 


An ideal differentiator is shown in Figure 17. Notice how the placement of the capacitor 
and resistor differs from their placement in the integrator. The capacitor is now the input 
element. A differentiator produces an inverted output that is proportional to the rate of 
change of the input voltage. Although a small-value resistor is normally used in series with 
the capacitor to limit the gain at high frequencies, it does not affect the basic operation and 
is not shown for purposes of this analysis. 


Constant Ip 


A FIGURE 17 A FIGURE 18 


Vout 


An ideal op-amp differentiator. A differentiator with a ramp input. 


To see how the differentiator works, let’s apply a positive-going ramp voltage to the in- 
put as indicated in Figure 18. In this case, J< = J, and the voltage across the capacitor is 
equal to V;,, at all times (Vc = V;,) because of virtual ground on the inverting input. 

From the basic formula, Vc = ([-/C)t, the capacitor current is 


V 
Ic _ (“£)c 


Since the current at the inverting input is negligible, 7g = Ic. Both currents are constant be- 
cause the slope of the capacitor voltage (V-/t) is constant. The output voltage is also con- 
stant and equal to the voltage across Ry because one side of the feedback resistor is always 
0 V (virtual ground). 


V, 
Vout = -(*£)ayc 


The output is negative when the input is a positive-going ramp and positive when the input 
is a negative-going ramp, as illustrated in Figure 19. During this positive slope of the input, 
the capacitor is charging from the input source and the constant current through the 


ae 


fe : | = 
OV i) ty 0) 
0 Cc Vou 0 


Equation 6 


<4 FIGURE 19 


Output of a differentiator with a 


series of positive and negative ramps 


(triangle wave) on the input. 
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feedback resistor is in the direction shown. During the negative slope of the input, the 
current is in the opposite direction because the capacitor is discharging. 

Notice in Equation 6 that the term V(/t is the slope of the input. If the slope increases, 
Vouc increases. If the slope decreases, V,,,; decreases. So, the output voltage is proportional 
to the slope (rate of change) of the input. The constant of proportionality is the time con- 
stant, RrC. 


EXAMPLE 7 Figure 20 shows a practical differentiator circuit with a series resistor on the input to 
limit high-frequency gain (reducing noise and ringing). This resistor has a negligible 
effect on the general circuit operation. The input waveform is taken from the output of 
the integrator in Example 6. Draw the output waveform. 


FIGURE 20 R, 
C | 10kO 
2.2 nF Vouk 
Solution The time constant is 
ReC = (10k0)(2.2 nF) = 22 ps 
The slope of the input is —9.09 mV/s (from Example 6). During the rising input, the 
output is 
Vo 
Vou = ; ReC = —(9.09 mV/ps)(22 ws) = —200 mV 
When the input changes to a negative-going ramp, the output will have the same mag- 
nitude but is positive. 
Vc 
Vou = ; ReC = —(—9.09 mV/ps)(22 ws) = +200 mV 

Figure 21 shows the input and output waveforms. 

FIGURE 21 


+2.27V - 
Vin 

| 

2.27V 
I 
| 
| 
| 


+200 mV 
Vout 


| =500 Us [500 US he 500 us | 
—200 mV ' 


Related Problem What happens to the output waveform if the input capacitor is twice the capacitance? 


- Open Multisim file E19-07. Notice that the integrator from Example 6 and the 
differentiator from this example are combined. View the waveforms and compare them 
with the calculated values in these two examples. Test what happens when you reduce 
the series input resistor on the differentiator circuit. 
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edback element in an op-amp integrator? 
put voltage to an integrator, why is the voltage across the capacitor 


| practical integrator circuit differ from an ideal integrator circuit? 

edback element in an op-amp differentiator? 

ut of a differentiator related to the input? 

cal differentiator circuit differ from an ideal differentiator circuit? 


Gs 4 OSCILLATORS 


Feedback oscillators can be implemented with op-amps. 


After completing this section, you should be able to 


¢ Discuss the operation of several types of op-amp oscillators 


¢ Identify a Wien-bridge oscillator and analyze its operation 


The Wien-Bridge Oscillator 


The Wien-bridge oscillator is an electronic oscillator that can produce low distortion 
sine waves over a wide range of frequencies. A fundamental part of the Wien-bridge oscil- 
lator is a lead-lag circuit like that shown in Figure 22(a). R; and C; together form the lag 
portion of the circuit; Ry and C> form the lead portion. The operation of this circuit is as fol- 
lows. At lower frequencies, the lead circuit dominates due to the high reactance of Cz. As 
the frequency increases, Xc¢7 decreases, thus allowing the output voltage to increase. At 
some specified frequency, the response of the lag circuit takes over, and the decreasing 
value of X¢1 causes the output voltage to decrease. 


C> <@ FIGURE 22 


a 
wo 


os f ue 


(a) Circuit (b) Response curve 


The response curve for the lead-lag circuit shown in Figure 22(b) indicates that the out- 
put voltage peaks at a frequency f,. At this point, the attenuation (V,,,/ Vin) of the circuit is 
“if Ry = Rz and Xc, = Xc: as stated by the following equation: 
Vout = us Equation 7 
V; 3 
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Equation 8 


Voltage 
divider 


(a) 
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The formula for the resonant frequency is 


il 
~~ 2RC 


Sr 


To summarize, the lead-lag circuit has a resonant frequency, f,, at which the phase shift 
through the circuit is 0° and the attenuation is 4. Below f,, the lead circuit dominates and 
the output leads the input. Above f,, the lag circuit dominates and the output lags the input. 


The Basic Circuit The lead-lag circuit is used in the positive feedback loop of an op- 
amp, as shown in Figure 23(a). A voltage divider is used in the negative feedback loop. The 
Wien-bridge oscillator circuit can be viewed as a noninverting amplifier configuration with 
the input signal fed back from the output through the lead-lag circuit. Recall that the 
closed-loop gain of the amplifier is determined by the voltage divider. 


1 1 Ri tR 


Ag -_ = 
B Ro/(R, + Ro) Ry 


Wien bridge 


out 


Voge 


Lead-lag 


circuit = 


(b) Wien-bridge circuit combines a voltage divider and a 
lead-lag circuit 


A FIGURE 23 


The Wien-bridge oscillator schematic shown in two equivalent forms. 


The circuit is redrawn in Figure 23(b) to show that the op-amp is connected across the 
bridge circuit. One leg of the bridge is the lead-lag circuit, and the other is the voltage divider. 


Positive Feedback Conditions for Oscillation As you know, for the circuit to produce 
a sustained sinusoidal output (oscillate), the phase shift around the positive feedback loop 
must be 0° and the gain around the loop must be unity (1). The 0° phase-shift condition is 
met when the frequency is f. because the phase shift through the lead-lag circuit is 0° and 
there is no inversion from the noninverting (+) input of the op-amp to the output. This is 
shown in Figure 24(a). 

The unity-gain condition in the feedback loop is met when 


Ag = 3 


This offsets the 3 attenuation of the lead-lag circuit, thus making the total gain around the 
positive feedback loop equal to 1, as depicted in Figure 24(b). To achieve a closed-loop 
gain of 3, 


Ry = 2R> 
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Vou Vout 
R | | 
= ? a | | 
_7-~ Positive | | 
= | feedback loop ! l 
l g=0° | 
tas a -<~ ia 1 I<- 
3 3 
Lead-lag Lead-lag 
(a) The phase shift around the loop is 0°. (b) The voltage gain around the loop is 1. 


A FIGURE 24 


Conditions for oscillation in the Wien-bridge circuit. 


Then 


R, + Rp 2R,> +R, 3Ry 
BRB 8€©6 oR R> 


cl 


Start-Up Conditions Initially, the closed-loop gain of the amplifier itself must be more 
than three (A,; > 3) until the output signal builds up to a desired level. The gain of the am- 
plifier must then decrease to 3 so that the total gain around the loop is | and the output sig- 
nal stays at the desired level, thus sustaining oscillation. This is illustrated in Figure 25. 


a Loop gain > | _ Loop gain = 1 


Col 


ja | 
Eee 


(a) Initially, loop gain greater than | causes output to build up. (b) Loop gain of 1 causes a sustained constant output. 


A FIGURE 25 


Oscillator start-up conditions. 


A JFET stabilized Wien-bridge oscillator is shown in Figure 26. The gain of the op-amp 
is controlled by the components shown in the blue box, which include the JFET. The 
JFET’s drain-source resistance depends on the gate voltage. With no output signal, the gate 
is at zero volts, causing the drain-source resistance to be at the minimum. With this condi- 
tion, the loop gain is greater than |. Oscillations begin and rapidly build to a large output 
signal. Negative excursions of the output signal forward-bias D,, causing capacitor C3 to 
charge to a negative voltage. This voltage increases the drain-source resistance of the JFET 
and reduces the gain (and hence the output). This is classic negative feedback at work. With 
the proper selection of components, the gain can be stabilized at the required level. 
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> FIGURE 26 


@ 
Self-starting Wien-bridge oscillator i 
using a JFET in the negative feedback Ci SR, 
loop. 


Ry 


out 


2 
10kQ 


1 1 
2aRC — 27(10kO)(0.001 pF) 


= 15.9kHz 


d to 0.01 uF, what is the frequency of oscillation in 


A Triangular-Wave Oscillator 


A triangular-wave oscillator is an electronic oscillator that uses a comparator with two 
trip points and an integrator to produce triangular waves. A practical implementation is 
shown in Figure 28. The operation is as follows. To begin, assume that the output voltage 
of the comparator is at its maximum negative level. This output is connected to the 
inverting input of the integrator through Rj, producing a positive-going ramp on the out- 
put of the integrator. When the ramp voltage reaches the upper trigger point (UTP), the 
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<} Vout (square) c 


Vout (triangle) 


R = Integrator 


A FIGURE 28 


A triangular-wave oscillator using two op-amps. 


comparator switches to its maximum positive level. This positive level causes the integra- 
tor ramp to change to a negative-going direction. The ramp continues in this direction un- 
til the lower trigger point (LTP) of the comparator is reached. At this point, the comparator 
output switches back to the maximum negative level and the cycle repeats. This action is 
illustrated in Figure 29. 


+ Vice 


V, 


out (square) 


-), 


max 


Vorp 
Vout (triangle) 
Virp 

A FIGURE 29 


Waveforms for the circuit in Figure 28. 


Since the comparator produces a square-wave output, the circuit in Figure 28 can be 
used as both a triangular-wave oscillator and a square-wave oscillator. Devices of this type 
are commonly known as function generators because they produce more than one output 
function. The output amplitude of the square wave is set by the output swing of the com- 
parator, and the resistors Ry and R3 set the amplitude of the triangular output by establish- 
ing the UTP and LTP voltages according to the following formulas: 


R3 
Vure = + Vinax Ry 


R; 
Vite ios —Vinax Ro 


where the comparator output levels, +V,,,, and —V,,q,, are equal. The frequency of both 
waveforms depends on the R,C time constant as well as the amplitude-setting resistors, R5 
and R3. By varying R,, the frequency of oscillation can be adjusted without changing the 


output amplitude. 
1 /R, 
1 acl) 
4R,C\ R3 
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f the circuit in Figure 30. What is the frequency if Ry is 


Vow 


we 1 33kO 
=| = = 8.25 kH 
(a kO)(0.01 =) 10 =) e 


| 1 33k 
S| = 4.13kH 
la k)(0.01 alla =) a 


iangular wave in Figure 30 if the comparator output is 


9-09. Observe the waveforms from the comparator and from 


A Square-Wave Relaxation Oscillator 


The basic square-wave oscillator shown in Figure 31 is a type of relaxation oscillator 
because its operation is based on the charging and discharging of a capacitor. Notice that 
the op-amp’s inverting input is the capacitor voltage and the noninverting input is a portion 
of the output fed back through resistors Rj and R3. When the circuit is first turned on, the 
capacitor is uncharged, and thus the inverting input is at 0 V. This makes the output a 


> FIGURE 31 R, 


A square-wave relaxation oscillator. AM 


out 


896 


www.EngineeringBooksPdf.com 


Basic Op-Amp Circuits 


positive maximum, and the capacitor begins to charge toward V,,,,, through R;. When the 
capacitor voltage reaches a value equal to the feedback voltage on the noninverting input, 
the op-amp switches to the maximum negative state. At this point, the capacitor begins to 
discharge from +V, toward —V~ When the capacitor voltage reaches —V, the op-amp 
switches back to the maximum positive state. This action continues to repeat, as shown in 
Figure 32, and a square-wave output voltage is obtained. 


-V, 


max 


A FIGURE 32 


Waveforms for the square-wave relaxation oscillator. 


e are two feedback loops in a Wien-bridge oscillator. What is the purpose of each? 


t is a function generator, and basically what does it do? 
n what principle does a relaxation oscillator operate? 


5 ACTIVE FILTERS 


Filters are usually categorized by the manner in which the output voltage varies with 
the frequency of the input voltage. The categories of active filters that we will examine 
in this section are low-pass, high-pass, and band-pass. The term active means that a 
gain element is used; in this case, an op-amp. 


After completing this section, you should be able to 


Low-Pass Active Filters 


An active filter is a frequency-selective circuit consisting of one or more op-amps com- 
bined with reactive elements (usually an RC network). Figure 33 shows a basic low-pass 
active filter and its response curve. Notice that the input circuit is a single low-pass RC 
circuit, and unity gain is provided by the op-amp with a negative feedback loop. Simply 
stated, this is a voltage-follower with an RC filter between the input signal and the nonin- 
verting input. 
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Gain (dB) 
A 
0 —20 dB/decade roll-off 
R Vine | 
Wa 
| 
Cc | 
| 
20 ; >f 
— Te 10f. 
(a) (b) 
A FIGURE 33 


Single-pole, low-pass active filter and response curve. 


The voltage at the noninverting input, V+, is as follows: 


Xc 
+ = (ev 
VR? + XZ 


Since the gain of the op-amp is 1, the output voltage is equal to V+. 


Equation 12 Vout = (4), 
VR? + X? 

A filter with one RC circuit that produces a —20 dB/decade roll-off beginning at f. is 
said to be a single-pole or first-order filter. The term “—20 dB/decade” means that the 
voltage gain decreases by ten times (—20 dB) when the frequency increases by ten times 
(decade). 


Low-Pass Two-Pole Filters There are several types of active filters and they can have 
varying numbers of poles, but we will use a two-pole filter to illustrate. Figure 34(a) shows 
a two-pole (second-order) low-pass active filter. Since each RC circuit in a filter is consid- 
ered to be one-pole, the two-pole filter uses two RC circuits to produce a roll-off rate of 
—40 dB/decade, as indicated in Figure 34(b). The active filter in Figure 34 has unity gain 
below f.. because the op-amp is connected as a voltage-follower. 


C, 
A, (4B) 
A 


—40 dB/decade roll-off 


>f 
_ fe 


(a) (b) 


A FIGURE 34 


Two-pole, low-pass active filter and its ideal response curve. 
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One of the RC circuits in Figure 34(a) is formed by R; and Cj, and the other by Rz and 
C>. The critical frequency of this filter can be calculated using the following formula: 


1 
27V RyR CC 


Figure 35(a) shows an example of a two-pole low-pass filter with values chosen to 
produce a response with a critical frequency of 1 kHz. Note that C; = 2C, and R; = R> 
because these relationships result in a gain of 0.707 (—3 dB) at f.. For critical frequencies 
other than | kHz, the capacitance values can be scaled inversely with the frequency. For ex- 
ample, as shown in Figure 35(b) and (c), to get a 2 kHz filter, halve the values of C, and C); 
for a 500 Hz filter, double the values. 


j= Equation 13 


a oe 
a aan L 
C aa 2C, = 
0.015 wF 0.0075 uF 0.03 “ZF 
R, Ry R Ro My 
1I5kQ  15kO 1I5kQ  15kO 15 Wy 15kO 
.& a _ 
—— 0.0075 uF == > = 0.00375 uP T 2C> = 0.015 uF 
(a) f. = 1 kHz (b) f, = 2 kHz (c) f. = 500 Hz 
A FIGURE 35 


Examples of low-pass filters (two-pole). 


e values required to produce a 3 kHz critical frequency in the 


WN Vou 


22 WwW 22 WW 


l* 


cannot use the scaling method to get the capacitance 


1 
fe 7 20 VR RoC Cp 
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—_—_ 
ear ROC, Co 
oon 
1 
fe= DDisyD 
Am?R*(2C3) 
0.707 0.707 


——_ = 0.0017 pF 
OmRf,  2m(22kM\(3KkHz) POL? # 


017 wF) = 0.0034 nF 
277. 0G)= 0.001 nF, and 


Il 
a 
wo 

| 


Verify that the critical frequency is 3 kHz. 


High-Pass Active Filters 


In Figure 37(a), a high-pass active filter with a —20 dB/decade roll-off is shown. Notice 
that the input circuit is a single high-pass RC circuit and that unity gain is provided by the 
op-amp with negative feedback. The response curve is shown in Figure 37(b). 


Gain (dB) 
A 


—20 >f 


(a) (b) 


A FIGURE 37 
Single-pole, high-pass active filter and response curve. 


Ideally, a high-pass filter passes all frequencies above f. without limit, as indicated in 
Figure 38(a). In practice, of course, such is not the case. All op-amps inherently have 
internal RC circuits that limit the amplifier’s response at high frequencies. Such is the case 
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with the active high-pass filter. There is an upper frequency limit to its response, which, in 
effect, makes this type of filter a band-pass filter with a very wide bandwidth rather than a 
true high-pass filter, as indicated in Figure 38(b). In many applications, the internal 
high-frequency cutoff is so much greater than the filter’s critical frequency that the internal 
high-frequency cutoff can be neglected. 


A, 
A 
| 
| 
| 
| 
| 
j ~ = 
(a) Ideal 
A, 
i Inherent 
internal 
is . op-amp 
roll-off 
| 
| 
| 
i 7 ai 
ic 


(b) Nonideal 


The voltage at the noninverting input is as follows: 


vs =(—4_)y 
pe eV 
R’ + Xe 
Since the op-amp is connected as a voltage-follower with unity gain, the output voltage is 
the same as V+. 


R 
Vout = Gees aic 


If the internal critical frequencies of the op-amp are assumed to be much greater than the 
desired f,. of the filter, the gain will roll off at —20 dB/decade as shown in Figure 38(b). 
This is a single-pole filter because it has one RC circuit. 


High-Pass Two-Pole Filters Figure 39 shows a two-pole high-pass active filter. Notice 
that it is identical to the corresponding low-pass type, except for the positions of the 


<@ FIGURE 39 


Two-pole, high-pass active filter. 


Vout 


no L-+F-4 
C Cy 


<4 FIGURE 38 


High-pass filter response. 


Equation 14 
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resistors and capacitors. This filter has a roll-off rate of —40 dB/decade below f., and the 
critical frequency is the same as for the low-pass filter given in Equation 13. 

Figure 40 shows a two-pole high-pass filter with values chosen to produce a response 
with a critical frequency of 1 kHz. Note that Ry = 2R; and C; = C> because these 
relationships result in a gain of 0.707 (—3 dB) at f.. For frequencies other than | kHz, 
the resistance values can be scaled inversely, as was done with the capacitors in the 
low-pass case. 


» FIGURE 40 e 
Two-pole, high-pass filter 
(fe = 1 kHz). Ry S| 75kQ 
om ie) Vout 
no] I-—- 


0.015 uF 0.015 uF 


R 


Vout 


C; Cy 
ino |[-— 


0.0022 uF 0.0022 uF 


ter, you cannot use the scaling method to get the resistor 
and square both sides. 


1 
Te _ 20 VRyRoC1 Co 
1 
i =. 
4a Ri RoC Co 
= Gs 
il 
ie= Daye 
Am?(2R3)C 
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0.707 | 0.707 
2nCf.  27(0.0022 wF)(5.5 kHz) 
2(9.3kQ) = 18.6kQ 


= 93kQ 


Al for R, = 9.3kQ and Ry = 18.6kQ if C, and C are 


1. Verify that the critical frequency is 5.5 kHz. 


Band-Pass Filter Using a High-Pass/Low-Pass Combination 


One way to implement a band-pass filter is to use a cascaded arrangement of a high-pass fil- 
ter followed by a low-pass filter, as shown in Figure 42(a). Each of the filters shown is a 


Two-pole Two-pole 
high-pass low-pass 
© Sa 
R se 
1 
R; Ry Vout 
co |G AMY | \W—+ 
|| -F 
zn =o 


(a) 


Low-pass response High-pass response 


acs < "a 


~f 


(b) 
A FIGURE 42 


Band-pass filter formed by combining a two-pole, high-pass filter with a two-pole, low-pass filter. (It 
does not matter in which order the filters are cascaded.) 


www.EngineeringBooksPdf.com 


903 


Basic Op-Amp Circuits 


two-pole configuration so that the roll-off rates of the response curve are —40 dB/decade, as 
indicated in the composite response curve of part (b). The critical frequency of each filter is 
chosen so that the response curves overlap, as indicated. The critical frequency of the high- 
pass filter is lower than that of the low-pass filter. 

The lower frequency, f.;, of the passband is set by the critical frequency of the high- 
pass filter. The upper frequency, f.2, of the passband is the critical frequency of the low- 
pass filter. Ideally, the center frequency, f,, of the passband is the geometric average of f,. 
and f.9. The following formulas express the three frequencies of the band-pass filter in 
Figure 42. 


1 
27 VR RCC, 
ee 
277 V R3R4C3C4 
Equation 17 fr = Vifeafe2 


Equation 15 fa = 


Equation 16 fo = 


t andwidth and center frequency for the filter in Figure 43. 


| | 
C3 0.01 uF 


R; | Ry Vout 
MW \W\—* 
15kO 1I5kO 
Cy, == 0.0047 uF 
of the high-pass filter is 
a 1 
——— = 450 Hz 
RiR2C iC) 27 V(25KO)(50KN)(0.01 wF\O.01 nF) 
~y of the low-pass filter is 
1 
-= = 1.55 kHz 
Qa V(15 kQ)(15 kO)(0.01 wF)(0.0047 1F) 


id the center frequency are 
Wf —fa — 1.55 kHz — 450 Hz = 1.1kHz 
fr = Vfeifa = V(450 H2)(1.55 kHz) = 835 Hz 
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wn in Figure 44. 


b 


| 
I 
I 
I 
I 
I 
| 
I 
I 


> f (Hz) 


| 
450 835 1550 


the bandwidth of the filter in Figure 43 without 


uit components, what does the term pole refer to? 
ponse characterizes the single-pole low-pass filter? 
pass filter differ in its implementation from a corresponding low- 


ce values of a high-pass filter are doubled, what happens to the critical 


6 VOLTAGE REGULATORS 


Two fundamental types of linear voltage regulators are the series regulator and the 
shunt regulator. 


After completing this section, you should be able to 


¢ Describe the operation of basic series and shunt voltage regulators 


Line Regulation and Load Regulation 


When the de input (line) voltage changes, an electronic circuit called a regulator maintains 
a nearly constant output voltage, as illustrated in Figure 45. Recall that line regulation can 
be defined as the percentage change in the output voltage for a given change in the input 
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> FIGURE 45 


Line regulation. A change in input 
(line) voltage does not significantly 
affect the output voltage of a regula- 
tor (within certain limits). 


» FIGURE 46 


Load regulation. A change in load 
current has practically no effect on 
the output voltage of a regulator 
(within certain limits). 
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ANT, ) 


| AUT | 
\) Vour “| 


Voltage 
regulator 


ANT, ) 
cz 


Decrease | 
(or increase) 
in input voltage 


wl 


No significant change 
in output voltage 


Voltage 
regulator 


Vin O 


0 Vout 


(line) voltage. When taken over a range of input voltage values, line regulation is expressed 
as a percentage by the following formula: 


AV 
Line regulation = ( aut 


—— ]100% 
AVin ) i 


When the amount of current through a load changes due to a varying load resistance, the 
voltage regulator must maintain a nearly constant output voltage across the load, as illus- 
trated in Figure 46. 


Voltage 


Vin O—— 
oi regulator 


No significant change 
H in output voltage 


V Voltage 
o regulator 


Increase 


JL (or decrease) 


Recall that oad regulation can be defined as the percentage change in output voltage for 
a given change in load current. One way to express load regulation is as a percentage 
change in output voltage from no-load (NL) to full-load (FL). 


Vn_ — VEL 


Load regulation = ( ) 100% 


VEL 
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Alternately, the load regulation can be expressed as a percentage change in output voltage 
for each mA change in load current. For example, a load regulation of 0.01%/mA means 
that the output voltage changes 0.01 percent when the load current increases or decreases 
1 mA. 

Sometimes power supply manufacturers specify the equivalent output resistance of a 
power supply (Rout) instead of its load regulation. Recall that an equivalent Thevenin cir- 
cuit can be drawn for any two-terminal linear circuit. Figure 47 shows the equivalent 
Thevenin circuit for a power supply with a load resistor. The Thevenin voltage is the volt- 
age from the supply with no load (Vy,), and the Thevenin resistance is the specified output 
resistance, Royt. Ideally, Rout is zero, corresponding to 0% load regulation, but in practi- 
cal power supplies Rout is a small value. With the load resistor in place, the output voltage 
is found by applying the voltage-divider rule: 


Ry, 
Vout = Vni 


Rour + Ri 
Ree Pic < FIGURE 47 
Vour= Vn i une Thevenin equivalent circuit for a 


power supply with a load resistor. 


If you let Rpy equal the smallest-rated load resistance (largest-rated current), then the 
full-load output voltage (Vpy) is 


Rei 
Ver = V) 
a Gon ag am) 


Solving for Vx in the equation for Vp, 


Rout + Re 
VuL = val Re 


Rout + Rei 
va) oY 


Load regulation = x 100% 
VEL 
ae (Zou + Rey 


Rey 


1 )100% 


R 
Load regulation = ( R 


Equation 18 is a useful way of finding the percent load regulation when the output 
resistance and minimum load resistance are specified. 


Basic Series Regulator 


A series regulator is a type of voltage regulator in which the control element is in se- 
ries with the load. A schematic representation of a series regulator is shown in Figure 
48(a) and its block diagram, showing the basic components, is in Figure 48(b). The 
error detector is usually an op-amp or comparator, and the control element is usually a 
power transistor. The error detector compares a sample of the output with a reference 
voltage and causes the control element to compensate in order to maintain a constant 
output voltage. 
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Series 


regulator 


(a) Schematic representation 


Equation 19 
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Vin © 0 Vout 


Control 

element 
Error Sample 

detector circuit 


Reference 
voltage 
0 Vour 


i|H-« 


(b) Block diagram 


A FIGURE 48 


Diagrams of a three-terminal, series voltage regulator. 


Regulating Action A basic op-amp series regulator circuit is shown in Figure 49. Its 
operation is illustrated in Figure 50 and is as follows. The resistive voltage divider formed 
by R, and R3 senses any change in the output voltage. When the output tries to decrease, as 
shown in part (a), because of a decrease in Vjy or because of an increase in [;, caused by a 
decrease in R;, a proportional voltage decrease is applied to the op-amp’s inverting input 
by the voltage divider. Since the zener diode, D,, holds the other op-amp input at a nearly 
constant reference voltage (VygR), a small difference voltage (error voltage) is developed 
across the op-amp’s inputs. This difference voltage is amplified, and the op-amp’s output 
voltage (Vp) increases. This increase is applied to the base of Q, causing the emitter volt- 
age, Voy, to increase until the voltage to the inverting input again equals the reference 
(zener) voltage. This action offsets the attempted decrease in output voltage, thus keeping 
it nearly constant. The power transistor, Q), is usually used with a heat sink because it must 
handle all of the load current. 

The opposite action occurs when the output tries to increase, as illustrated in Figure 
50(b). 

The op-amp in Figure 49 is connected as a noninverting amplifier in which the reference 
voltage, Vppr, is the input at the noninverting terminal, and the R,/R3 voltage divider forms 
the negative feedback circuit. The closed-loop voltage gain is 


Control element 


Vino 


© Vout 


Ry 
Error detector 
Sample 
circuit 


A FIGURE 49 


Basic op-amp series regulator. 
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Decrease Increase 


Ly 
pvr”) 


Rw »N 
Sie 
© @ 


(a) When Vix or R, decreases, Voy attempts to decrease. The feedback (b) When Vix or R; increases, Voy attempts to increase. The feedback 
voltage, Vaz, also attempts to decrease, and as a result, the op-amp’s voltage, Vp, also attempts to increase, and as a result, Vp, applied to 
output voltage Vz attempts to increase, thus compensating for the the base of the control transistor, attempts to decrease, thus 
attempted decrease in Voy by increasing the Q, emitter voltage. compensating for the attempted increase in Voy by decreasing the Q, 
Changes in Voyr are exaggerated for illustration. emitter voltage. 

When Vj, (or R;) stabilizes at its new lower value, the voltages When Vjx (or R;) stabilizes at its new higher value, the voltages 
return to their original values, thus keeping Voyy constant as a result return to their original values, thus keeping Voy constant as a 
of the negative feedback. result of the negative feedback. 
A FIGURE 50 


Illustration of series regulator action that keeps Voyy constant when Vjy or R; changes. 


Therefore, the regulated output voltage is 


R, 
Vour = {1 + R. VREF 
3 


From this analysis you can see that the output voltage is determined by the zener volt- 
age and the resistors R> and R3. It is relatively independent of the input voltage, and there- 
fore, regulation is achieved (as long as the input voltage and load current are within 
specified limits). 


Equation 20 


he output voltage for the regulator in Figure 51. 


4 oe O Vout 
= Q; 
Ry 
10kO0, 
r 
Bsiv R; 
10k0, 
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Solution Vppr = 5.1 V, the zener voltage. Therefore, 


Ry 10kO 

vi ={1+ Verp =| 1+ 5.1V = (2)5.1V = 10.2V 

OUT ( = REF ( act (2) 

Related Problem The following changes are made in the circuit of Figure 51: A 3.3 V zener replaces 
the 5.1 V zener, Ry = 1.8kO, Ry = 22kQ, and R3 = 18k. What is the output 
voltage? 


Short-Circuit or Overload Protection If an excessive amount of load current is drawn, 
the control element (series-pass transistor) can be quickly damaged or destroyed. Most reg- 
ulators use some type of protection from excess current in the form of a current-limiting 
mechanism. 

Figure 52 shows one method of current limiting to prevent overloads called constant- 
current limiting. The current-limiting circuit consists of transistor Q, and resistance R4. 


> FIGURE 52 


Q; Ry 


\W 


Series regulator with constant- Vin © 
current limiting. 


bd © Vour 


Current limiter 
S% 


The load current through Ry creates a voltage from base to emitter of Q2. When J, 
reaches a predetermined maximum value, the voltage drop across Ry, is sufficient to for- 
ward-bias the base-emitter junction of Q>, thus causing it to conduct. Enough Q, base cur- 
rent is diverted into the collector of Q» so that /,, is limited to its maximum value [, (max): 
Since the base-to-emitter voltage of Q2 cannot exceed about 0.7 V for a silicon transistor, 
the voltage across R, is held to this value, and the load current is limited to 


0.7 V 
R4 


[ L(max) — 


Basic Shunt Regulator 


As you have seen, the control element in the series regulator is the series-pass transistor. A 
simple representation of a shunt type of linear regulator is shown in Figure 53(a), and the 
basic components are shown in part (b). 

In the basic shunt regulator, the control element is a transistor (Q,) in parallel with the 
load, as shown in Figure 54. A series resistor (R1) is in series with the load. The operation 
of the circuit is similar to that of the series regulator, except that regulation is achieved by 
controlling the current through the parallel transistor Q. 

When the output voltage tries to decrease due to a change in input voltage or load cur- 
rent, as shown in Figure 55(a), the attempted decrease is sensed by R3 and Ry and applied 
to the op-amp’s noninverting input. The resulting difference in voltage reduces the 
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Vin © 


0 Vour 


Reference Error 
voltage detector 


Shunt 
regulator 


(a) Schematic representation (b) Block diagram 


A FIGURE 53 


Diagrams of a three-terminal shunt regulator. 


R <4 FIGURE 54 
Vin © rs AW ° ° ©Voyr Basic op-amp shunt regulator. 
= Ry Error detector [i ta 


Control 
element 


Q 


vy D, = R, Sample 


circuit 


Decreases Increases 


Ne al 
\r 


h 


a> 
ay 
oan 


(a) Response to a decrease in Vjy or Ry, (b) Response to an increase in Vyy or Ry, 


A FIGURE 55 


Sequence of responses when Voy tries to change as a result of a change in Vjy or R;. 
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op-amp’s output (Vp), driving Q, less, thus reducing its collector current (shunt current) 
and increasing its internal collector-to-emitter resistance, r’cg. Since r’cp acts as a voltage 
divider with Rj, this action offsets the attempted decrease in Voyy and maintains it at an 
almost constant level. 

The opposite action occurs when the output tries to increase, as shown in Figure 55(b). 
With J; and Voyr constant, a change in the input voltage produces a change in shunt cur- 
rent (/s) as follows: 


With a constant Vy and Voyr, a change in load current causes an opposite change in shunt 
current. 


Als = —Ah, 


This formula says that if /;, increases, Jy decreases, and vice versa. 

The shunt regulator is less efficient than the series type but offers inherent short-circuit 
protection. If the output is shorted (Voyr = 0), the load current is limited by the series 
resistor, R,, to a maximum value (Is = 0). 

Vin 


Tumax) = i 


Vv er rating must R, have if the maximum input voltage is 12.5 V? 


AW ° ° © Vour 


Q, SR, 


tion in R; occurs when the output is short-circuited and 
iN = 12.5 V, the voltage dropped across R; is 


Vin ee Vout — aii Vi 
in Ry is 


_ Var _ (12.5 VP 
a 20 


it least 10 W should be used. 


Pry = 7.1W 


zed to 33 1. What must be the power rating of R, if the maxi- 
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1. Define line regulation. 
2. Define load regulation. 


3. How does the control element in a shunt regulator differ from that in a series regulator? 
4. Name one advantage and one disadvantage of a shunt regulator over a series type. 


Application Assignment 


In this application assignment, you 
will focus on the regulated power sup- 
ply which provides the FM stereo re- 
ceiver with dual polarity de voltages. 
The op-amps in the channel separation circuits and the audio 


amplifiers operate from + 12 V. Both positive and negative volt- 


age regulators are used to regulate the rectified and filtered volt- 
ages from a bridge rectifier. 

This power supply utilizes a full-wave bridge rectifier with 
both the positive and negative rectified voltages taken off the 
bridge at the appropriate points and filtered by electrolytic ca- 
pacitors. Integrated circuit voltage regulators (7812 and 7912) 
provide regulation for the positive and negative voltages. A 
block diagram is shown in Figure 57. 


Step 1: Relating the PC Board to a Schematic 


Develop a schematic for the power supply in Figure 58. Add any | 


missing labels and include the IC pin numbers. The rectifier 
diodes are 1N4001s, the filter capacitors Cy and C, are 2200 uF 
and the transformer has a turns ratio of 5:1. 


Step 2: Analyzing the Power Supply Circuits 


1. Determine the approximate voltage with respect to ground at 
each of the four “corners” of the bridge. State whether each 
voltage is ac or de. 


—_ 


=— Transformer 


Rectifier 
——_ 


A FIGURE 57 


PuTTING YOUR KNOWLEDGE 
TO WORK 


: 2. Calculate the peak inverse voltage of the rectifier diodes. 


3. Show the voltage waveform across D, for a full cycle of the 
ac input. 


Step 3: Troubleshooting the Power Supply 


: State the probable cause or causes for the following: 

: 1. Both positive and negative output voltages are zero. 
: 2. Positive output voltage is zero, and the negative output volt- 
age is —12 V. 


3. Negative output voltage is zero, and the positive output volt- 
age is +12 V. 


There are radical voltage fluctuations on the output of the 
positive regulator. 


Indicate the voltages you should measure at the four corners 
! of the diode bridge for the following faults: 


! 1. Diode D, open 


2. Capacitor C2 open 


: Review 


1. What should be the rating of the power supply fuse? 
2. What purpose do the 0.33 F capacitors serve? 


| 3. Which regulator provides the negative voltage? 


Positi 
ositive +DV 
regulator 
Filters 
Negative “Dv 
regulator 


Block diagram of the dual-polarity power supply. 
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7812 
Pin 1: Input 
Pin 2: Ground 
Pin 3: Output 


7912 
Pin 1: Ground 
Pin 2: Input 
Pin 3: Output 


A FIGURE 58 


® In an op-amp comparator, when the input voltage exceeds a specified reference voltage, the out- 


put changes state. 
® The output voltage of a summing amplifier is proportional to the sum of the input voltages. 


® An averaging amplifier is a summing amplifier with a closed-loop gain equal to the reciprocal of 
the number of inputs. 


® Ina scaling adder, a different weight can be assigned to each input, thus making the input con- 
tribute more or contribute less to the output. 


® The integral of a step is a ramp. 


a 


The derivative of a ramp is a step. 


¢ 


In a Wien-bridge oscillator, the closed-loop gain must be equal to 3 in order to have unity gain 
around the positive feedback loop. 


In filter terminology, a single RC circuit is called a pole. 

Each pole in a filter causes the output to roll off (decrease) at a rate of —20 dB/decade. 
Two-pole filters roll off at a maximum rate of —40 dB/decade. 

Line regulation establishes a constant output voltage over a range of input voltages. 
Load regulation establishes a constant output voltage over a range of load values. 

In a series voltage regulator, the control element is a transistor in series with the load. 


In a shunt voltage regulator, the control element is a transistor in parallel with a load. 


Sn A A A A 


The terminals on a three-terminal voltage regulator are input voltage, output voltage, and 
ground. 
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Active filter A frequency-selective circuit consisting of one or more op-amps combined with reac- 
tive elements (usually an RC network). 


Averaging amplifier An amplifier with several inputs that produces an output voltage that is the 
negative value of the mathematical average of the input voltages. 


Comparator A circuit that compares two input voltages and produces an output in either of two 
states indicating the greater or less than relationship of the inputs. 


Differentiator A circuit that produces an inverted output that approaches the mathematical deriva- 
tive of the input, which is the rate of change. 


Integrator A circuit that produces an output that approaches the mathematical integral of the 
input. 

Relaxation oscillator A type of oscillator, generally nonsinusoidal, whose operation is based on 
the charging and discharging of a capacitor. 

Scaling adder A special type of summing amplifier with weighted inputs. 


Series regulator A type of voltage regulator in which the control element is in series with the 
load. 


Shunt regulator A type of voltage regulator with the control element between the output and 
ground. 


Summing amplifier An amplifier with several inputs that produces a negative output voltage pro- 
portional to the algebraic sum of the input voltages. 


Triangular-wave oscillator An electronic oscillator that uses a comparator with two trip points 
and an integrator to produce triangular waves. 


Wien-bridge oscillator An electronic oscillator that can produce low distortion sine waves over a 
wide range of frequencies by using a lead-lag feedback network and stabilized gain. 


Answers are at the end of the chapter. 


1. A comparator will have a positive output whenever the noninverting input is greater than the 
inverting input. 


. A summing amplifier actually produces the negative sum of the input voltages. 
. In an averaging amplifier, the feedback resistor is equal to the input resistors. 


An ideal integrator has a capacitor in series with the input and a resistor in the feedback path. 


7 eS) 


. If the input to a differentiator is a negative-going ramp, the output will be a constant negative 
voltage. 


. The output of a Wien-bridge oscillator is a sinusoidal waveform. 
. A Wien-bridge oscillator uses both positive and negative feedback. 


. A two-pole filter has a maximum roll-off rate of —20 dB/decade. 


6 
7 
8 
9 


10. The control element of a series regulator is a transistor in series with the output. 


. One type of band-pass filter combines a low-pass and high-pass filter. 


R 
1 VRer = aa Comparator reference voltage 
2 Vour = —(Vin1 + Vino + Ving + °° ° + Vinn) n-input adder 
Rr 
3 Vour = —> (Vini + Vinz + +++ + Vine) Summing amplifier with gain 
Ry Ry Ry 
4 Vout = -(Z¥n + —Vynrz te°° + ZV) Scaling adder 
Ri R2 Rn 


915 


www.EngineeringBooksPdf.com 


Basic Op-Amp Circuits 


5 AVout = Vin Rate of change in integrator 
At RC S g 
Ve . ; : : 
6 Vou = — es RC Differentiator output with ramp input 
Vout 1 . . 
7 == Lead-lag gain (attenuation) at f,. 
Vin 3 
8 i = s Lead-l t fi 
r= oO RO ead-lag resonant frequency 
R : ee 
9 Vure = +Vinax RB Upper trigger point, triangular-wave oscillator 
2 
R; ; eas 
10 Virep = — Vinax R Lower trigger point, triangular-wave oscillator 
2 
lof (=) Fi f oscillation, triangul illat 
= i requenc ; z 
AR, C\R, q y of oscillation, triangular-wave oscillator 
Xc ; 
1200 Vow = | === Vin Output of one-pole filter (low-pass only) 
VR? — xh 
1 
13 = —— Critical frequency of two-pole filter (low-pass) 
fe 2a VRyR2C\C2 : 7 P P 
R “ . 
4 Vow = (Sea) Output of one-pole filter (high-pass only) 
1 
15 = —— Lower critical frequency of a band-pass filter 
far 27 RyR,C,C, 4 7 
1 
16 = —_—— Upper critical frequency of a band-pass filter 
fo 2a VRRLCC, pp quency p 
Wf, = Vifetfe2 Center frequency of a band-pass filter 
. _ (Rour . 
18 Load regulation = 100% Load regulation 
FL 
R, ‘ 
19 Ay =1+ R. Closed-loop voltage gain, voltage regulator 
3 
R2 ; 
20. Vour = {1+ R. VREF Series regulator output voltage 
3 
a ; Answers are at the end of the chapter. 


1. The purpose of a comparator is to 


(a) amplify an input voltage 
(b) detect the occurrence of a changing input voltage 
(c) produce a change in output when an input voltage equals a reference voltage 
(d) maintain a constant output when the dc input voltage changes 
2. To use a comparator for zero-level detection, the inverting input is connected to 
(a) ground 
(b) the de supply voltage 
(c) a positive reference voltage 
(d) a negative reference voltage 
3. Ina5 V level detector circuit, the 
(a) output is limited to 5 V 
(b) inverting input is connected to +5 V 
(c) input signal is limited to a5 V peak value 


(d) input signal must be riding on a +5 dc level 
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4. In acertain four-input summing amplifier, all the input resistors are 2.2 kO and the feedback 
resistor is 2.2 kQ. If all the input voltages are 2 V, the output voltage is 


(a) -2V (b) —10V (ec) —2.2V (d) —8V 
5. The gain of the amplifier in Question 4 is 
(a) —1 (b) —2.2 (c) —4 (d) unknown 
6. To convert a summing amplifier to an averaging amplifier, 
(a) all input resistors must be a different value 
(b) the ratio R;/R must equal the reciprocal of the number of inputs 
(c) the ratio Rp/R must equal the number of inputs 
(d) answers (a) and (b) 
7. Ina scaling adder, the 
(a) input resistors are all the same value 
(b) feedback resistor is equal to the average of the input resistors 
(c) input resistors have values that depend on the assigned weight of each input 
(d) ratio Ry R must be the same for each input 
8. The feedback path in an ideal op-amp integrator consists of a 
(a) resistor (b) capacitor 
(c) resistor and a capacitor in series (d) resonant circuit 
9. The feedback path in an op-amp differentiator consists of a 
(a) resistor 
(b) capacitor 
(c) resistor and a capacitor in series 
(d) resistor and a capacitor in parallel 


10. The op-amp comparator circuit uses 


(a) positive feedback (b) negative feedback 
(c) regenerative feedback (d) no feedback 
11. Unity gain and zero phase shift around the feedback loop are conditions that describe 
(a) an active filter (b) a comparator 
(c) an oscillator (d) an integrator or differentiator 


12. The input frequency of a single-pole, low-pass active filter increases from 1.5 kHz to 150 kHz. 
If the critical frequency is 1.5 kHz, the gain decreases by 


(a) 3 dB (b) 20 dB (c) 40 dB (d) 60 dB 


Answers to odd-numbered problems are at the end of the chapter. 
BASIC PROBLEMS 


SECTION 1 Comparators 


1. Determine the output level (maximum positive or maximum negative) for each comparator in 
Figure 59. 


Vout Vout Vout 


(a) (b) (c) 


A FIGURE 59 
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2. A certain op-amp has an open-loop gain of 80,000. The maximum saturated output levels of this 
particular device are + 12 V when the dc supply voltages are + 13 V. If a differential voltage of 
0.15 mV rms is applied between the inputs, what is the peak-to-peak value of the output? 


3. Draw the output voltage waveform for each circuit in Figure 60 with respect to the input. Show 
voltage levels. 


+1V 
+1V 
0 oN; °o 
-1V 2V Vex 
0 ° 
2Vv V, y=+10V 


out (max, 


(a) (b) 


A FIGURE 60 


Summing Amplifiers 


4. Determine the output voltage for each circuit in Figure 61. 


10kQ 


Vo UT Vour 


(a) 


A FIGURE 61 


5. Determine the following in Figure 62: 
(a) Vai and Veo (c) Vour 


6. Find the value of Ry necessary to produce an output that is five times the negative sum of the in- 
puts in Figure 62. 


(b) current through Ry 


R Ry 
+1Vo AM WwW 
22kO, 
Ry 
Vout 
+1.8Vo0 AM 
22kO 
A FIGURE 62 
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7. Find the output voltage when the input voltages shown in Figure 63 are applied to the scaling 
adder. What is the current through Ry? 


> FIGURE 63 R, 


V3 =+3 Vo——A\\— 2 Vout 
4= 


8. Determine the values of the input resistors required in a four-point scaling adder so that the 
lowest weighted input is 1 and each successive input has a weight twice the previous one. 
Use Rp = 100k. 


SECTION 3 _ Integrators and Differentiators 


9. Determine the rate of change of the output voltage in response to the step input to the ideal 
integrator in Figure 64. 


> FIGURE 64 C 


56 kO Vous 


10. A triangular waveform is applied to the input of the ideal differentiator in Figure 65 as shown. 
Determine what the output should be, and draw its waveform in relation to the input. 


> FIGURE 65 R 


Cc 
o—||—+4 


0 10 us . 
0.001 LF Vout 


SECTION 4 _ Oscillators 


11. A certain lead-lag circuit has a resonant frequency of 3.5 kHz. What is the rms output voltage if 
an input signal with a frequency equal to f, and with an rms value of 2.2 V is applied to the input? 


12. Calculate the resonant frequency of a lead-lag circuit with the following values: R; = Ry = 
6.2 kO, and C) = C) = 0.022 uF. 
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13. Determine the JFET drain-to-source resistance in Figure 66 that produces a closed-loop gain 
of 3. 

14. Explain the purpose of D, in Figure 66. 


15. Find the frequency of oscillation for the Wien-bridge oscillator in Figure 66. 
> FIGURE 66 


output. 
> FIGURE 67 


16. What type of signal does the circuit in Figure 67 produce? Determine the frequency of the 


17. Show how to change the frequency of oscillation in Figure 67 to 10 kHz. 


SECTION 5 Active Filters 


18. Determine the number of poles in each active filter in Figure 68, and identify its type. 
R; c 
4.7kO 0.0047 uF 12kO, 12kO, 
Cc , R C. 
ot —L_ %& 
—T— 0.022 uF 4.7 KO, —— 0.01 uF 
(a) (b) (c) 
A FIGURE 68 
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19. Calculate the critical frequencies for the filters in Figure 68. 


20. Determine the bandwidth and center frequency of each filter in Figure 69. 


e 
R; 
C 22k 
0.01 uF C3 on 
Ro | Re I-+—F-4 
o AW AW 0.01 uF 0.01 uF 
10kO 10kO Ry 
C 


2 
L 0.0047 uF 


10 kQ 


(a) 


Cy 


Re 1000 pF 
27 KO 


(b) 


A FIGURE 69 


SECTION 6 Voltage Regulators 
21. Determine the output voltage for the series regulator in Figure 70. 
22. If R3 in Figure 70 is doubled, what happens to the output voltage? 
23. If the zener voltage is 2.7 V instead of 2 V in Figure 70, what is the output voltage? 


Q) 
+12 V o—®@ © © Vour 

Ry 
4.7kO 

Ri 

10kQ 
R; 

e 1.8 kO 
‘B2v 


A FIGURE 70 
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24. A series voltage regulator with constant-current limiting is shown in Figure 71. Determine the 
value of Ry if the load current is to be limited to a maximum value of 250 mA. What power rat- 
ing must Ry have? 


> FIGURE 71 


Vin 


10kQ 


25. If R4 (determined in Problem 24) is halved, what is the maximum load current? 


26. In the shunt regulator of Figure 72, when the load current increases, does Q; conduct more or 
less? Why? 


27. Assume that J, remains constant and Vyy increases by 1 V in Figure 72. What is the change in 
the collector current of Q,? 


28. With a constant input voltage of 18 V, the load resistance in Figure 72 is varied from 1.0 kQ, to 
1.2kQ. Neglecting any change in output voltage, how much does the shunt current through Q; 
change? 


» FIGURE 72 Ry 
Vin O-——® AWW ? s Vout 


12kO I 


Q) R; 
8.2kO fi, 


3.9 kO 


“= MULTISIM TROUBLESHOOTING PROBLEMS 


= 29. Open file P19-29; files are found at www.pearsonhighered/floyd/. Determine if there is a fault. 
If so, identify it. 


30. Open file P19-30 and determine if there is a fault. If so, identify it. 
31. Open file P19-31 and determine if there is a fault. If so, identify it. 
32. Open file P19-32 and determine if there is a fault. If so, identify it. 
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SECTION REVIEWS 


SECTION 1 Comparators 
1. Switching speed and bias current 
2. 10kO/110kQO)15 V = 1.36 V 
3. See Figure 73. 


> FIGURE 73 +Vout(max) 
5V LS 


1.36 Ve_ — 


V, 


“~Y out (max) 


SECTION 2 Summing Amplifiers 


1. The summary point is the terminal of the op-amp where the input resistors are commonly 


connected. 
Ds RR = 1/5 = 0.2 
3. 5kO 


SECTION 3 _ Integrators and Differentiators 
1. The feedback element in an integrator is a capacitor. 
. The capacitor voltage is linear because the capacitor current is constant. 
. A practical integrator has a large-value parallel resistor in the feedback path. 
. The feedback element in a differentiator is a resistor. 


. The output of a differentiator is proportional to the rate of change of the input. 


Ann bw NY 


. A practical differentiator has a small-value resistor in series with the input. 


SECTION 4 _ Oscillators 


1. The negative feedback loop sets the closed-loop gain; the positive feedback loop sets the frequency. 


2. A function generator is an oscillator instrument that produces more than one type of output 
waveform. 


3. The basis of a relaxation oscillator is the charging and discharging of a capacitor. 


SECTION 5 Active Filters 
1. A pole is a single RC circuit. 
2. A single-pole low-pass frequency response is flat from dc to the critical frequency. 
3. The R and C positions are interchanged. 


4. The critical frequency is halved. 


SECTION 6 Voltage Regulators 


1. Line regulation is the change in output voltage for a given change in line (input) voltage, 
normally expressed as a percentage. 


2. Load regulation is the change in output voltage for a given change in load current, normally 
expressed as a percentage. 


3. Ina shunt regulator, the control element is in parallel with the load rather than in series with 
the load. 


4. A shunt regulator has inherent current limiting, but it is less efficient than a series regulator 
because part of the load current must be bypassed through the control element. 
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RELATED PROBLEMS FOR EXAMPLES 

1.96 V 

—10.5V 

5.13 Vv 

Add a 100 kQ input resistor and change R; to 20 kQ. 

0.45; 0.12; 0.18; Vour = —3.03 V 

The slope decreases to + 6.06 mV/s, which results in a peak-to-peak output of 3.03 V. 
The output voltage is doubled. 

1.59 kHz 

6.06 V peak-to-peak 

10 8.34 kHz 

11 2.57 kHz 

12 Increase f,. by reducing the resistor and/or capacitor values. 
13. 7.33 V 

14 175 W 


Ce PMrrAI ADAM FW NY 


TRUE/FALSE QUIZ 
1. T 2. T 3. F 4. F 5. F 6. T 77 8. F 9. T 10. 


SELF-TEST 
1. (c) 2. (a) 3. (b) 4. (d) 5. (a) 6. (b) 
7. (c) 8. (b) 9. (a) 10. (d) 11. (c) 12. (c) 


PROBLEMS —- ODD-NUMBERED ANSWERS 


1. (a) Maximum negative (b) Maximum positive (c) Maximum negative 
3. See Figure P—30. 
5. (a) Vr; = 1V,Vp2 = 1.8V (b) 127 pA (c) —2.8V 
7. —3.57V; 357 pA 
9. —4.06 mV/us 
11. 733 mV 
13. 5kO, 
15. 1.06 kHz 
17. Change R, to 3.54kQ. 
19. (a) 1.54 kHz (b) 7.20 kHz (c) 894 Hz 
» FIGURE P-30 
2V 
Vin 1V 
0 0-4 
| | | 
| | | 
| | | | | 
| | | | | 
| | | | | 
| | | | | 
48V I I +10V | 1 1 
Va 0 0 
= -10V 


(a) (b) 
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21. 7.22 V 
23. 9.75 V 
25. 500 mA 
27. 10 mA 
29. Ro is open. 
31. No fault 


‘OR REOCCURRING IMAGES 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 
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SPECIAL-PURPOSE 


Op- AMP CIRCUITS 


pes / S 3/ May ew, \at1, 
ff ae? 
“EG 


Instrumentation Amplifiers 

Isolation Amplifiers 

Operational Transconductance Amplifiers (OTAs) 
Active Diode Circuits 


WP WN = 


Current Sources and Converters 


Application Assignment: Putting Your Knowledge 
to Work 


Analyze and explain the operation of an instrumentation 
amplifier 

Analyze and explain the operation of an isolation amplifier 
Analyze and explain the operation of an OTA 

Analyze and explain the operation of active diode circuits 


Analyze and explain three special types of op-amp circuits 


Instrumentation amplifier 

Isolation amplifier 

Operational transconductance amplifier (OTA) 
Transconductance 

® Clamper 

Limiter 


Medical eeCrOniG: i is an haperant area of application for 
electronic devices and one of the most beneficial. The elee 
trocardiograph (ECG) is a common instrument used to mon 
tor the heart function of patients to detect irregularities or* 


at points on the body to pick up the small electrical signal 5 
produced by the heart. This signal is amplified and fed to af 
video monitor or chart recorder for analysis. Due to the > 
safety hazards related to electrical equipment, it is importa’ 
that the patient be protected from the possibility of severe 
electrical shock. For this reason, the isolation amplifier is 
used in medical equipment that comes in contact with the ~ 


to complete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


A general-purpose op-amp, such as the 741, is a versatile an¢ 
widely used device. However, some specialized IC amplifiers 
are available that have certain features or characteristics ori- 
ented to special applications. Most of these devices are actuzy 
ally derived from the basic op-amp. These special circuits 
include the instrumentation amplifier that is used in high- 
noise environments, the isolation amplifier that is used in % 
high-voltage and medical applications, the operational / 
transconductance amplifier (OTA) that is used as a voltage- 
to-current amplifier, and active diode circuits, which are 
used in applications such as limiting and peak detection. 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


Gs 1 INSTRUMENTATION AMPLIFIERS 


An instrumentation amplifier is a differential voltage-gain device that amplifies the 
difference between the voltages existing at its two input terminals. The main purpose of 
an instrumentation amplifier is to amplify small signals that may be riding on large 
common-mode voltages. The key characteristics are high input impedance, high 
common-mode rejection, low output offset, and low output impedance. Instrumentation 
amplifiers are commonly used in environments with high common-mode noise, such as 
in data acquisition systems where remote sensing of input variables is required. 


After completing this section, you should be able to 


n ins 


The Basic Instrumentation Amplifier 


As shown in Figure 1, a basic instrumentation amplifier is made up of three operational 
amplifiers and several resistors. Op-amps Al and A2 are noninverting configurations that 
provide high input impedance and voltage gain. Op-amp A3 is used as a unity-gain differ- 
ential amplifier. 


> FIGURE 1 
Input 1 o 


The basic instrumentation amplifier 


using three op-amps. 
Gain set O 


O Output 


Gain set O 


Input 2 0 


The gain-setting resistor, Rg, is connected externally as shown in Figure 2. Op-amp Al 
receives the differential input signal V;,,; on its noninverting (+) input and amplifies this 
signal with a voltage gain of 


Op-amp A1 also has V;,,. as an input signal to its inverting (—) input through op-amp A2 
and the path formed by R> and Rg. The input signal V;,> is amplified by op-amp Al with a 
voltage gain of 

_f 


Ay = 
v Rg 


® This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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<4 FIGURE 2 


O Vssit = Aci (Ving ~ Vind) 


Also, the common-mode voltage, V,.,,,, on the noninverting input is amplified by the small 
common-mode gain of op-amp A1. (A,,, is typically less than 1.) The total output voltage 


of op-amp A1 is 
Ri Ry 
Voutl = 1 Rc Vint Rc Vin2 a Vem 


A similar analysis can be applied to op-amp A2 and results in the following output expression: 


Ry Ry 
Vour2 ~ I+ Rc Vind Rc Vint 1 Vom 


Op-amp A3 has V,,,;; on one of its inputs and V,,,;2 on the other. Therefore, the differ- 
ential input voltage to op-amp A3 is Voy — Vourt. 


R, Ry Ry Ry 
Vour2 ~— Vout! ={1+ + Vind 1+ + Vint + Vom ~~ Vom 
Rg Re g Re 


For Ry = Ry = R, 
2R 
Rg 


2R 
Vout Voutl = (1 + Vina (1 + 2%) Vint + Vem — Vem 
G 
Notice that, since the common-mode voltages (V,,,) are equal, they cancel each other. 
Factoring out the differential gain gives the following expression for the differential input 
to op-amp A3: 


2R 
Vour2 — Vout = 1+ R (Vin2 Vint) 
G 


Op-amp A3 has unity gain because R3 = Rs = Ry = Ro and A, = R5/R3 = Ro/Ra. 
Therefore, the final output of the instrumentation amplifier (the output of op-amp A3) is 


2R 
Vout aad WVour2 i Vourt) = (1 + R ) io Vint) 
G 


The closed-loop gain is 


Act = Vout 
Vin2 = Vint 
2R 
Agee — 
Rg 


where Rj = Ry = R. Equation | shows that the gain of the instrumentation amplifier can be 
set by the value of the external resistor Rg when R, and R> have known fixed values. 


www.EngineeringBooksPdf.com 


Equation 1 


The instrumentation amplifier with 
the external gain-setting resistor Rc. 
Differential and common-mode 

signals are indicated. 
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Equation 2 


EXAMPLE 1 


Solution 


Related Problem* 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


The external gain-setting resistor Rg can be calculated for a desired voltage gain by 


using Equation 1. 
pe 2R 
GC Ay - 1 


Instrumentation amplifiers in which the gain is set to specific values using a binary input 
instead of a resistor are also available. 


Determine the value of the external gain-setting resistor Rg for a certain IC instrumen- 
tation amplifier with R; = Ry = 25 kQ. The closed-loop voltage gain is to be 500. 


2R 50kO 
Fe) 500 — 1 


What value of external gain-setting resistor is required for an instrumentation amplifier 
with R; = Rp = 39kQ to produce a gain of 325? 


* Answers are at the end of the chapter. 


> FIGURE 3 


Illustration of the rejection of large 
common-mode voltages and the 
amplification of smaller signal 
voltages by an instrumentation 
amplifier. 
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Applications 


As previously mentioned, an instrumentation amplifier is normally used to measure small 
differential signal voltages that may be superimposed on a common-mode voltage often 
much larger than the signal voltage. Applications include situations where a quantity is 
sensed by a remote device, such as a temperature- or pressure-sensitive transducer, and the 
resulting small electrical signal is sent over a long line subject to electrical noise that pro- 
duces common-mode voltages in the line. The instrumentation amplifier at the end of the 
line must amplify the small signal from the remote sensor and reject the large common- 
mode voltage. Figure 3 illustrates this. 


Small differential high-frequency signal Instrumentation amplifier Amplified differential signal. 
riding on a larger low-frequency No common-mode signal. 
common-mode signal 


A Specific Instrumentation Amplifier 


A representative device, the INA333, is shown in Figure 4, where IC pin numbers are given 
for reference. This instrumentation amplifier is based on a classic design of three op-amps, 
but it has exceptional precision due to laser-trimmed resistors and excellent noise rejection. 
Some features of the INA333 are as follows: 


¢ The voltage gain can be adjusted from 2 to 1000 with an external resistor Rg. 
¢ There is unity gain with no external resistor. 


¢ The input impedance is 100 GQ. 
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<4 FIGURE 4 


The INA333 instrumentation 
amplifier. 


¢ The common-mode rejection ratio (CMRR) is a minimum of 100 dB at a gain of 10. 
(Recall that a higher CMRR means better rejection of common-mode voltages.) 


¢ It has a bandwidth of 35 kHz at a gain of 10. 


¢ It has extremely low bias current (200 pA max) and can be operated from as little as 
1.8 V, making it an excellent choice for portable applications. 


Setting the Voltage Gain For the INA333. an external resistor must be used to achieve 
a voltage gain greater than unity, as indicated in Figure 5. Resistor Rg is connected 
between the Rg terminals (pins | and 8) as indicated in Figure 5. No resistor is required 
for unity gain. Resistor Rg is selected for the desired gain based on the following for- 
mula: 


_ 100k Equation 3 
CG A,-1 


Note that this formula is the same as Equation 2 for the classic three op-amp configuration 
where the internal resistors R; and Ry are each 50kQ.. 


Gain versus Frequency ‘The graph in Figure 6 shows the gain versus frequency for 
gains of 1, 10, 100, and 1000. As you can see, the bandwidth decreases as the gain 
increases. 


80 
A, = 1000 
60 ——+—+--+44 SEED 
iri ~ 
A, = 100 K 
40 
_  |A,=10 
4 20F —{,—t ft ttt. 
z= oz! 
O Output o 
o REF 20 
(Output signal 
common) 40 
60 
10 100 Ik 10k 100k 1M 
Frequency (Hz) 
A FIGURE 5 A FIGURE 6 
The INA333 with a gain-setting resistor. Gain versus frequency for the INA333 instrumentation amplifier. 
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EXAMPLE 2 Calculate the voltage gain and determine the bandwidth using the graph in Figure 6 for 
the instrumentation amplifier in Figure 7. 


FIGURE 7 


Solution Determine the voltage gain as follows: 


100kO, 
Rg = 
A,- 1 
100 kO, 
Ay-1= Re 
100kO, 
Ay = sp jl = 101 
10kO 


From the graph in Figure 6, the approximate bandwidth is 
BW = 35kHz 


Related Problem Modify the circuit in Figure 7 for a gain of 38. 


urpose of an instrumentation amplifier and what are three of its 


do you need to construct a basic instrumentation amplifier? 
fermined in a basic instrumentation amplifier? 
configuration, Rg = 15 kQ.. What is the voltage gain? 


G4 2 ISOLATION AMPLIFIERS 


An isolation amplifier provides dc isolation between input and output. It is used for the 
protection of human life or sensitive equipment in those applications where hazardous 
power-line leakage or high-voltage transients are possible. The principal areas of 
application are in medical instrumentation, power plant instrumentation, industrial 
processing, and automated testing. 
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After completing this section, you should be able to 
¢ Analyze and explain the operation of an isolation amplifier 


¢ Explain the basic configuration of an isolation amplifier 


¢ Discuss an application in medical electronics 


A Basic Capacitor-Coupled Isolation Amplifier 


An isolation amplifier is a device that consists of two electrically isolated stages. The in- 
put stage and the output stage are separated from each other by an isolation barrier so that 
a signal must be processed in order to be coupled across the isolation barrier. Some isola- 
tion amplifiers use optical coupling or transformer coupling to provide isolation between the 
stages. However, most modern isolation amplifiers use capacitive coupling for isolation. 
Each stage has separate supply voltages and grounds so that there are no common electrical 
paths between them. A simplified block diagram for a typical isolation amplifier is shown in 
Figure 8. Notice two different ground symbols are used to reinforce the concept of stage 
separation. 


Oscillator 


L Isolation barrier with al 


capacitive coupling ry 


The input stage consists of an amplifier, an oscillator, and a modulator. Modulation is 
the process of allowing a signal containing information to modify a characteristic of an- 
other signal, such as amplitude, frequency, or pulse width, so that the information in the 
first signal is also contained in the second. In this case, the modulator uses a high- 
frequency square-wave oscillator to modify the original signal. A small-value capacitor in 
the isolation barrier is used to couple the lower-frequency modulated signal or dc voltage 
from the input to the output. Without modulation, prohibitively high-value capacitors 
would be necessary with a resulting degradation in the isolation between the stages. The 
output stage consists of a demodulator that extracts the original input signal from the mod- 
ulated signal so that the original signal from the input stage is back to its original form. 

The high-frequency oscillator output in Figure 8 can be either amplitude or pulse-width 
modulated by the signal from the input amplifier. In amplitude modulation, the amplitude 
of the oscillator output corresponds to the variations of the input signal, as indicated in 
Figure 9(a), which uses one cycle of a sine wave for illustration. 

In pulse-width modulation, the duty cycle of the oscillator output is varied by changing 
the pulse width corresponding to the variations of the input signal. An isolation amplifier 
using pulse-width modulation is represented in Figure 9(b). Although it uses a relatively 


<4 FIGURE 8 


Simplified block diagram of a typical 


isolation amplifier. 
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Original 
input Input stage 
signal ~ Isolation 
= barrier 
Output stage 
Amplitude 
modulation 3 
Pulse-width 
modulation 
(a) (b) 
A FIGURE 9 
Modulation. 


complex process internally, an isolation amplifier is still just an amplifier and is simple to 
use. When de supply voltages and an input signal are applied, an amplified output signal is 
the result. The isolation function itself is an unseen process. 


uit isolation amplifier. It has a voltage gain of 1 and 
ative dc supply voltages for both stages. This device uses 

etimes called duty cycle modulation) with a frequency of 
at the supply voltages be decoupled with external ca- 
‘the appropriate connections. 


ds a 1 wF capacitor from each de power supply pin to 
re 10 where the supply voltages are +15 V. 


Input signal O Output signal 


ie) O° 
+15 V -15V 
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Related Problem The output signal may have some ripple introduced by the demodulation process. How 


could this ripple be removed? 


A Transformer-Coupled Isolation Amplifier 


The Burr-Brown 3656KG is an example of an isolation amplifier that uses transformer cou- 
pling to isolate the two stages. Unlike the IS0124, which has a fixed unity gain, the 
3656KG provides for external gain adjustment of both stages. A diagram of the 3656KG 
with external gain resistors and decoupling capacitors is shown in Figure 11. 


3656KG 


A FIGURE 11 


V en 


The 3656KG isolation amplifier. 


The voltage gains of both the input stage and the output stage can be set with external 
resistors connected as shown in the figure. The gain of the input stage is 


R 
Ay =1+ fl Equation 4 
Ria 
The gain of the output stage is 
R 
Ay =1+ i Equation 5 
Riz 
The total amplifier gain is the product of the gains of the input and output stages. 
Av(tot) = AyAyo 
EXAMPLE 4 Determine the total voltage gain of the 3656KG isolation amplifier in Figure 12. 


Solution The voltage gain of the input stage is 


Rn 


22kO 


Ay =1+—=1+ 
vi iy 


YANO) 


=1+10=11 
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 _ 3656KG 


I 
I 
I 
I 
I 
I 
I 
I 
] Vout 
l 
I 
I 
I 
I 
I 
I 


+15 V 
of the output stage is 
Ryo 47kO 
Ay =1+ = jl + =1+47=5.7 
Av Re 10kO 


gain of the isolation amplifier is 
Pee ia) — (16.7) = 62.7 


Applications 


As previously mentioned, an isolation amplifier is used in applications that require no com- 
mon grounds between a transducer and the processing circuits where interfacing to sensitive 
equipment is required. In chemical, nuclear, and metal-processing industries, for example, 
millivolt signals typically exist in the presence of large common-mode voltages that can be 
in the kilovolt range. In this type of environment, the isolation amplifier can amplify small 
signals from very noisy equipment and provide a safe output to sensitive equipment such 
as computers. 

Another important application is in various types of medical equipment. In medical ap- 
plications where body functions such as heart rate and blood pressure are monitored, the 
very small monitored signals are combined with large common-mode signals, such as 
60 Hz power-line pickup from the skin. In these situations, without isolation, dc leakage 
or equipment failure could be fatal. Figure 13 shows a simplified diagram of an isolation 
amplifier in a cardiac-monitoring application. In this situation, heart signals, which are 
very small, are combined with much larger common-mode signals caused by muscle 
noise, electrochemical noise, residual electrode voltage, and 60 Hz power-line pickup 
from the skin. 

The monitoring of fetal heartbeat, as illustrated, is the most demanding type of cardiac 
monitoring because in addition to the fetal heartbeat that typically generates 50 pV, there 
is also the mother’s heartbeat that typically generates 1 mV. The common-mode voltages 


www.EngineeringBooksPdf.com 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


~ Isolation amplifier 


Electrode for Two-wire 
sensing fetal shielded cable 
heartbeat 


ura monitor 


@ y 


Common 
electrode 


A FIGURE 13 


Fetal heartbeat monitoring using an isolation amplifier. 


can run from about | mV to about 100 mV. The CMR (common-mode rejection) of the iso- 
lation amplifier separates the signal of the fetal heartbeat from that of the mother’s heart- 
beat and from those common-mode signals. Therefore, the signal from the fetal heartbeat 
is essentially all that the amplifier sends to the monitoring equipment. 


's of applications are isolation amplifiers used? 

e two stages in a typical isolation amplifier and what is the purpose of 
) Stages? 

ne stages in an isolation amplifier connected? 

e purpose of the oscillator in an isolation amplifier? 


Gs 3 OPERATIONAL TRANSCONDUCTANCE AMPLIFIERS (OTAS) 


Conventional op-amps are, as you know, primarily voltage amplifiers in which the 
output voltage equals the gain times the input voltage. The operational transcon- 
ductance amplifier (OTA) is primarily a voltage-to-current amplifier in which the 
output current equals the gain times the input voltage. 


After completing this section, you should be able to 
« Analyze and explain the operation of an OTA 


Figure 14 shows the symbol for an operational transconductance amplifier (OTA). The 
double-circle symbol at the output represents an output current source that is dependent 
on a bias current. Like the conventional op-amp, the OTA has two differential input 
terminals, a high input impedance, and a high CMRR. Unlike the conventional op-amp, the 
OTA has a bias-current input terminal, a high output impedance, and no fixed open-loop 
voltage gain. 
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> FIGURE 14 hers 


Symbol for an operational transcon- 


ductance amplifier (OTA). 
Inputs Output 


Transconductance 


By definition, the transconductance of an electronic device is the ratio of the output cur- 
rent to the input voltage. For an OTA, voltage is the input variable and current is the output 
variable; therefore, the ratio of output current to input voltage is also its gain. Conse- 
quently, the voltage-to-current gain of an OTA is the transconductance, g,. 


Equation 6 Ln = Tout 
In an OTA, the transconductance is dependent on a constant (K) times the bias current 
(pias), aS indicated in Equation 7. The value of the constant is dependent on the internal 
circuit design. 
Equation 7 £m = KIpias 
The output current is controlled by the input voltage and the bias current as shown by the 
following formula: 
Tout = 8mVin = KTgtasVin 
The relationship of the transconductance and the bias current in an OTA is an important 
characteristic. The graph in Figure 15 illustrates a typical relationship. The constant of pro- 
portionality, K, is the ratio of the transconductance to the bias current. In this case, K is 
approximately 16 wS/A. 
> FIGURE 15 100k 
Example of a transconductance 
versus bias current graph for a 
typical OTA. The exact location of 
the line depends on the particular g ue 
device and the temperature. = 
3 1.0k 
2 
8 
5 
= 100 
10 
1 10 100 1000 
Bias current (4/A) 
EXAMPLE 5 If an OTA has a g,, = 1000 wS, what is the output current when the input voltage is 
25 mV? 
Solution Tout = &mVin = (1000 wS)(25 mV) = 25 pA 
Related Problem Basedon K = 16pS/A, calculate the approximate bias current required to produce 


2m = 1000 pS. 
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Basic OTA Circuits 


Figure 16 shows the OTA used as an inverting amplifier with a fixed voltage gain. The 
voltage gain is set by the transconductance and the load resistance as follows. 


Vout =I out 


V, I 
out __ Ga 
Vin Vin 


Since V,,,,;/ Vin is the voltage gain and I,4/Vin = &m> 


Dividing both sides by V;,, 


A, =8§ mR, 


<< FIGURE 16 


The OTA as an inverting amplifier 
with a fixed voltage gain. 


The transconductance of the amplifier in Figure 16 is determined by the amount of bias 
current, which is set by the dc supply voltages and the bias resistor Rgyas. 

One of the most useful features of an OTA is that the voltage gain can be controlled by 
the amount of bias current. This can be done manually, as shown in Figure 17(a), by using 
a variable resistor in series with Rgyas in the circuit of Figure 16. By changing the resist- 
ance, you can produce a change in /pras, which changes the transconductance. A change in 
the transconductance changes the voltage gain. The voltage gain can also be controlled 
with an externally applied variable voltage, as shown in Figure 17(b). A variation in the 
applied bias voltage causes a change in the bias current. 


Voltage gain is 
controlled by this 
variable voltage. 


Voltage gain is 
controlled by this +V——+Veras 
variable resistor. 


Rpias 


— _y = — _V = 


(a) Amplifier with resistance-controlled gain (b) Amplifier with voltage-controlled gain 


A FIGURE 17 


The OTA as an inverting amplifier with a variable-voltage gain. 
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A Specific OTA 


The LM13700 is a typical OTA. It is a dual-device package containing two OTAs and 
buffer circuits. Figure 18 shows the pin configuration using a single OTA in the package. 
The maximum dc supply voltages are + 18 V, and its transconductance characteristic hap- 
pens to be the same as indicated by the graph in Figure 15. For an LM13700, the bias cur- 
rent is determined by the following formula: 


+Vperas — (-V) — 14V 


Rgias 


Tgias = 


The 1.4 V is due to the internal circuit where a base-emitter junction and a diode connect the 
external Rpyas with the negative supply voltage (—V). The positive bias voltage, + Vpras, 
may be obtained from the positive supply voltage, + V. 


Inverting - 
input 


Noninverting Jen 
input 


A FIGURE 18 


An LM13700 OTA. There are two in an IC package. The buffer transistors are not shown. Pin numbers 
for both OTAs are given in parentheses. 


Not only does the transconductance of an OTA vary with bias current, but so do the in- 
put and output resistances. Both the input and output resistances decrease as the bias cur- 
rent increases, as shown in Figure 19. 


100M 
Output resistance 

10M 
c 

o 1.0M 
1S) 
S 
3 

Zz Input resistance 5 

G 
[4 

100k 

10k 

1 10 100 1000 


Bias current (“A) 


A FIGURE 19 


Example of input and output resistances versus bias current. 
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ected as an inverting fixed-gain amplifier where 
€ approximate voltage gain. 


+9 V 
O 


.-14V  9V-(-9V)-14V 


33 kO ges 


Two OTA Applications 


Amplitude Modulator Figure 21 illustrates an OTA connected as an amplitude modu- 
lator. The voltage gain is varied by applying a modulation voltage to the bias input. When 
a constant-amplitude input signal is applied, the amplitude of the output signal will vary 
according to the modulation voltage on the bias input. The gain is dependent on bias cur- 
rent, and bias current is related to the modulation voltage by the following relationship: 


Huon =v) = 149 


Rgias 


Tgias = 


This modulating action is shown in Figure 21 for a higher-frequency sinusoidal input volt- 
age and a lower-frequency sinusoidal modulating voltage. 


<¢ FIGURE 21 
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EXAMPLE 7 The input to the OTA amplitude modulator in Figure 22 is a 50 mV peak-to-peak, 
1 MHz sine wave. Determine the output signal, given the modulation voltage shown 
is applied to the bias input. 


FIGURE 22 
+10 V 
1 MHz s1V 
50 mV 
Solution The maximum voltage gain is when /pyas, and thus g,,, is maximum. This occurs at 
the maximum peak of the modulating voltage, Vyop. 
Vuopimaxy — (~V)- 14V 10V —-(-9V)- 14V 
[ = = = 314ypA 
BIAS(max) eae 56 kO 2 
The constant K is approximately 16 wS/wA. 
gn = KTgrascmax) = (16 pS/pA)B3B14 pA) = 5.02 mS 
Avian = nk = 0.02 mS)10kQ) = 50.2 
Veutinany am ba eanano Vip =760:2)(0im\v) = 2.51 V 
The minimum bias current is 
iwomemeet-Y)-14V 1V—(-9V)-14V 
[ ‘ay = = = 154yA 
BIAS(min) ane Gaia Me 
8m = KI piascminy = (16 wS/A)54 wA) = 2.46 mS 
Avyimin) = 8mR_ = (2.46 mS)10kQ) = 24.6 
Verrininy = A veratiay\ ip — (24.6)(50 mV) = 1.23 V 
The resulting output voltage is shown in Figure 23. 
FIGURE 23 


vag a5 rose MMMM 
Related Problem Repeat this example with the sinusoidal modulating signal replaced by a square wave 
with the same maximum and minimum levels and a bias resistor of 39 kQ.. 
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Schmitt Trigger Figure 24 shows an OTA used in a Schmitt trigger configuration. 
Basically, a Schmitt trigger is a comparator with hysteresis where the input voltage is large 
enough to drive the device into its saturated states. When the input voltage exceeds a cer- 
tain threshold value or trigger point, the device switches to one of its saturated output 
states. When the input falls back below another threshold value, the device switches back 
to its other saturated output state. 


<¢ FIGURE 24 
The OTA as a Schmitt trigger. 


In the case of the OTA Schmitt trigger, the threshold levels are set by the current through 
resistor R,. The maximum output current in an OTA equals the bias current. Therefore, in 
the saturated output states, J,,, = [gras- The maximum positive output voltage is [,,.R1, 
and this voltage is the positive threshold value or upper trigger point. When the input volt- 
age exceeds this value, the output switches to its maximum negative voltage, which is 
—1,,R,. Since I, = Ipras, the trigger points can be controlled by the bias current. 
Figure 25 illustrates this operation. 


<¢ FIGURE 25 
Basic operation of the OTA Schmitt 
trigger. 


tpiask) 


V. 


in 


| 
| 
| 
iL 


current in an OTA is increased, does the transconductance increase or 


the voltage gain if the OTA is connected as a fixed-voltage amplifier 
es are increased? 


1s to e voltage gain if the OTA is connected as a variable-gain voltage 
1e voltage at the bias terminal is decreased? 
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4 Active DIODE CIRCUITS 


The term active in relation to a circuit indicates that a gain element is used, in this 
case, an op-amp. Circuits using both op-amps and diodes are introduced, including the 
clamper, the limiter, and the peak detector. 


After completing this section, you should be able to 


¢ Analyze and explain the operation of active diode circuits 


» FIGURE 26 


Positive clamping operation with a 
passive clamper. 
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Clamping Circuits 


The Basic Diode Clamper The clamping circuit or clamper is used to add a dc level to 
a signal voltage. Clampers are often referred to as dc restorers because they are used to re- 
store a dc level to a signal that has been processed through capacitively coupled amplifiers. 
To illustrate the basic principle of clamper operation, Figure 26 shows a simple passive 
diode clamping circuit that adds a positive dc level to the input signal. To understand the 
operation of this circuit, start with the first negative half-cycle of the input voltage. When 
the input initially goes negative, the diode is forward-biased, allowing the capacitor to 
charge to near the peak of the input, as shown in Figure 26(a). Just past the negative peak, 
the diode becomes reverse-biased because the cathode is held to V,(in) — 0.7 V by the 
charge on the capacitor. 


Forward- 
R 
biased = L 


(a) 


Von 0.7 V 


=e ° 
Vicin) \ 
Ry 
. ©) = 0 
-oav—t 
O- 


(b) 


The capacitor can discharge only through R,. Thus, from the peak of one negative half- 
cycle to the next, the capacitor discharges very little. The amount that is discharged de- 
pends on the value of R, and the period of the input signal. For good clamping action, the 
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RC time constant should be at least ten times the period of the input. The net effect of the 
clamping action is that the capacitor retains a charge approximately equal to the peak value 
of the input less the diode drop. The dc voltage of the capacitor adds to the input voltage by 
superposition, as shown in Figure 26(b). If the diode is turned around, a negative dc volt- 
age is added to the input signal, as shown in Figure 27. 


+0.7V 


Cc 
all 
M4 


(i ae 
pGn) ~Y¥p (in) 


An Active Clamping Circuit A positive clamper with an op-amp and a diode is shown 
in Figure 28. This circuit overcomes a couple of disadvantages of the passive clamper. The 
use of the op-amp eliminates the —0.7 V peak found in the positive passive clamper output, 
and it prevents loading the input source when the diode is forward-biased. 


Vo 
= + 
Vin ° | | ? % O Vouk 
Cc 
al 
V, 


P(in) ~~ 77 


2n, 


A FIGURE 28 


An active clamping circuit and its operation. 


The operation is as follows. On the first negative half-cycle of the input voltage, Vj, 
the differential input is positive, which produces a positive output voltage. Because of the 
feedback loop, the positive op-amp output voltage forward-biases the diode, allowing the 
capacitor to quickly charge. The maximum voltage across the capacitor occurs at the neg- 
ative peak of the input with the polarity shown in Figure 28. This capacitor voltage adds 
to the input voltage so that the minimum peak of the output voltage, V,,;, is at 0 V as 
indicated. 

During the time between the minimum output peaks of V,,,, and after the capacitor is 
charged, the differential input voltage to the op-amp becomes negative (inverting input 
more positive than noninverting input). As a result, the output of the op-amp becomes neg- 
ative and reverse-biases the diode, thus breaking the feedback path. The only change in the 
capacitor voltage during this time is due to a very small discharge through R,. At each min- 
imum peak of the signal, the diode is forward-biased for a very short time to replenish the 
voltage across the capacitor. 

The positive clamper can be converted to a negative clamper by reversing the diode. In 
this case, the output waveform would occur below 0 V with its maximum peaks at zero, as 


2V, 


<4 FIGURE 27 


Negative clamping. 


P(in) ~~~ F 


Viv in) 
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> FIGURE 29 


Other active clamper configurations. 
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illustrated in Figure 29(a). Also, the clamping level can be changed to a value other than 
0 V by connecting a reference voltage source at the + input of the op-amp, as shown in 
Figure 29(b) and illustrated in Example 8. 


VREF 


(a) Active negative clamper (b) Active positive clamper with nonzero reference 


EXAMPLE 8 


Solution 


Related Problem 


Determine the output voltage for the clamping circuit in Figure 30 for the input 
voltage shown. 


Vo=2V 
= + 
Vin Oo ? © ) Vout 
0.01 uF R, 
10kQ 
v, + 
— 0 
1v -T" 
A FIGURE 30 


This is a positive clamping circuit and the reference voltage is +1 V, so the minimum 
peak value of the output voltage is also + 1 V. The voltage is effectively shifted by 3 V, 
as indicated in the figure. 


What is the maximum peak value of the output in Figure 30 if the reference voltage 
nS ss) YP 


Open the Multisim file E20-08; files are found at www.pearsonhighered.com/floyd/. 
Compare the waveform in the example with the waveform in Multisim. Try changing 
the voltage and polarity of V1 and see what happens. 


A Clamper Application A clamping circuit is used in a function generator to move the 
dc level to any desired point. A better term than clamping circuit would be dc level control 
circuit because this is precisely what the circuit does. The front-panel control on the func- 
tion generator is labeled DC Offset. Figure 31 shows the circuit. Resistors R5, R3, and Ry 
form a voltage divider, with the output taken from R3 (the potentiometer). As R3 is varied, 
the clamping level is varied from a negative voltage to a positive voltage. This produces a 
variable clamping level that either adds or subtracts a dc voltage from V,. 
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Cc <4 FIGURE 31 


A variable clamping level as used in 
the DC offset control of a function 
generator. 


DC offset 
control 


Limiting Circuits 

The Basic Diode Limiter Diode limiters (also called clippers) cut off or limit voltage 
above or below specified voltage levels. To understand how a limiter works, let’s first look 
at a simple passive positive limiter such as the one shown in Figure 32(a). When the input 
signal is positive, the diode is reverse-biased and the output voltage looks like the input 
voltage. When the input signal is negative, the diode is forward-biased and the output is 
limited to —0.7 V, which is the diode drop. If you turn the diode around, you get a negative 
limiter, as shown in Figure 32(b). To change the limiting level, a reference voltage source 
can be used in series with the diode or a zener diode can be used in place of the rec- 
tifier diode. 


R, A 
Wyo 
V, 
" 0.7 V 
+0. 
Vin 0 Vv r= Vous VT 
=V, I 
@ 
(a) Limiting of the positive alternation 
R, a 
o 


WWW 
YD I 
Vin O ~~) A k= Vout LA 
re -0.7V 
-V, 


(b) Limiting of the negative alternation 


A FIGURE 32 


Basic diode limiters. 
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V, 


P(in) ~~~ 5 
Vivin) taal JI\ S\. 
VREF 


R 
0 ie ° AM, O Vou 0 


A FIGURE 33 


An active negative limiting circuit. 


Active Limiting Circuits One type of op-amp limiting circuit that uses an op-amp and a 
diode is shown in Figure 33. The operation is as follows, assuming negligible output loading. 
When the input voltage, V;,, is less than the reference voltage, Ver, the op-amp differential 
input voltage is positive. This produces a positive voltage at the op-amp output that forward- 
biases the diode. When the diode is forward-biased, the op-amp operates as a voltage-follower 
and the output voltage, V,,,,;, 18 limited to Vapp so that V,,,, = Vegp. When the input voltage, 
Vj, 18 greater than Vppp, the op-amp differential voltage is negative. This produces a negative 
voltage at the op-amp output that reverse-biases the diode. With the diode effectively open, the 
input voltage is coupled directly to the output through R so that Vi, = Vin- 

Another example of an active limiter uses two zener diodes to limit the output voltage both 
positively and negatively, as shown in Figure 34. The limiting voltage is set by the zener 
diodes connected in the feedback loop of an inverting amplifier to a value of = (Vz + 0.7 V). 
Of course, when the input voltage is so small that the limiting voltage is not reached, one of 
the zener diodes is reverse-biased and acts as an open, so the output of the op-amp is linear 
and equal to Voy, = (Ry Ri) Vin. When the output reaches + (Vz + 0.7 V), one of the zeners 
goes into reverse breakdown and the other is forward-biased. 


Vz Vz 
Ry 
R, 
0 Vin O—AW Vtg Vives bide 
oa 0 
atv e07 Vice: 
A FIGURE 34 


Limiting circuit using zener diodes in an inverting op-amp configuration. 


EXAMPLE 9 (a) Describe the output waveform for the limiting circuit in Figure 35 for a 1 kHz sine 
wave with a peak value of 100 mV. 


(b) Repeat part (a) for a 1 kHz sine wave with a peak value of | V. 
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Vin NN, 


6.8V+0.7V 
Vous 


Vous 0 


-(6.8 V + 0.7 V) 


A» FIGURE 35 A FIGURE 36 


Solution (a) The peak value of the output is 


Vp 


This value is less than the limiting level as set by the 6.8 V zener diodes, so the 
output is a sine wave that is not limited on its peaks. 


(b) Since the peak output value exceeds the limiting level, the output is limited at 


+(6.8 V + 0.7 V), as shown in Figure 36. 


Related Problem What happens to each of the outputs in parts (a) and (b) if R2 in Figure 35 is decreased 


to 68 kQ,? 


(out) = (Ro/Ry)V prin) = (10)100 mV=1V 


Peak Detector 


Another application of the op-amp is in a peak detector circuit such as the one shown in 
Figure 37. In this case the op-amp is used as a comparator. This circuit is used to detect the 
peak of the input voltage and store that peak voltage on a capacitor. For example, this cir- 
cuit can be used to detect and store the maximum value of a voltage surge; this value can 
then be measured at the output with a voltmeter or recording device. The basic operation is 
as follows. When a positive voltage is applied to the noninverting input of the op-amp 
through R;, the high-level output voltage of the op-amp forward-biases the diode and 
charges the capacitor. The capacitor continues to charge until its voltage reaches a value 
equal to the input voltage and thus both op-amp inputs are at the same voltage. At this 
point, the op-amp comparator switches and its output goes to the low level. The diode is 
now reverse-biased, and the capacitor stops charging. It has reached a voltage equal to the 
peak of V;,, and will hold this voltage until the charge eventually leaks off. If a greater in- 
put peak occurs, the capacitor charges to the new peak. 


R <¢ FIGURE 37 


Vin © A basic peak detector. 


out 
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lamping circuit does. 

limiting circuit does. 

peak detector does. 

name is a clamping circuit sometimes known? 
lame is a limiting circuit sometimes known? 


5 CURRENT SOURCES AND CONVERTERS 


The constant-current source, the current-to-voltage converter, and the voltage-to- 
current converter are op-amp circuits that represent basic applications of the op-amp. 
This is, of course, not a comprehensive coverage of all possible op-amp circuits but 
introduces you to three common uses. 


After completing this section, you should be able to 


Constant-Current Source 


A constant-current source delivers a load current that remains constant when the load re- 
sistance changes. Figure 38 shows a basic circuit in which a stable voltage source (Vij) 
provides a constant current (/;) through the input resistor (R;). Since the inverting (—) input 
of the op-amp is at virtual ground (0 V), the value of J; is determined by Vjjy and R; as 


> FIGURE 38 


A basic constant-current source. 


Now, since the internal input impedance of the op-amp is extremely high (ideally 
infinite), practically all of J; is through R;, which is connected in the feedback path. 
Since J; = I, 


Vin 


LT = 
LR. 


If R;, changes, J, remains constant as long as Vjy and R; are held constant. 
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Current-to-Voltage Converter 


A current-to-voltage converter converts a variable input current to a proportional output 
voltage. A basic circuit that accomplishes this is shown in Figure 39(a). Since practically 
all of J; is through the feedback path, the voltage dropped across Ry is I;Ry. Because the left 
side of Ry is at virtual ground (0 V), the output voltage equals the voltage across Ry, which 
is proportional to ];. 


Mowe Vou 


(a) Basic circuit (b) Circuit for sensing light level and convertin, 
g lig gs 
it to a proportional output voltage 


A specific application of this circuit is illustrated in Figure 39(b), where a photoconduc- 
tive cell is used to sense changes in light level. As the amount of light changes, the current 
through the photoconductive cell varies because of the cell’s change in resistance. This 
change in resistance produces a proportional change in the output voltage (AV,,,, = AJ)R)). 


Voltage-to-Current Converter 


A basic voltage-to-current converter is shown in Figure 40. This circuit is used in applica- 
tions where it is necessary to have an output (load) current that is controlled by an input 
voltage. 


-<@ FIGURE 40 


Voltage-to-current converter. 


Neglecting the input offset voltage, both inverting and noninverting input terminals of 
the op-amp are at the same voltage, V;,,. Therefore, the voltage across R, equals V;,. Since 
there is negligible current at the inverting input, the current through R, is the same as the 
current through R7; thus, 


<@ FIGURE 39 


Current-to-voltage converter. 


ge in the current-to-voltage converter? 


lement determines the constant of proportionality that relates input current to 
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Applicat 


This application assignment focuses 
on the amplifier circuits in an ECG 
system which include an isolation 
amplifier, a filter, and a postamplifier 
with summing capability. The ECG, or electrocardiograph, is 
used for monitoring heart signals. From the output waveform, a 
doctor can detect abnormalities in the heartbeat. 


Basic Operation of the System 


The human heart produces an electrical signal that can be picked 
up by electrodes in contact with the skin. When the heart signal 
is displayed on a chart recorder or on a video monitor, it is 
called an electrocardiograph (ECG). Typically, the heart signal 
picked up by the electrode is about 1 mV and has significant 
frequency components from less than 1 Hz to about 100 Hz. 

As indicated in the block diagram in Figure 41, an ECG sys- 
tem has at least three electrodes. There is a right-arm (RA) elec- 
trode, a left-arm (LA) electrode, and a right-leg (RL) electrode 
that is the common terminal. The isolation amplifier provides for 
differential inputs from the electrodes, provides a high CMR 
(common-mode rejection) to eliminate the relatively high com- 
mon-mode noise voltages associated with heart signals, and pro- 
vides electrical isolation for protection of the patient. The 
low-pass filter rejects frequencies above those contained in the 
heart signal. The postamplifier provides most of the amplifica- 
tion in the system and drives a video monitor and/or a chart 
recorder. The three op-amp circuits are contained on the ampli- 
fier circuit board shown in Figure 42. 


on Assignment 


Op-Amp Circuits 


Puttinc YOUR KNOWLEDGE 
To WorK 


The inputs from the electrode sensors are connected to the 
amplifier board with shielded cable to prevent noise pickup. 
The schematic for the amplifier board is shown in Figure 43. 

! The shielded cable is basically a twisted pair of wires sur- 
rounded by a braided metal sheathing that is covered by an in- 
sulated sleeve. The braided metal shield serves as the conduit 
for the common connection. The incoming differential signal is 
amplified by the fixed gain of the 3656KG isolation amplifier. 
The 3656KG package used in this system has 20 pins. As 

: shown in Figure 42, pin 1 is at the square corner and pin 20 is 
directly opposite pin 1. 

The low-pass filter is an active filter. All you need to know 
for this assignment is how to calculate its critical frequency and 
gain, and those formulas will be provided. 

The postamplifier is an inverting amplifier with an adjustable 
voltage gain. The inverting input also serves as a summing point 
for the signal voltage, and a dc voltage is used for adding an ad- 
justable dc level to the output for adjusting the vertical position 
of the display. 


Step 1: Checking the Amplifier Board 


1. Make sure that the circuit board shown in Figure 42 is cor- 
rectly assembled by checking it against the schematic in 
Figure 43. Backside interconnections are shown as 
darker traces. 


2. Label a copy of the board with component and input/output 
designations in agreement with the schematic. 


Power supply 
WT | all 4ASEB" A 
RA a inl 
—_— 4 H 
Isolat: - 

LA C)}— ah a a — Postamplifier 
amplifier | filter i 
Ooty “Ss 
4 4 

Electrodes Amplifier circuit board 
A FIGURE 41 


Video monitor 


| 


JU 


Chart recorder 


Block diagram of the ECG system. 
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Amplifier board. 


Step 2: Analyzing the Circuits 
1. Determine the voltage gain of the isolation amplifier. 


2. Determine the bandwidth and voltage gain of the filter using 
the following formulas, given that the response is from dc to 
the critical frequency. 


1 
—S———— 
Qa R6R7C4Cs 

Rg 

A, = ie = 

Roy 


+15 GND-I5 RL LA RA Output 


; 3. Determine the minimum and maximum voltage gains of the 


postamplifier. 


4. Determine the overall gain range of the amplifier board. 


5. Determine the dc voltage range at the wiper of the position 
adjustment potentiometer. 


Step 3: Troubleshooting the Circuits 


Faults have developed in four boards. Based on the indication 
for each board listed, determine the most likely fault in each 
! case. The circled numbers indicate the referenced test points on 
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R, 
86 kO 
Electrode 
inputs 
(common) 
Differential 
inputs 
Isolation 
amplifier 
Position 
+15 V 
Ry ° 
-I5Vo ANA, Gain adjust 
10kQ, 100kO 


100 kQ 


Low-Pass Filter 


A FIGURE 43 


© Output 
10kOQ 
O O ff 
_15V cy offset 
adjust Postamplifier 


Schematic of the amplifier board. 


the circuit board in Figure 44. Assume that there is a verified 
sinusoidal input signal in each case and that each board has the 
proper dc supply voltages. 


Board 1: There is no voltage at test point 1. 


Board 2: With an input signal of 1 mV, there is an 10.6 mV 
signal at test point 2 but no signal at test point 3. 


Board 3: With an input signal of 1 mV, there is a 16.9 mV 
signal at test point 4, but no signal at test point 5. 


Board 4: There is an approximate square wave voltage with 
peaks at +14 V and —14 V at test point 1. 


: Review 


1. What does ECG stand for? 
2. In the ECG system, list the functions of the isolation amplifier. 
: 3. What does the low-pass filter do in the ECG system? 
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+15 V de 


-15 Vdc 


A FIGURE 44 
Amplifier board with designated test points. 


® A basic instrumentation amplifier is formed by three op-amps and seven resistors, including the 
gain-setting resistor Rg. 


® An instrumentation amplifier has high input impedance, high CMRR, low output offset, and low 
output impedance. 

® The voltage gain of a basic instrumentation amplifier is set by a single external resistor. 

® An instrumentation amplifier is useful in applications where small signals are embedded in large 
common-mode noise. 

® A basic isolation amplifier has three electrically isolated parts: input, output, and power. 

® Most isolation amplifiers use transformer coupling for isolation. 


® Isolation amplifiers are used to interface sensitive equipment with high-voltage environments and 
to provide protection from electrical shock in certain medical applications. 


® The operational transconductance amplifier (OTA) is a voltage-to-current amplifier. 

® The output current of an OTA is the input voltage times the transconductance. 

® Inan OTA, transconductance varies with bias current; therefore, the gain of an OTA can be varied 
with a bias voltage or a variable resistor. 

® Diode clampers add a dc level to an ac signal. 


® Diode limiters cut off voltage above and below specified levels. Limiters are also called clippers. 


Clamper A circuit that adds a dc level to an ac signal; a de restorer. 


Instrumentation amplifier An amplifier specially designed for amplifying small differential sig- 
nals and rejecting large common-mode voltages. 
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Isolation amplifier An amplifier with electrically isolated internal stages. 
Limiter A circuit that removes part of a waveform above or below a specified level; a clipper. 


Operational transconductance amplifier (OTA) A voltage-to-current amplifier in which the gain 
is set by a bias current. 


Transconductance In an electronic device, the ratio of the output current to the input voltage. 


2R 
1 Ay =1+ R. Gain of a three-op-amp instrumentation amplifier 
G 
2 Rg = ra Resistance of gain control for a three-op-amp instrumentation 
el amplifier 
100kO, 
3 Rg = re 7 Gain of an INA333 instrumentation amplifier 
,- 
Re ; aoe 
4 Ay = 1+ R. Gain of the input stage of an 3656KG isolation amplifier 
i1 
Ra . ha 
5 Ay. =1+ RD Gain of the output stage of an 3656KG isolation amplifier 
i2 
Tout age 
6 gn = Vv Definition of transconductance 
in 
7 2m = KIptas Transconductance of an OTA 


Answers are at the end of the chapter. 


1 
2 
3 
4 
5 
6. 


. An instrumentation amplifier requires separate power supplies for the input and output sections. 
. Instrumentation amplifiers have excellent specifications for rejecting differential signals. 

. The higher the gain of an instrumentation amplifier, the lower the bandwidth. 

. An isolation amplifier is the same as an instrumentation amplifier. 

. An isolation amplifier is commonly used in patient-monitoring applications for safety reasons. 


. The transconductance of an operational transconductance amplifier is controlled by a feedback 
resistor. 


7. The ratio of output voltage to input current is called transconductance. 
8. An active clamping circuit has a capacitor in the feedback path. 
9. An active limiter circuit uses a diode in the feedback path. 


10. An active peak detector circuit charges a capacitor to the peak input signal. 


Answers are at the end of the chapter. 


1. To make a basic instrumentation amplifier, it takes 
(a) one op-amp with a certain feedback arrangement 
(b) two op-amps and seven resistors 
(c) three op-amps and seven capacitors 
(d) three op-amps and seven resistors 
2. Typically, an instrumentation amplifier has an external resistor used for 
(a) establishing the input impedance (b) setting the voltage gain 


(c) setting the current gain (d) interfacing with an instrument 
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10. 


11. 


12. 


13. 


14. 


15. 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


. Instrumentation amplifiers are used primarily in 


(a) high-noise environments (b) amplitude modulators 


(c) test instruments (d) filter circuits 


. Isolation amplifiers are used primarily in 


(a) remote, isolated locations 

(b) systems that isolate a single signal from many different signals 

(c) applications where there are high voltages and sensitive equipment 
(d) applications where human safety is a concern 


(e) answers (c) and (d) 


. The three parts of a basic isolation amplifier are 


(a) amplifier, filter, and power (b) input, output, and coupling 


(c) input, output, and power (d) gain, attenuation, and offset 


. The stages of most isolation amplifiers are connected by 


(a) copper strips (b) transformers 


(c) microwave links (d) current loops 


. The characteristic that allows an isolation amplifier to amplify small signal voltages in the 


presence of much greater noise voltages is its 
(a) CMRR (b) high gain 


(c) high input impedance (d) magnetic coupling between input and output 


. The term OTA means 


(a) operational transistor amplifier (b) operational transformer amplifier 


(c) operational transconductance amplifier | (d) output transducer amplifier 


. In an OTA, the transconductance is controlled by 


(a) the dc supply voltage (b) the input signal voltage 

(c) the manufacturing process (d) a bias current 

The voltage gain of an OTA circuit is set by 

(a) a feedback resistor (b) the transconductance only 

(c) the transconductance and the load resistor (d) the bias current and supply voltage 
An OTA is basically a 

(a) voltage-to-current amplifier (b) current-to-voltage amplifier 

(c) current-to-current amplifier (d) voltage-to-voltage amplifier 

For a given input signal, the minimum output signal voltage of an active positive clamper is 
(a) equal to the dc value of the input 

(b) equal to the peak value of the input 

(c) equal to the voltage connected to the + input of the op-amp 

(d) equal to the voltage connected to the — input of the op-amp 


When the + input of the clamper op-amp is connected to ground, the dc value of the output 
voltage is 


(a) zero (b) equal to the de value of the input 
(c) equal to the average value of the input (d) equal to the peak value of the input 


In an active positive limiter (similar to the one in Figure 33 except for the direction of the 
diode) with a sine wave input voltage, the output signal is 


(a) limited to values above Vezr  (b) limited to values below Verr 

(c) always 0.7 V (d) like the input signal 

An active limiter with back-to-back zener diodes across the feedback path limits the 
(a) positive peaks only 

(b) positive and negative peaks 

(c) negative peaks only 

(d) positive peak to the zener voltage and the negative peak to —0.7 V 
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Answers to odd-numbered problems are at the end of the chapter. 


BASIC PROBLEMS 


SECTION 1 _ Instrumentation Amplifiers 


1. Determine the voltage gains of op-amps Al and A2 for the instrumentation amplifier configu- 
ration in Figure 45. 


2. Find the overall voltage gain of the instrumentation amplifier in Figure 45. 


3. The following voltages are applied to the instrumentation amplifier in Figure 45: 
Vint = SmV, Ving = 10 mV, and V,,., = 225 mV. Determine the final output voltage. 


4. What value of Rg must be used to change the gain of the instrumentation amplifier in Figure 45 


to 1000? 
> FIGURE 45 
V; 
Vi 
5. What is the voltage gain of the INA333 instrumentation amplifier in Figure 46? 
6. Determine the approximate bandwidth of the amplifier in Figure 46. Use the graph in Figure 6. 
7. Specify what you must do to change the gain of the amplifier in Figure 46 to approximately 24. 
8. Determine the value of Rg in Figure 46 for a voltage gain of 20.6. 
> FIGURE 46 +15 V 
oO 
O 
-15V 
SECTION 2 Isolation Amplifiers 
9. The op-amp in the input stage of a 3656KG isolation amplifier has a voltage gain of 30. The 
output stage is set for a gain of 10. What is the total voltage gain of this device? 
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SPECIAL-PURPOSE Op-AmpP CIRCUITS 


10. Determine the total voltage gain of each 3656KG in Figure 47. 


11. Specify how you would change the total gain of the amplifier in Figure 47(a) to approximately 
100 by changing only the gain of the input stage. 


12. Specify how you would change the total gain in Figure 47(b) to approximately 440 by chang- 
ing only the gain of the output stage. 


13. Specify how you would connect each amplifier in Figure 47 for unity gain. 


3656KG 


(b) 
A FIGURE 47 


SECTION 3 Operational Transconductance Amplifiers (OTAs) 


14. A certain OTA has an input voltage of 10 mV and an output current of 10 wA. What is the 
transconductance? 


15. A certain OTA with a transconductance of 5000 wS has a load resistance of 10 kQ. If the input 
voltage is 100 mV, what is the output current? What is the output voltage? 


16. The output voltage of a certain OTA with a load resistance is determined to be 3.5 V. If its 
transconductance is 4000 2S and the input voltage is 100 mV, what is the value of the load 
resistance? 


17. Determine the voltage gain of the OTA in Figure 48. Assume K = 16 wS/wA. 


18. If a 10 kO rheostat is added in series with the bias resistor in Figure 48, what are the minimum 
and maximum voltage gains? 


> FIGURE 48 
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19. The OTA in Figure 49 functions as an amplitude modulation circuit. Determine the output 
voltage waveform for the given input waveforms assuming K = 16 wS/wA. 


> FIGURE 49 


a See ee ee ee 
° 0 10us 20us 30us 40 us 50 us 


+9V Vuop 
O O 


20. Determine the trigger points for the Schmitt trigger in Figure 50. 


21. Determine the output voltage waveform for the Schmitt trigger in Figure 50 in relation to a 
1 kHz sine wave with peak values of +10 V. 


> FIGURE 50 


SECTION 4 _ Active Diode Circuits 


22. Describe the output waveform of each circuit in Figure 51. Assume that the R,C time constant 
is much greater than the period of the input signal. 


> FIGURE 51 


(a) (b) 
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23. Determine the output voltage for the clamping circuit in Figure 52 for the input shown. 


> FIGURE 52 
e O Void 
R, 
1.0MQ 
> FIGURE 53 CG 
—yyprt 
Vie ° | | ? % O Vous 
0.01 uF R, 
10 kO 
Ri 
10 MQ, 
R 
MW ° 
680 
4.7V Vout 
e) 
(a) (b) 
A FIGURE 54 
26. Determine the output waveform for the active limiter in Figure 55. 
> FIGURE 55 
O Vous 
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> FIGURE 56 
SECTION 5 

> FIGURE 57 
— 
= 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


27. Show the output voltage for the zener diode limiter in Figure 56. 


out 


28. Repeat Problem 27 if the input is reduced to a peak value of 50 mV. 


29. What is the ideal output voltage for a peak detector like the one shown in Figure 37 if the input 
has an rms value of 2.5 V? 


Current Sources and Converters 


30. Determine the load current in each circuit of Figure 57. 


+12 V +12 V 


560 0 


(b) 


31. Devise a circuit for remotely sensing temperature and producing a proportional voltage that 
can then be converted to digital form for display. A thermistor can be used as the temperature- 
sensing element. 


MULTISIM TROUBLESHOOTING PROBLEMS 

32. Open file P20—32; files are found at www.pearsonhighered.com/floyd/. Determine the fault. 
33. Open file P20—33 and determine the fault. 

34. Open file P20—34 and determine the fault. 

35. Open file P20—35 and determine the fault. 

36. Open file P20—36 and determine the fault. 

37. Open file P20—37 and determine the fault. 


SECTION 1 


962 


SECTION CHECKUPS 


Instrumentation Amplifiers 


1. The main purpose of an instrumentation amplifier is to amplify small signals that occur on 
large common-mode voltages. The key characteristics are high input impedance, high CMRR, 
low output impedance, and low output offset. 
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SECTION 2 


SECTION 3 


SECTION 4 


SECTION 5 


SPECIAL-PURPOSE Op-AmpP CIRCUITS 


2. Three op-amps and seven resistors including the gain resistor are required to construct a basic 
instrumentation amplifier (see Figure 2). 


3. The gain is set by the external resistor Rg. 


4. The gain is approximately 7.7. 


Isolation Amplifiers 


1. Isolation amplifiers are used in medical equipment, power plant instrumentation, industrial 
processing, and automated testing. 


2. The two stages of an isolation amplifier are input and output and their purpose is isolation. 
3. The stages are connected by transformer coupling. 


4. The oscillator acts as a dc to ac converter so that the dc power can be ac coupled to the input 
and output stages. 


Operational Transconductance Amplifiers (OTAs) 
1. OTA stands for Operational Transconductance Amplifier. 
2. Transconductance increases with bias current. 


3. Assuming that the bias input is connected to the supply voltage, the voltage gain increases 
when the supply voltage is increased because this increases the bias current. 


4. The voltage gain decreases as the bias voltage decreases. 


Active Diode Circuits 

1. A clamping circuit effectively restores the de of an input signal. 
. A limiting circuit clips the input signal at a specified level. 
. A peak detector “stores” the peak value of an input signal. 


. Aclamping circuit is called a de restorer. 


nan & Ww NY 


. A limiting circuit is called a clipper. 


Current Sources and Converters 
1. [, = 6.8 V/10kQ, = 0.68 mA; same value to 5 kQ load. 


2. The feedback resistor is the constant of proportionality. 


RELATED PROBLEMS FOR EXAMPLES 

2410, 

Make Rg = 2.7 kQ. 

The ripple can be removed by an output high-pass filter. 


bk NY 


By changing only Rj7 from 10 kO, to 5.6 kQ, a gain of 103 is achieved. There are other 
possibilities. 

5 Tgras = 62.5 pA 

6 Yes. The gain will change to approximately 110. 


7 The output is a square-wave modulated signal with a maximum amplitude of approximately 3.6 
V and a minimum amplitude of approximately 1.76 V. 


8 6.5 V 
(a) Vow) decreases to 0.68 V with no limiting. 
(b) Vout) is 6.8 V with no limiting. 


\=] 


TRUE/FALSE QUIZ 
1. F 2. F 3. T 4. F 55 °T 6. F 7. F 8. F 9. T 10. T 


SELF-TEST 


1. (d) 2. (b) 3. (a) 4. (e) 5. (c) 6. (b) 7. (a) 8 () 
9. (4d) 10.(c) I (a) 12) 13.(d) 146) 15. (b) 
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PROBLEMS —- ODD NUMBERED ANSWERS 


t Agee aya = Wl 
3. 1.005 V 

5. 51 

7. Change Rg to 4.3 kQ. 
9. 300 


11. Change Rp; to 66.3 kQ. 

13. Connect pin 6 directly to pin 10, and connect pin 14 directly to pin 15 to make Ry = 0. 
15. 500 wA,5 V 

17. Ay = 11.6 

19. See Figure P-31. 


> FIGURE P-31 46.69 V eee is 


> FIGURE P-32 r 
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> FIGURE P-33 


25. (a) See Figure P—34(a). 
(b) See Figure P-34(b). 


> FIGURE P-34 


27. See Figure P-35. 


> FIGURE P-35 


29. 3.54 V 
31. See Figure P-36. 


> FIGURE P-36 


33. Dz is shorted. 
35. Zener diode is open. 
37. The diode is open. 


5.1V+0.7 V---------,; 


Va 0 
—(5.1 V +0.7 V)-7-- 
Ry 
Vin 


out 


www.EngineeringBooksPdf.com 


965 


This page intentionally left blank 


www.EngineeringBooksPdf.com 


MEASUREMENT, CONVERSION, 
AND CONTROL 


From Chapter 21 of Electronics Fundamentals: Circuits, Devices, and Applications, Eighth Edition, Thomas L. Floyd, David M. Buchla. 
Copyright © 2010 by Pearson Education, Inc. Published by Pearson Prentice Hall. All rights reserved. 96 


www.EngineeringBooksPdf.com 


Temperature Measurement 

Strain, Pressure, and Flow Rate Measurements 
Motion Measurement 

Sample-and-Hold Circuits 

Analog-to-Digital Conversion 

Power-Control Circuits 


Application Assignment: Putting Your Knowledge 
to Work 


Discuss the operation of three types of temperature-measuring 
circuits 


Describe methods of measuring strain, pressure, and flow rate 
Describe methods of measuring motion 

Explain the operation of a sample-and-hold circuit 

Explain the operation of an analog-to-digital converter 


Describe how power to a load is controlled 


thy, : 
la Transducer Resolution 
4 : beets 
Ml) Thermocouple Conversion time 
) hd Toe oes 
7p Cold junction Quantization 
a, ry 


¢-¢¢ eH OH OM 


@° RID Flash 
Thermistor Thyristor 
Strain gauge SCR 
Sample-and-hold Triac 


ADC 


In the application assignment, a temperature-sensing circui 
is featured. The circuit uses a zener-based temperature sen- © 
sor for controlling the speed of a dc fan motor. The purpose’ 
of the circuit is to cool the temperature of an electronic cir- 
cuit enclosed in a box. As the temperature rises above a set 
value, the temperature-sensing motor-control circuit turns on 
a fan to provide air flow through the box. The higher the 
temperature, the faster the motor runs. When the tempera- ™ 
ture falls below the set value, the fan motor turns off. In ~~ 
addition to the sensor, a type of thyristor known as a silicon 
controlled rectifier (SCR) is used to turn the motor on and 
off. After studying this chapter, you should be able to com- 
plete the application assignment. 


Study aids for this chapter are available at 
http://www. pearsonhighered.com/floyd/ 


Several types of transducers and related circuits for measuring 
basic physical analog parameters such as temperature, strain, 
pressure, flow rate, and motion are introduced in this chapter. 
Also, the basic ideas of converting an analog signal to digital 
form are covered. Most parameters occurring in nature are 
analog and must be measured and then converted into digital 4" 
form for processing by computers or digital signal processors. 
A transducer is a device that converts a physical parameter. 
into an electrical signal and is often called a sensor. A sample 
and-hold circuit takes the measured parameter and changes it 
to a form for analog-to-digital conversion by an ADC (analogs 
to-digital converter). S 
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Gs 1 TEMPERATURE MEASUREMENT 


Temperature is the most common physical parameter that is measured and converted to 
electrical form. Several types of temperature transducers respond to temperature and 
produce a corresponding indication by a change or alteration in a physical characteristic 
that can be detected by an electronic circuit. Common types of temperature transducers 
are thermocouples, resistance temperature detectors (RTDs), and thermistors. 


After completing this section, you should be able to 


¢ Discuss the operation of three types of temperature-measuring circuits 


The Thermocouple 


A thermocouple is formed by joining two dissimilar metals. A small voltage, called the 
Seebeck voltage, is produced across the junction of the two metals when heated, as illus- 
trated in Figure 1. The amount of voltage produced is dependent on the types of metals 
and is directly proportional to the temperature of the junction (positive temperature coeffi- 
cient); however, this voltage is generally much less than 100 mV. The voltage versus tem- 
perature characteristic of thermocouples is somewhat nonlinear, but the amount of nonlinearity 
is predictable. Thermocouples are widely used in certain industries because they have a 
wide temperature range and can be used to measure very high temperatures. 


Metal A <4 FIGURE 1 


A voltage proportional to temperature 
is generated when a thermocouple is 


Some common metal combinations used in commercial thermocouples are chromel-alumel 
(chromel is a nickel-chromium alloy and alumel is a nickel-aluminum alloy), iron-constantan 
(constantan is a copper-nickel alloy), chromel-constantan, tungsten-rhenium alloys, and platinum- 
10% Rh/Pt. Each of these types of thermocouple has a different temperature range, coefficient, 
and voltage characteristic and is designated by the letter K, J, E, W, and S, respectively. The 
overall temperature range covered by thermocouples is from —250°C to 2000°C. Each type 
covers a different portion of this range, as shown in Figure 2. 


Thermocouple-to-Electronics Interface When a thermocouple is connected to a signal- 
conditioning circuit, as illustrated in Figure 3, an unwanted thermocouple is effectively 
created at the point(s) where one or both of the thermocouple wires connect to the circuit 
terminals made of a dissimilar metal. The unwanted thermocouple junction is sometimes 
referred to as a cold junction in some references because it is normally at a significantly 
lower temperature than that being measured by the measuring thermocouple. These un- 
wanted thermocouples can have an unpredictable effect on the overall voltage that is sensed 


®@ This icon indicates selected websites for further information on topics in this section. See the Companion 
Website provided with this text. 
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> FIGURE 2 A 

Output of some common thermo- 70- 

couples with 0°C as the reference Type E 

temperature. 60-4 (chromel-constantan) Type K 


Type J (chromel-alumel) 


S iron-constantan 
= 504 ( ) 
°° 
eb 
8 
oS 40-7 
> 
a 
a 
5 
g 307 Type W 
| (tungsten-rhenium alloys) 
P=) 
= 204 
10 


Type S 
(platinum-10% Rh/Pt) 


T T T T T 
800 1000 1200 1400 1600 
Temperature (°C) 


T T T 
200 400 600 


> FIGURE 3 


; Metal A Metal A 
Creation of an unwanted thermocou- = 


ple in a thermocouple-to-electronics 
interface. Signal-conditioning 
interface circuit 


MetalB — 
Metal A 


Measured thermocouple Voltage produced by 
voltage unwanted thermocouple effect 


by the circuit because the voltage produced by the unwanted thermocouple opposes the 
measured thermocouple voltage and its value depends on ambient temperature. 


Example of a Thermocouple-to-Electronics Interface As shown in Figure 4, a 
copper/constantan thermocouple (known as type 7) is used, in this case, to measure the 
temperature in an industrial temperature chamber. The copper thermocouple wire is con- 
nected to a copper terminal on the circuit board, and the constantan wire is also connected 


> FIGURE 4 Temperature 
A simplified temperature-measuring chan ss 
circuit with an unwanted thermocou- 
ple at the junction of the constantan Copper 
wire and the copper terminal. V, 
= Constantan = 
Voltage produced by 


unwanted copper/constantan 
thermocouple effect, V, 
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to a copper terminal on the circuit board. The copper-to-copper connection is no problem 
because the metals are the same. The constantan-to-copper connection acts as an unwanted 
thermocouple that will produce a voltage, V,, in opposition to the thermocouple voltage be- 
cause the metals are dissimilar. 

Since the unwanted thermocouple connection is not at a fixed temperature, its effects are 
unpredictable and it will introduce inaccuracy into the measured temperature. One method 
for eliminating an unwanted thermocouple effect is to add a reference thermocouple at a 
constant known temperature (usually 0°C). Figure 5 shows that by using a reference 
thermocouple that is held at a constant known temperature, the unwanted thermocouple at 
the circuit terminal is eliminated because both contacts to the circuit terminals are now 
copper-to-copper. The voltage produced by the reference thermocouple is a known con- 
stant value and can be compensated for in the op-amp circuitry. 


<4 FIGURE 5 


Using a reference thermocouple in a 
temperature-measuring circuit. 


© A, (Vr — Veer) 


Measuring 
thermocouple 


Constant known 
reference voltage 


Reference 
thermocouple 


EXAMPLE 1 Suppose the thermocouple in Figure 4 is measuring 200°C in an industrial oven. 
The circuit board is in an area where the ambient temperature can vary from 15°C to 
35°C. Using Table 1 for a type-T (copper/constantan) thermocouple, determine the 
voltage across the circuit input terminals at the ambient temperature extremes. What is 
the maximum percent error in the voltage at the op-amp circuit input terminals? 


» TABLE 1 TEMPERATURE (°C) OUTPUT (mV) 


Type-T thermocouple voltage. ~200 —5 603 
—100 = S)318) 

0 0.000 

+100 4.277 

+200 9.286 

+300 14.860 

+400 20.869 


Solution From Table 1, you know that the measuring thermocouple is producing 9.286 mV. 
To determine the voltage that the unwanted thermocouple is creating at 15°C, you 
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must interpolate from the table. Since 15°C is 15% of 100°C, a linear interpolation 
gives the following voltage: 


0.15(4.277 mV) = 0.642 mV 
Since 35°C is 35% of 100°C, the voltage is 
0.35(4.277 mV) = 1.497 mV 
The voltage across the op-amp circuit input terminals at 15°C is 
9.286 mV — 0.642 mV = 8.644mV 
The voltage across the op-amp circuit input terminals at 35°C is 
9.286 mV — 1.497mV = 7.789 mV 
The maximum percent error in the voltage at the op-amp circuit input terminals is 


pee mV — 7.789 mV 


100% = 16.1% 
9.286 mV 100% eae 


You can never be sure how much it is off because you have no control over the ambient 
temperature. Also, the linear interpolation may or may not be accurate, depending on 
the linearity of the temperature characteristic of the unwanted thermocouple. 


In the case of the circuit in Figure 4, if the temperature being measured goes up to 
300°C, what is the maximum percent error in the voltage across the op-amp circuit in- 
put terminals for the same ambient temperature range specified in the example? 


* Answers are at the end of the chapter. 


EXAMPLE 2 


Solution 


Related Problem 


Refer to the thermocouple circuit in Figure 5. Suppose the thermocouple is measuring 
200°C. Again, the circuit board is in an area where the ambient temperature can vary 
from 15°C to 35°C. The reference thermocouple is held at exactly 0°C. Determine the 
voltage across the op-amp circuit input terminals at the ambient temperature extremes. 


From Table | in Example 1, the thermocouple voltage is 0 V at 0°C. Since 

the reference thermocouple produces no voltage at 0°C and is completely independent 
of ambient temperature, there is no error due to an unwanted thermocouple junction in 
the measured voltage over the ambient temperature range. Therefore, the voltage 
across the circuit input terminals at both temperature extremes equals the measuring 
thermocouple voltage, which is 9.286 mV. 


If the reference thermocouple were held at — 100°C instead of 0°C, what would be the 
voltage across the circuit input terminals if the measuring thermocouple were at 400°C? 


Compensation It is bulky and expensive to maintain a reference thermocouple at a fixed 
temperature (usually an ice bath is required). Another approach is to compensate for the un- 
wanted thermocouple effect by adding a compensation circuit as shown in Figure 6. 
This is sometimes referred to as cold-junction compensation. The compensation circuit 
consists of a resistor and an integrated circuit temperature sensor with a temperature coef- 
ficient that matches that of the unwanted thermocouple. 

The current source in the temperature sensor produces a current that creates a voltage 
drop, V,, across the compensation resistor, R,. The resistance is adjusted so that this voltage 
drop is equal and opposite the voltage produced by the unwanted thermocouple at a given 
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These two voltages cancel 
over temperature. 


Copper (Cu) 


OAV; 


Measuring 
thermocouple 


4V ~~ Temperature-sensing current source with 


a temperature coefficient that matches 
the unwanted thermocouple junction 


temperature. When the ambient temperature changes, the current changes proportionally, so 
that the voltage across the compensation resistor is always approximately equal to the un- 
wanted thermocouple voltage. Since the compensation voltage, V,., is opposite in polarity to 
the unwanted thermocouple voltage, the unwanted voltage is effectively cancelled. 

Most thermocouple applications require the cold-junction compensation illustrated in 
Figure 6 as well as other signal conditioning such as isolation and linearization. These 
functions are available in special integrated circuits and hybrid modules called thermocouple 
signal conditioners. The 1B51 is an example of a thermocouple signal conditioner. It includes 
a transformer isolation unit and is designed with very high common-mode rejection because 
thermocouples have a small signal, which is susceptible to interference, particularly in indus- 
trial environments. A built-in 3 Hz low-pass filter helps reject interfering signals such as 
power line pickup. The cutoff frequency is set to be very low because the thermocouple can- 
not respond immediately to temperature changes. The 1B51 generates its own input side 
power to provide channel-to-channel isolation when multiple thermocouples are used. 

Signal conditioning is widely used in industrial environments, so sophisticated con- 
trollers with multiple isolated inputs and outputs have been developed for use with ther- 
mocouples and other sensors. Outputs from these controllers include wireless transmitters, 
USB, Ethernet, PCI, IEEE-488 and other computer interfaces, making it simple to log data 
on a computer or dedicated data logger. 


Resistance Temperature Detectors (RTDs) 


A second major type of temperature transducer is the RTD (resistance temperature detector). 
The RID is a resistive device in which the resistance changes directly with temperature 
(positive temperature coefficient). The RTD is more nearly linear than the thermocouple. 
RTDs are constructed in either a wire-wound configuration or by a metal-film technique. 
The most common RTDs are made of either platinum, nickel, or nickel alloys. 

Generally, RTDs are used to sense temperature in two basic ways. First, as shown in 
Figure 7(a), the RTD is driven by a current source and, since the current is constant, the 
change in voltage across it is proportional (by Ohm’s law) to the change in its resistance with 
temperature. Second, as shown in Figure 7(b), the RTD is connected in a 3-wire bridge 
circuit; and the bridge output voltage is used to sense the change in the RTD resistance and, 
thus, the temperature. 

As in the case of thermocouples, special signal-conditioning integrated circuits are 
available for RTDs. An example is the 1B41, which uses the same pinout as the 1B51, de- 
scribed previously for thermocouples. The 1B41 has an internal transformer-coupled isola- 
tion amplifier with high common-mode rejection. It generates its own input side power and 
includes special linearization circuits designed especially for RTDs. 


The 3-Wire Bridge To avoid subjecting the three bridge resistors to the same temperature 
that the RTD is sensing, the RTD is usually remotely located to the point where temperature 


<4 FIGURE 6 


Simplified circuit for compensation 


of unwanted thermocouple effect. 
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6 O+ 
AT 
O © » : 
RTD 
@ O 
(a) A change in temperature, AT, produces a change in (b) A change in temperature, AT, produces a change in bridge 
voltage, AV, across the RTD proportional to the change output voltage, AVoyy, proportional to the change in RTD 
in RTD resistance when the current is constant. resistance. 
A FIGURE 7 


>» FIGURE 8 


Basic methods of employing an RTD in a temperature-sensing circuit. 


variations are to be measured and connected to the rest of the bridge by long wires. The 
resistance of the three bridge resistors must remain constant. The long extension wires to the 
RTD have resistance that can affect the accurate operation of the bridge. 

Figure 8(a) shows the RTD connected in the bridge with a 2-wire configuration. 
Notice that the resistance of the long connecting wires is shown as “lumped” resistors R,4 
and Rp in Figure 8. These resistors are in the same leg of the bridge as the RTD. Recall 
that Voyr = 0 V and the bridge is balanced when Rptp = R3 if Rj = Ro. The wire resist- 
ances will throw the bridge off balance when Retp = R3 and will cause an error in the out- 
put voltage for any value of the RTD resistance because they are in series with the RTD in 
the same leg of the bridge. 


Comparison of 2-wire and 3-wire 


bridge connections in an RTD circuit. 
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These are in the same leg. 


Wire resistance 


Wire B : : 
Wire resistance 


(a) Two-wire bridge connection 


Upper leg 


+ 


3rd wire 
RTD 


Lower leg 


(b) Three-wire bridge connection 


www.EngineeringBooksPdf.com 


MEASUREMENT, CONVERSION, AND CONTROL 


The 3-wire configuration in Figure 8(b) overcomes the wire resistance problem. By 
connecting a third wire to one end of the RTD as shown, the resistance of wire A is now 
placed in the same leg of the bridge as R3 and the resistance of wire B is placed in the same 
leg of the bridge as the RTD. Because the wire resistances are now in opposite legs of the 
bridge, their effects will cancel if both wire resistances are the same (equal lengths of 
same type of wire). The resistance of the third wire has no effect; essentially no current 
goes through it because the output terminals of the bridge are open or are connected across 
a very high impedance. The balance condition is expressed as 


Retp + Rp = R3 + Ry 


If R4 = Rez, then they cancel in the equation and the balance condition is completely inde- 
pendent of the wire resistances. 


Retp = R3 


The method described here is important in many measurements that use a sensitive trans- 
ducer and a bridge. It is often used in strain gauge measurements (described in Section 2). 


Basic RTD Temperature-Sensing Circuits Two simplified RTD measurement circuits 
are shown in Figure 9. The circuit in part (a) is one implementation of an RTD driven 
by a constant current. The operation is as follows. From your study of basic op-amp cir- 
cuits, recall that the input current and the current through the feedback path are essentially 
equal because the input impedance of the op-amp is ideally infinite. Therefore, the constant 
current through the RTD is set by the constant input voltage, Vp, and the input resistance, 
Rj, because the inverting input is at virtual ground. The RTD is in the feedback path and, 
therefore, the output voltage of the op-amp is equal to the voltage across the RTD. As the 
resistance of the RTD changes with temperature, the voltage across the RTD also changes 
because the current is constant. 


(a) Constant-current circuit (b) Three-wire bridge circuit 


A FIGURE 9 


Basic RTD temperature-measuring circuits. 


The circuit in Figure 9(b) shows a basic circuit in which an instrumentation ampli- 
fier is used to amplify the voltage across the 3-wire bridge circuit. The RTD forms one leg 
of the bridge; and as its resistance changes with temperature, the bridge output voltage also 
changes proportionally. The bridge is adjusted for balance (Voyr = 0 V) at some reference 
temperature, say 0°C. This means that R3 is selected to equal the resistance of the RTD at 
this reference temperature. 
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voltage of the instrumentation amplifier in the RTD circuit in 
istance is 1320 Q at the measured temperature. 


+15 V 


Way 13209 10kO 
v= I5V= i ——— 1 
v ie 7 ay (er) oY (ae) oy 


Rg 


rom the amplifier is 
Voutia) = (6.0)(1.03 V) = 6.18 V 


esistance of the RTD in Figure 10 to balance the bridge 
er output voltage when the bridge is balanced? 


Thermistors 


A third major type of temperature transducer is the thermistor, which is a resistive device 
made from a semiconductive material such as nickel oxide or cobalt oxide. The resistance 
of most thermistors changes inversely with temperature (negative temperature coefficient). 
The temperature characteristic for thermistors is more nonlinear than that for thermocou- 
ples or RTDs; in fact, a thermistor’s temperature characteristic is essentially logarithmic. 
Also, like the RTD, the temperature range of a thermistor is more limited than that of a ther- 
mocouple. Thermistors have the advantage of a greater sensitivity than either thermocou- 
ples or RTDs and are generally less expensive. This means that their change in resistance 
per degree change in temperature is greater. Since they are both variable-resistance devices, 


the thermistor and the RTD can be used in similar circuits. 
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Resistance (kQ.) 


| | | | 
20 0 +20 +40 +60 +80 +100 +120 +140 +160 


Temperature (°C) 


Thermistors have a relatively narrow range of temperatures over which they can respond 
(about —40°C to 160°C) and are highly nonlinear; however, compensation circuits can 
make up for nonlinearity. Despite these shortcomings, thermistors have important advan- 
tages over other types of sensors when working within their temperature range. They are 
small, inexpensive, very sensitive, and can be highly accurate within their temperature 
range. Because they are small and have a small thermal mass, they can respond quickly to 
temperature change. A typical thermistor characteristic is shown in Figure 11. 

Like the RTD, thermistors can be used in a constant-current configuration or a Wheat- 
stone bridge. The constant-current configuration forces a constant current through the ther- 
mistor and the voltage drop produced is measured. 


Applications for Thermistors Thermistors are used in many applications for which 
temperature monitoring is important. Heating systems use thermistors in thermostats to 
sense the temperature in a heated or cooled space and also to sense duct temperatures. The 
signals from these thermistors are used by a controller for turning on or off heat and fans. 
Automobiles use thermistors in engine and power-train management and control, inside 
temperature control including duct temperatures, and overheating sensors for monitoring 
coolant temperature. Medical applications include highly accurate patient thermometers 
and infant monitoring, temperature baths, and respiratory probes. 


Zener-Based IC Precision Temperature Sensor 


Various types of solid-state temperature sensors exploit various temperature dependencies 
in semiconductors, which include resistivity effects and the change in the base-emitter volt- 
age with temperature of a forward-biased transistor. One type uses the zener diode break- 
down voltage as a temperature indicator. The breakdown of a zener diode is directly 
proportional to the absolute (Kelvin) temperature. The zener breakdown voltage equals 
+10mV/K. The absolute temperature in kelvins (K) is equal to 273 + °C. Unlike ther- 
mistors, the output of the zener temperature sensor is linear. This type of sensor has the ad- 
vantage of being small, accurate, and linear; however, these sensors are limited in the 
temperature range over which they can operate (about —40°C to 150°C). 


<< FIGURE 11 


Typical thermistor response. 
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The LM135, LM235, and LM335 are examples of zener-based temperature sensors and 

differ only in the range of temperatures over which they can operate. The symbol for this 

Adjustment type of sensor is shown in Figure 12. Notice that it is a zener diode symbol but with an 

adjustment input for calibration purposes. It is not necessary to use the adjustment input 
unless high accuracy is required. 

The LM135/LM235/LM335 is an integrated circuit available in different package 

styles. The circuit is much more complex than a simple zener diode but, in effect, displays 


Symbol for a zener-based temperature 4 very precise zener characteristic and, most importantly, an output (reverse voltage) that 
sensor. 


varies linearly with temperature as previously mentioned. 

The adjustment input allows you to calibrate the device at one temperature if high accu- 
racy is required. By calibrating the output correctly at one temperature, the output at all 
temperatures is correct because of the linearity. 


is a thermocouple? 
1 temperature be measured with a thermocouple? 
an RTD and how does its operation differ from a thermocouple? 
is the primary operational difference between an RTD and a thermistor? 


2e devices introduced in this section, which one would most likely be used 
extremely high temperatures? 


STRAIN, PRESSURE, AND FLOW RATE MEASUREMENTS 


A variety of applications require the measurement of strain, pressure, and flow rate. The 
flow rate of a fluid can be measured indirectly by measuring pressure. 


After completing this section, you should be able to 
¢ Describe methods of measuring strain, pressure, and flow rate 


¢ Explain how a strain gauge operates 


¢ Discuss strain gauge circuits 
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The Strain Gauge 


Strain is the deformation, either expansion or compression, of a material due to a force act- 
ing on it. For example, a metal rod or bar will lengthen slightly when an appropriate force 
is applied, as illustrated in Figure 13(a). Also, if a metal plate is bent, there is an ex- 
pansion of the upper surface, called tensile strain, and a compression of the lower surface, 
called compressive strain, as shown in Figure 13(b). 

Strain gauges are based on the principle that the resistance of a wire increases if its length 


increases and decreases if its length decreases. This is expressed by the following formula: 
Equation 1 R= pL 
A 


This formula states that the resistance of a wire depends directly on the resistivity (p) and 
the length (L) and inversely on the cross-sectional area (A). 
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: L au 


—— = 


(a) Strain occurs as length changes from L to L + AL when force is applied. (b) Strain occurs when the flat plate is bent, causing the upper 
surface to expand and the lower surface to contract. 


A FIGURE 13 


Examples of strain. 


A strain gauge is basically a long very thin strip of resistive material that is bonded to the 
surface of an object on which strain is to be measured, such as a wing or tail section of an air- 
plane under test. When a force acts on the object to cause a slight elongation, the strain gauge 
also lengthens proportionally and its resistance increases. Most strain gauges are formed in a 
pattern similar to that in Figure 14(a) to achieve enough length for a sufficient resistance 
value in a smaller area. It is then placed along the line of strain as indicated in Figure 14(b). 


Terminals Resistive material 


(a) Typical strain gauge configuration. (b) The strain gauge is bonded to the surface to be measured along the line of force. 
When the surface lengthens, the strain gauge stretches. 


A FIGURE 14 


A simple strain gauge and its placement. 


The Gauge Factor of a Strain Gauge An important characteristic of strain gauges is the 
gauge factor (GF), which is defined as the ratio of the fractional change in resistance to 
the fractional change in length along the axis of the gauge. For metallic strain gauges, the 
GFs are typically around 2. The concept of gauge factor is illustrated in Figure 15 and 
expressed in Equation 2 where R is the nominal resistance and AR is the change in 


<4 FIGURE 15 


| | 
R AR! 


Illustration of gauge factor. 
aii! . 1 
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resistance due to strain. The fractional change in length (AL/L) is designated strain (e) and 
is usually expressed in parts per million, called microstrain (designated ws). 


AR/R 
Equation 2 = pale 
AL/L 

EXAMPLE 4 A certain material being measured under stress undergoes a strain of 5 parts per 


million (5 we). The strain gauge has a nominal (unstrained) resistance of 320 0 and 
a gauge factor of 2.0. Determine the resistance change in the strain gauge. 


_ AR/R _ AR/R 
AL/L € 


Solution 
AR = (GF)(R\(e) = 2.0320 0)(5 X lon) = 3.2mQ 


Related Problem If the strain in this example is 8 we, how much does the resistance change? 


Basic Strain Gauge Circuits 


Because a strain gauge exhibits a resistance change when the quantity it is sensing changes, 
it is typically used in circuits similar to those used for RTDs. The basic difference is that 
strain instead of temperature is being measured. Therefore, strain gauges are usually ap- 
plied in bridge circuits or in constant-current-driven circuits, as shown in Figure 16. 
They can be used in applications in the same way as RTDs and thermistors. The 1B31 is an 
example of a strain gauge signal conditioner. The 1B31 includes an instrumentation ampli- 
fier, a low-pass filter, and adjustable transducer excitation. 


Vout 


Instrumentation 
amplifier 


(a) Constant-current circuit (b) Three-wire bridge circuit 


A FIGURE 16 


Basic strain-measuring circuits. 


Pressure Transducers 


Pressure transducers are devices that exhibit a change in resistance proportional to a change 
in pressure. Basically, pressure sensing is accomplished using a strain gauge bonded to a 
flexible diaphragm as shown in Figure 17(a). Figure 17(b) shows the diaphragm 
with no net pressure exerted on it. When a net positive pressure exists on one side of the 
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Strain gauge Diaphragm 


Hollow pressure 


chamber Pressure port 


(b) With no net pressure on diaphragm, 
strain gauge resistance is at its nominal 
value (side view). 


(a) Basic pressure gauge construction 


A FIGURE 17 


A simplified pressure sensor constructed with a strain gauge bonded to a flexible diaphragm. 


diaphragm, as shown in Figure 17(c), the diaphragm is pushed upward and its surface 
expands. This expansion causes the strain gauge to lengthen and its resistance to increase. 

Pressure transducers typically are manufactured using a foil strain gauge bonded to a 
stainless steel diaphragm or by integrating semiconductor strain gauges (resistors) in a sil- 
icon diaphragm. Either way, the basic principle remains the same. 

Pressure transducers come in three basic configurations in terms of relative pressure 
measurement. The absolute pressure transducer measures applied pressure relative to a 
vacuum, as illustrated in Figure 18(a). The gauge pressure transducer measures applied 
pressure relative to the pressure of the surroundings (ambient pressure), as illustrated in 
Figure 18(b). The differential pressure transducer measures one applied pressure rela- 
tive to another applied pressure, as shown in Figure 18(c). Some transducer configura- 
tions include circuitry such as bridge completion circuits and op-amps within the same 
package as the sensor itself, as indicated. 


Strain gauge Vacuum Ambient pressure 


Diaphragm 
Strain gauge 


Applied pressure 


Applied pressure 


Circuitry is included in 
some pressure transducers 
(bridge, amplifier 

power supply.) 


t 


(a) Absolute pressure transducer 


t 


(b) Gauge pressure transducer 


A FIGURE 18 


Three basic types of pressure transducers. 


Pressure-Measuring Circuits 


Because pressure transducers are devices in which the resistance changes with the quantity 
being measured, they are usually in a bridge configuration as shown by the basic op-amp 


t 


Pressure 


(c) Net pressure forces diaphragm to 


expand, causing elongation of the 
strain gauge and thus an increase in 
its resistance. 


Applied pressure | 


t 


(c) Differential pressure transducer 
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A basic pressure transducer circuit 
and symbols. 
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bridge circuit in Figure 19(a). In some cases, the complete circuitry is built into the 
transducer package, and in other cases the circuitry is external to the sensor. The symbols 
in parts (b) through (d) of Figure 19 are sometimes used to represent the complete pres- 
sure transducer with an amplified output. The symbol in part (b) represents the absolute 
pressure transducer, the symbol in part (c) represents the gauge pressure transducer, and the 
symbol in part (d) represents the differential pressure transducer. 


Rg Vour 


Instrumentation 
amplifier 


(a) Basic pressure transducer bridge circuit 


> pb > 


(b) Absolute pressure (c) Gauge pressure (d) Differential pressure 
transducer symbol transducer symbol transducer symbol 


Pressure Transducer Applications Pressure transducers are used anywhere there is a 
need to determine the pressure of a substance. In medical applications, pressure transduc- 
ers are used for blood pressure measurement; in aircraft, pressure transducers are used for 
altitude pressure, cabin pressure, and hydraulic pressure; in automobiles, pressure trans- 
ducers are used for fuel flow, oil pressure, brake line pressure, manifold pressure, and steer- 
ing system pressure, to name a few applications. 


Flow Rate Measurement 


One common method of measuring the flow rate of a fluid through a pipe is the differential- 
pressure method. A flow restriction device such as a Venturi section (or other type of 
restriction such as an orifice) is placed in the flow stream. The Venturi section is formed by 
a narrowing of the pipe, as indicated in Figure 20. Although the velocity of the fluid in- 
creases as it flows through the narrow channel, the volume of fluid per minute (volumetric 
flow rate) is constant throughout the pipe. 

Because the velocity of the fluid increases as it goes through the restricted area, the pres- 
sure also increases. If pressure is measured at a wide point and at a narrow point, the flow 
rate can be determined because flow rate is proportional to the square root of the differen- 
tial pressure, as shown in Figure 20. 
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Venturi <4 FIGURE 20 


4 - A basic method of flow rate 


od Soe ee measurement. 


Differential 
pressure 
transducer 


Output voltage 
proportional to 
flow rate 


1. Describe a basic strain gauge. 
2. Describe a basic pressure gauge. 
3. List three types of pressure gauges. 


4 3 MOTION MEASUREMENT 


Transducers covered in this section enable the measurement of various forms of motion. 
After completing this section, you should be able to 


¢ Describe methods of measuring motion 


¢ Explain the purpose of a displacement transducer 
¢ Briefly describe an LVDT 


Displacement Transducers 


Displacement is a quantity that indicates the change in position of a body or point. Angu- 
lar displacement refers to a rotation that can be measured in degrees or radians. Displace- 
ment transducers can be either contacting or noncontacting. 

Contacting transducers typically use a sensing shaft with a coupling device to follow the 
position of the measured quantity. A contacting type of displacement sensor that relates 
a change in inductance to displacement is the linear variable differential transformer 
(LVDT). The sensing shaft is connected to a moving magnetic core inside a specially 
wound transformer. A typical LVDT is shown in Figure 21(a). The primary of the trans- 
former is in line and located between two identical secondaries. The primary winding is ex- 
cited with ac (usually in the range of 1 to 5 kHz). When the core is centered, the voltage 
induced in each secondary is equal. As the core moves off center, the voltage in one sec- 
ondary will be greater than the other. With the demodulator circuit shown, the polarity of 
the output changes as the core passes the center position, as shown in part (b). The trans- 
ducer has excellent sensitivity, linearity, and repeatability. 

Noncontacting displacement transducers include optical and capacitive transducers. 
Photocells can be arranged to observe light through holes in an encoding disk or to count 
fringes painted on the surface to be measured. Optical systems are fast; but noise, including 


ANDS DNSIP 


The development of 
tiny, low-powered 
motion sensors that 
can be readily mass- 
produced has opened 
new possibilities for 
applications. The sensors can 
operate on as little as 1 mW of 
power. One potential application 
for these tiny sensors is in the 
field of medicine, where 
implanted sensors can help 
orthopedic surgeons monitor the 
progress of repairs. 
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Demodulator Vout 
\ A 
LVDT 
| Vous > 
1 Displacement 
Primary Secondaries 
(a) Diagram of LVDT (b) Response 
A FIGURE 21 


LVDT displacement transducers. 


background light sources, can produce spurious signals in optical sensors. It is useful to 
build hysteresis into the system if noise is a problem. 

Fiber-optic sensors make excellent proximity detectors for close ranges. Reflective 
sensors use two fiber bundles, one for transmitting light and the other for receiving light 
from a reflective surface, as illustrated in Figure 22. Light is transmitted in the fiber 
bundle without any significant attenuation. When it leaves the transmitting fiber bundle, it 
forms a spot on the target that is inversely proportional to the square of the distance. The 
receiving bundle is aimed at the spot and collects the reflected light to an optical sensor. 
The light intensity detected by the receiving bundle depends on the physical size and 
arrangement of the fibers as well as the distance to the spot and the reflecting surface, but 
the technique can respond to distances approaching | microinch. The major disadvantage 
is limited dynamic range. 


> FIGURE 22 Fiber-optic probe 


, ‘i a From light source 
Fiber-optic proximity detector. 


To light detector Surface 


Capacitive sensors can be made into very sensitive displacement and proximity trans- 
ducers. The capacitance is varied by moving one of the plates of a capacitor with respect to 
the second plate. The moving plate can be any metallic surface such as the diaphragm of a 
capacitive microphone or a surface that is being measured. The capacitor can be used to 
control the frequency of a resonant circuit to convert the capacitive change into a usable 
electrical output. 


Velocity Transducers 


Velocity is defined as the rate of change of displacement. It follows that velocity can be de- 
termined indirectly with a displacement sensor and measuring the time between two posi- 
tions. A direct measurement of velocity is possible with certain transducers that have an 
output proportional to the velocity to be measured. These transducers can respond to either 
linear or angular velocity. Linear velocity transducers can be constructed using a perma- 
nent magnet inside a concentric coil, forming a simple motor by generating a voltage pro- 
portional to the velocity. Either the coil or the magnet can be fixed and the other moved 
with respect to the fixed component. The output is taken from the coil. 

A variety of transducers are designed to measure angular velocity. Tachometers, a class 
of angular velocity transducers, provide a dc or ac voltage output. A dc tachometer is 
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basically a small generator with a coil that rotates in a constant magnetic field. A voltage 
is induced in the coil as it rotates in the magnetic field. The average value of the induced 
voltage is proportional to the speed of rotation, and the polarity is indicative of the direc- 
tion of rotation, an advantage with dc tachometers. AC tachometers can be designed as 
generators that provide an output frequency that is proportional to the rotational speed. 

Another technique for measuring angular velocity is to rotate a shutter over a photosen- 
sitive element. The shutter interrupts a light source from reaching the photocells, causing 
the output of the photocells to vary at a rate proportional to the rotational speed. 


Acceleration Transducers 


Acceleration is usually measured by use of a spring-supported seismic mass, mounted in a 
suitable enclosure as shown in Figure 23. Damping is provided by a dashpot, which is 
a mechanical device to reduce the vibration. The relative motion between the case and the 
mass is proportional to the acceleration. A secondary transducer such as a resistive displace- 
ment transducer or an LVDT is used to convert the relative motion to an electrical output. 
Ideally, the mass does not move when the case accelerates because of its inertia; in prac- 
tice, it moves because of forces applied to it through the spring. The accelerometer has a 
natural frequency, the period of which should be shorter than the time required for the 
measured acceleration to change. Accelerometers used to measure vibration should also be 
used at frequencies less than the natural frequency. 


+V <¢ FIGURE 23 


A basic accelerometer. Motion is 


o converted to a voltage by the variable 
Variable resistor resistor. 


Seismic mass 


Case ——> 


Dashpot 


An accelerometer that uses the basic principle of the LVDT can be constructed to meas- 
ure vibration. The mass is made from a magnet that is surrounded with a coil. Voltage in- 
duced in the coil is a function of the acceleration. 

Another type of accelerometer uses a piezoelectric crystal in contact with the seismic 
mass. The crystal generates an output voltage in response to forces induced by the acceler- 
ation of the mass. Piezoelectric crystals are small in size and have a natural frequency that 
is very high; they can be used to measure high-frequency vibration. The drawback to piezo- 
electric crystals is that the output is very low and the impedance of the crystal is high, mak- 
ing it subject to problems from noise. 


What does LVDT stand for? 
_ What does an LVDT measure? 
What is used to measure angular velocity? 
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se 4 SAMPLE-AND-HOLD CIRCUITS 


> FIGURE 24 


After completing 


A basic sample-and-hold circuit. 


> FIGURE 25 


Basic action of a sample-and-hold 
circuit. 
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In the previous sections you learned how certain quantities can be measured using 


transducer circuits. The resulting analog voltage produced by a transducer is often 


converted to digital form so that it can be processed by a computer or a digital signal 


processor (DSP). The conversion of an analog signal to digital utilizes a sample-and- 
hold circuit, which is covered in this section, followed by an analog-to-digital converter 


(ADC), which is discussed in the next section. 
is section, you should be able to 
I Slee . 


A sample-and-hold circuit samples an analog input voltage at a certain point in time 
and retains or holds the sampled voltage for an extended time after the sample is taken. 
The sample-and-hold process keeps the sampled analog voltage constant for the length of 
time necessary to allow an analog-to-digital converter (ADC) to convert the voltage to 
digital form. 

A basic sample-and-hold circuit consists of an analog switch, a capacitor, and input and 
output amplifiers as shown in Figure 24. The analog switch samples the analog input 
voltage through the input amplifier, the capacitor (Cy) stores or holds the sampled voltage 
for a period of time, and the output amplifier provides a high input impedance to prevent 
the capacitor from discharging quickly. 


Analog 
switch 
Analog ws = 
input 
I 
lift | — O Lif 
Input amplifier utput amplifier 
Sample/Hold 4 P P ip. 
control O- -------—--—------- J — 
input 


As illustrated in Figure 25, a relatively narrow control voltage pulse closes the ana- 
log switch and allows the capacitor to charge to the value of the input voltage. The switch 
then opens, and the capacitor holds the voltage for a long period of time because of the very 
high impedance discharge path through the op-amp input. 


Held 
Value to value 
be held 
a 
! to om | 
+i ty lot 
0 ° a a Vout 
‘ I 
Switch | | Switch 
closed <~ open | Cy 
(sample) (hold) ! 
0 O--- ------! = 
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A more detailed sample-and-hold circuit is shown in Figure 26. The analog switch is 
implemented with a JFET. 


JFET switch 


Holding 
capacitor 


Control 
input 


A FIGURE 26 


Sample-and-hold circuit. 


Perhaps a more appropriate name for the sample-and-hold process is sample/track-and- 
hold because the circuit actually tracks the input voltage during the sample interval. As in- 
dicated in Figure 27, the output follows the input during the time that the control 
voltage is high; and when the control voltage goes low, the last voltage is held until the next 
sample interval. 


Sample-and-hold 


Input o © Output 


circuit 


Sample/Hold control © 


Input 0 


Sample/Hold (S/H) 9 
control Tracking 


Tracking 


Holding Holding 


Holding 


Output 0 


Holding Tracking 


Tracking during sample 


A FIGURE 27 


Example of tracking during a sample-and-hold sequence. 
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t voltage waveform for the sample-and-hold circuit in Figure 28, 
ontrol voltage waveforms. 


Sample-and-hold 
circuit 


Control 
input 0 


Control 
input 


aveform for Figure 28 if the control voltage frequency is 
ame control input pulse width. 


Performance Specifications 


Several specifications apply to sample-and-hold circuits. These include the aperture time, 
aperture jitter, acquisition time, droop, and feedthrough. Each of these parameters is illus- 
trated in Figure 30 for an example input voltage waveform. 


¢« Aperture time—the time for the analog switch to fully open after the control volt- 
age switches from its sample level to its hold level. Aperture time produces a delay in 
the effective sample point. 


¢ Aperture jitter—the uncertainty in the aperture time. 


¢ Acquisition time—the time required for the device to reach its final value when the 
control voltage switches from its hold level to its sample level. 
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Value actually 
sampled here 
due to aperture 
time 


Ideal held value 


Sample ends 
here 


Actual 
held value 


Feedthrough / Feedthrough 


je Aperture 
| jitter | | 
| ! | 
| | 
> ie Aperture time Acquisition time = ame 
I 
Sample Hold Sample | Hold 


A FIGURE 30 


Sample-and-hold circuit specifications. The effects are exaggerated for clarity. The dark blue curve is 
input voltage waveform; the light blue curve is output voltage. 


¢ Droop—the change in voltage from the sampled value during the hold interval be- 
cause of charge leaking off of the hold capacitor. 


¢ Feedthrough—the component of the output voltage that follows the input signal 
after the analog switch is opened. The inherent capacitance from the input to the out- 
put of the switch causes feedthrough. 


e basic function of a sample-and-hold circuit? 
ce to the output of a sample-and-hold circuit, what does droop mean? 
aperture time. 

cquisition time? 


Gs 5 ANALOG-TO-DIGITAL CONVERSION 


In many applications, it is necessary to convert measured analog data to digital form 
for processing in a computer or other digital device. The analog output of a sample- 
and-hold circuit is applied to an analog-to-digital converter (ADC). The output of 
the ADC is a series of binary codes that represent each of the sampled values of the 
input signal. 


After completing this section, you should be able to 
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Analog-to-digital conversion is the process of converting the output of the sample-and- 
hold circuit to a series of binary codes that represent the amplitude of the analog input at 
each of the sample times. The sample-and-hold process keeps the amplitude of the analog 
input signal constant between sample pulses; therefore, the analog-to-digital conversion 
can be done using a constant value rather than having the analog signal change during a 
conversion interval, which is the time between sample pulses. Figure 31 illustrates the 
basic function of an ADC (analog-to-digital converter). The sample intervals are indicated 
by dashed lines. The tracking intervals are not shown on the S/H output because they are 
assumed to be very short and can be neglected. 
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A FIGURE 31 


The basic idea of analog-to-digital conversion. 


Conversion Parameters 


Resolution Ananalog-to-digital converter (ADC) translates a continuous analog signal into 
a series of binary numbers. Each binary number represents the value of the analog signal at the 
time of conversion. The resolution of an ADC can be expressed as the number of bits (binary 
digits) used to represent each value of the analog signal. A 4-bit ADC can represent sixteen 
different values of an analog signal because 2* = 16. An 8-bit ADC can represent 256 differ- 
ent values of an analog signal because 28 = 256. A 12-bit ADC can represent 4096 different 
values of the analog signal because 2'? = 4096. The more bits, the more accurate is the con- 
version and the greater is the resolution because more values of a given analog signal can be 
represented. 


Conversion Time In addition to resolution, another important characteristic of ADCs is 
conversion time. The conversion of an analog voltage into a digital quantity is not an in- 
stantaneous event, but it is a process that takes a certain amount of time. The conversion 
time can range from microseconds for fast converters to milliseconds for slower devices. 
Conversion time is illustrated in a basic way in Figure 32. As you can see, the analog 
voltage (vg) to be converted occurs at time fg but the conversion is not complete until time f;. 


Quantization Error The term quantization in this context refers to determining a value 
for a changing analog voltage. Ideally, we would like to assign a number to the voltage at a 
given instant and convert it immediately to digital form. This is, of course, impossible 
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<4 FIGURE 32 


An illustration of analog-to-digital 
conversion time. 
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because of the conversion time of ADCs. Since an analog signal may change during a con- 
version time, the voltage at the end of the conversion time may not be the same as it was at 
the beginning. This change in voltage during the conversion time, Av, produces what is 
called the quantization error, as illustrated in Figure 33. 


<4 FIGURE 33 
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| Analog voltage changes 
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Start of conversion End of conversion 


One way to avoid or at least minimize quantization error is to use a sample-and-hold cir- 
cuit at the input to the ADC. As you learned in Section 4, a sample-and-hold circuit 
quickly samples the analog input and then holds the sampled voltage for a certain time. 
When used in conjunction with an ADC, the sample-and-hold is held constant for the du- 
ration of the conversion time. This allows the ADC to convert a constant voltage to digital 
form and avoids the quantization error. A basic illustration of this process is shown in 
Figure 34. When compared to the conversion in Figure 33, you can see that a more accurate 
value of the analog input at the desired sample point is achieved. 
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A FIGURE 34 


Using a sample-and-hold circuit to avoid quantization error. 


Sampling 


In A/D conversion, an analog waveform is sampled at a given point and the sampled value 
is then converted to a binary number. Since it takes a certain interval of time to accomplish 
the conversion, the number of samples of an analog waveform during a given period of time 
is limited. For example, if a certain ADC can make one conversion in | ms, it can make 
1000 conversions in one second. That is, it can convert 1000 different analog values to dig- 
ital form in a one-second interval. 

In order to represent an analog waveform, the sample rate must be greater than twice the 
maximum frequency component of the analog signal. The theoretical minimum limit of the 
sampling rate is known as the Nyquist rate or frequency. At the Nyquist rate, an analog 
signal is sampled and converted two times per cycle. In practice, however, a signal must be 
sampled more than twice per cycle. Obviously, a greater number of samples per cycle of the 
analog signal results in a more accurate representation of the analog signal. This is illus- 
trated in Figure 35 for two different sample rates. The light blue waveforms are the 
sample-and-hold outputs for two sample rates. As you can see, the higher rate produces a 
more accurate result. 


Sample points 


waveform 
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hold output 


(a) Eight samples per cycle 


(b) Sixteen samples per cycle 


A FIGURE 35 


Illustration of two sampling rates. 
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A Method of Analog-to-Digital Conversion 


Several methods can be used in analog-to-digital conversion, and we will briefly look at 
one called the simultaneous or flash method. Another commonly used method is known as 
successive approximation. 

The flash method uses several comparators to compare reference voltages with the ana- 
log input from a sample-and-hold circuit. When the analog voltage exceeds the reference 
level for a given comparator, a high-level output is produced by the comparator. Figure 36 
shows a simplified flash ADC that uses seven comparators for a conversion to three binary 
bits. The comparator outputs go to a priority encoder, which is a digital circuit that pro- 
duces a binary output code that represents the level of the input. A 4-bit ADC of this type 
requires fifteen comparators. In general, 2” — 1 comparators are required for conversion to 
an n-bit binary code. The large number of comparators necessary for a practical size binary 
code is one disadvantage of the flash method. Its chief advantage is that it provides a fast 
conversion time. 

The resistive voltage-divider sets the reference voltage for each comparator. The output 
of each comparator is connected to an input of the priority encoder. A start-conversion 
pulse for each sampled level enables the encoder, and an encoder produces a 3-bit code rep- 
resenting the value of the sampled analog level. 
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A FIGURE 36 
A 3-bit flash ADC. 
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inversion time? 

sampling theory, what is the theoretical minimum sampling rate for a 
e wave? 

how does a sample-and-hold circuit avoid quantization error in A/D 


6 PowER-CONTROL CIRCUITS 


A useful application of electronic circuits is to control power to a load. In this section, 
you will learn about two devices, the SCR and the triac. These devices are members 
of a class of devices known as thyristors, which are widely used in industrial controls 
for motors, heaters, phase controls, and many other applications. A thyristor can be 
thought of as an electronic switch that can rapidly turn on or off a large current to a 
load. Integrated circuits are frequently used to determine the time to turn on or off the 
SCR or triac. 


After completing this section, you sl 
= 7 ry 


% 


uld be able to 


The Silicon-Controlled Rectifier 


A thyristor is a semiconductor switch composed of four or more layers of alternating pnpn 
material. There are various types of thyristors; the type principally depends on the number 
of layers and the particular connections to the layers. When a connection is made to the 
first, second, and fourth layer of a four-layer thyristor, a form of gated diode known as an 
SCR (silicon-controlled rectifier) is formed. This is one of the most important devices in 
the thyristor family because it acts like a diode that can be turned on when required. The 
basic structure and schematic symbol for an SCR are shown in Figure 37. For an SCR, 
the three connections are labeled the anode (A), cathode (K), and gate (G) as shown. 


> FIGURE 37 Anode (A) A 
The silicon-controlled rectifier (SCR). 
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Cathode (K) K 
(a) Basic structure (b) Schematic symbol 
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The characteristic curve for an SCR is shown in Figure 38(a) for a gate current of 
zero. There are a total of four regions of the characteristic curve of interest. The reverse 
characteristic (plotted in quadrant 3) is the same as a normal diode with regions called the 
reverse-blocking region and the reverse-avalanche region. The reverse-blocking region is 
equivalent to an open switch. The reverse voltage that must be applied to an SCR to drive 
it into the avalanche region is typically several hundred volts or more. SCRs are normally 
not operated in the reverse-avalanche region. 


Tr 
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Y 
TR 
(a) When Ig = 0, Vgpcp) must be exceeded to move into the conduction region. (b) Jg controls the value of Vgc) required for turn on. 
A FIGURE 38 


SCR characteristic curves. 


The forward characteristic (plotted in quadrant 1) is divided into two regions. One is a 
forward-blocking region, where the SCR is basically off and the very high resistance be- 
tween the anode and cathode can be approximated by an open switch. The second region is 
the forward-conduction region, where anode current occurs as in a normal diode. To move 
an SCR into this region, the forward-breakover voltage, Vgp(p) must be exceeded. When an 
SCR is operated in the forward-conduction region, it approximates a closed switch be- 
tween the anode and cathode. Notice the similarity to a normal diode characteristic except 
for the forward-blocking region. 


Turning the SCR On There are two ways to move an SCR into the forward-conduction 
region. In both cases, the anode to cathode must be forward-biased; that is, the anode must 
be positive with respect to the cathode. The first method has already been mentioned and 
requires the application of forward voltage that exceeds the forward breakover voltage, 
Vpr): Breakover voltage triggering is not normally used as a triggering method. The sec- 
ond method requires a positive pulse of current (trigger) on the gate. This pulse reduces the 
forward-breakover voltage, as shown in Figure 38(b) and the SCR conducts. The 
greater the gate current (/g), the lower the value of Vgpp). This is the normal method for 
turning on an SCR. 

Once the SCR is turned on, the gate loses control. In effect, the SCR is latched and will 
continue to approximate a closed switch as long as anode current is maintained. When the 
anode current drops below a value of current called the holding current (/y), the SCR will 
drop out of conduction. The holding current is indicated in Figure 38. 


Turning the SCR Off Two basic methods for turning off an SCR are anode current in- 
terruption and forced commutation. The anode current can be interrupted by opening the 
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> FIGURE 39 


Triac characteristic curves. 


> FIGURE 40 


Basic triac phase control. The timing 
of the gate trigger determines the 
portion of the ac cycle passed to the 
load. 
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path in the anode circuit, causing the anode current to drop to zero, turning off the SCR. 
One common “automatic” method to interrupt the anode current is to connect the SCR in 
an ac circuit. The negative cycle of the ac waveform will turn off the SCR. 

The forced commutation method requires momentarily forcing current through the SCR 
in the direction opposite to the forward conduction so that forward current is reduced be- 
low the holding value. This can be implemented by various circuits. Probably the simplest 
is to electronically switch a charged capacitor across the SCR in the reverse direction. 


The Triac 


The triac is a thyristor with the ability to pass current bidirectionally and is therefore an ac 
power-control device. Although it is one device, its performance is equivalent to two SCRs 
connected in parallel in opposite directions but with a common gate terminal. The basic 
characteristic curves for a triac are illustrated in Figure 39. Because a triac is like two 
back-to-back SCRs, there is no reverse characteristic. 
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As in the case of the SCR, gate triggering is the usual method for turning on a triac. Ap- 
plication of current to the triac gate initiates the latching mechanism discussed in the pre- 
vious section. Once conduction has been initiated, the triac will conduct on with either 
polarity; hence, it is useful as an ac controller. A triac can be triggered such that ac power 
is supplied to the load for a portion of the ac cycle. This enables the triac to provide more 
or less power to the load, depending on the trigger point. This basic operation is illustrated 
with the circuit in Figure 40. 


Triac on 


Conduction 
angle 
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The Zero-Voltage Switch 


One problem that arises with triggering an SCR or triac when it is switched on during the 
ac cycle is generation of RFI (radio frequency interference) due to switching transients. If 
the SCR or triac is suddenly switched on near the peak of the ac cycle, for example, there 
would be a sudden inrush of current to the load. When there is a sudden transition of volt- 
age or current, many high-frequency components are generated. These high-frequency 
components can radiate into sensitive electronic circuits, creating serious disturbances, 
even catastrophic failures. By switching the SCR or triac on when the voltage across it is 
zero, the sudden increase in current is prevented because the current will increase sinu- 
soidally with the ac voltage. Zero-voltage switching also prevents thermal shock to the 
load which, depending on the type of load, may shorten its life. 

Not all applications can use zero-voltage switching, but when it is possible, noise prob- 
lems are greatly reduced. For example, the load might be a resistive heating element, and 
the power is typically turned on for several cycles of the ac and then turned off for several 
cycles to maintain a certain temperature. The zero-voltage switch uses a sensing circuit to 
determine when to turn power on. The idea of zero-voltage switching is illustrated in 
Figure 41. 


AC 
AC voltage 
voltage 


Thyristor Thyristor 
trigger trigger 


Load Load 
current current 


(a) Zero-voltage switching of load current (b) Nonzero switching of load current produces current transients that 


cause RFI. 


A FIGURE 41 


Comparison of zero-voltage switching to nonzero switching of power to a load. 


A basic circuit that can provide a trigger pulse as the ac waveform crosses the zero axis 
in the positive direction is shown in Figure 42. Resistor R; and diodes D; and Dy» pro- 
tect the input of the comparator from excessive voltage swings. The output voltage level of 
the comparator is a square wave. C, and R> form a differentiating circuit to convert the 
square wave output to trigger pulses. Diode D3 limits the output to positive triggers only. 
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V. Comparator 


<¢ FIGURE 42 


A circuit that can provide triggers 
when the ac waveform crosses the 
zero axis in the positive direction. 
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Microcontrollers 


SCRs and triacs are often used in systems that have many additional requirements. For in- 
stance, a system as basic as a washing machine requires timing functions, speed or torque 
regulation, motor protection, sequence generation, display control and so on. Systems like 
this can be controlled by a special class of computers called microcontrollers. A micro- 
controller is constructed as a single integrated circuit with all of the basic features found in 
a microprocessor with special input/output (I/O) circuits, ADCs (analog-to-digital convert- 
ers), counters, timers, oscillators, memory, and other features. Microcontrollers can be con- 
figured for a specific system and offer an inexpensive alternative to older methods for 
providing a trigger to an SCR or triac. 


1. How does an SCR differ from a triac in terms of delivering power to a load? 
2. Explain the basic purpose in zero-voltage switching. 


Application Assignment PuTTING YOUR KNOWLEDGE 


To WorK 


In this application assignment, a : Basic Operation of the Circuit 
temperature-sensing motor-control cir- 


: The temperature-sensing and motor-control circuit is shown in 


cuit is used to control motor speed for | Figure 43. The circuit contains an LM335Z temperature sen- 


the purpose of cooling the electronics sor that acts as a zener diode with a nominal voltage that varies 


circuits contained in an enclosed box. When the temperature in| linearly with temperature. Transistor Q, acts as an inverting am- 


the box reaches a certain threshold level, the circuit turns on a fan | plifier to provide a voltage that decreases with increasing tem- 


motor and adjusts its speed in proportion to the temperature in- | perature to the inverting input of the 741 op-amp, which is set up 


side the box. As the temperature tries to increase, the speed of the | as a comparator. The potentiometer, R>, provides a portion of the 


fan motor also increases to provide more air flow for cooling. As | transformer secondary voltage for the noninverting comparator 


the temperature decreases, so does the speed of the fan motor. input. The output of the comparator is connected to transistor 
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A FIGURE 43 


Temperature-sensing and motor-control circuit. 
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Q>, which acts as a buffer amplifier for driving the trigger input 
of the SCR. When the SCR triggers on, the motor is on. 
Potentiometer R> is adjusted so that at room temperature the 
comparator output is LOW and the motor is off. As the tempera- 
ture increases, the LM335Z voltage increases and the Q) collec- 
tor voltage (comparator threshold voltage) decreases. When the 
ac voltage from the potentiometer exceeds the comparator 
threshold voltage, the comparator switches to its high state caus- 
ing the SCR to trigger into conduction, thus turning on the mo- 


tor. When the ac voltage decreases, the SCR current drops below 
; 2. Label a copy of the board with component and input/output 


its holding value and the SCR turns off. On the next cycle of the 
ac voltage, the threshold is once again exceeded and the SCR is 
triggered. As the SCR goes on and off, effectively a pulsed dc is 
provided to the motor. 

As the temperature increases, the comparator threshold volt- 
age (Q> collector) decreases, causing the SCR to trigger on ear- 
lier in the ac cycle. This increases the motor speed because the 


duty cycle of the pulsed dc has increased. As the temperature de- | 


creases, the comparator threshold voltage increases, causing the 
SCR to trigger later in the ac cycle. This decreases the motor 


speed because the duty cycle of the pulsed dc has decreased. The 


; lamp in series with the motor provides a visual indication of the 
; fan motor speed. When the motor runs faster, the lamp is 
: brighter. 


Step 1: Checking the Circuit Board 


1. Make sure that the circuit board shown in Figure 44 is 


correctly assembled by checking it against the schematic in 
Figure 43. Backside connections are shown as darker 
traces. The motor and the lamp are external to the board. 


designations. 


Step 2: Analyzing the Circuit 

1. If the LM335Z voltage is 2.93 V at 20°C, determine the volt- 
age at the inverting input of the comparator. 

: 2. The LM335Z has a breakdown voltage proportional to the 
absolute temperature (K) of +10mV/K. Determine the 
voltage from the LM335Z at +50°C. Add 273 to °C to get 
absolute temperature. 


To motor 
and lamp 


Printed circuit board. 
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3. Assume the output of the transformer is 12.6 V rms. To : 1. The collector of Q, stays at +15 V. 
what peak voltage can the noninverting comparator input be 2. There is no pulsating dc voltage to the motor with verified 
adjusted at room temperature (20°C) so that the motor does pulses at the op-amp output. 
et : 3. The fan motor runs continuously at a constant speed regard- 
Step 3: Testing the Circuit Board | less of the temperature. 


1. Develop a step-by-step procedure to check the circuit board | 4 The fan motor will not run although the light is on. 


for proper operation. ; A 
ia aa : Review 

2. Specify ac and dc voltage values for all the measurements to; : 
ey 2 : 1. Explain why the motor runs faster as the temperature 


be made. A : 
: increases. 
Step 4: Troubleshooting the Circuits 2. What prevents the motor from running at or below room 
For each of the following symptoms, determine the possible temps ature? 
fault or faults. : 3. When does the SCR turn on? When does it turn off? 


® A thermocouple is a type of temperature transducer formed by the junction of two dissimilar metals. 


® When the thermocouple junction is heated, a voltage is generated across the junction that is pro- 
portional to the temperature. 


® Thermocouples can be used to measure very high temperatures. 


® The resistance temperature detector (RTD) is a temperature transducer in which the resistance 
changes directly with temperature. It has a positive temperature coefficient. 


® RTDs are typically used in bridge circuits or in constant-current circuits to measure temperature. 


® The thermistor is a temperature transducer in which the resistance usually changes inversely with 
the temperature. 


® Thermistors are more sensitive than RTDs or thermocouples, but their temperature range is more 
limited. 


® The strain gauge is based on the fact that the resistance of a material increases when its length in- 
creases and its diameter decreases. 


® The gauge factor of a strain gauge is the fractional change in resistance to the fractional change in 
length. 


Many pressure transducers are constructed with strain gauges bonded to a flexible diaphragm. 
An absolute pressure transducer measures pressure relative to a vacuum. 

A gauge pressure transducer measures pressure relative to ambient pressure. 

A differential pressure transducer measures one pressure relative to another pressure. 


The flow rate of a liquid can be measured using a differential pressure gauge. 


¢¢¢ © OO 


Motion-measuring circuits include LVDT displacement transducers, velocity transducers, and 
accelerometers. 


® A sample-and-hold circuit produces an essentially constant output voltage equal to the instanta- 
neous value of an input signal at a given point in time. 


© The output of a sample-and-hold circuit goes to an analog-to-digital converter (ADC). 
® The sample-and-hold process minimizes quantization error. 


® An analog-to-digital converter (ADC) in conjunction with a sample-and-hold circuit converts an 
analog signal into a series of digital codes. 


® Greater than two samples per cycle of the input signal is necessary to represent an analog wave- 
form. The theoretical minimum sampling rate limit is two samples per cycle and is known as the 
Nyquist rate. 


® The higher the sample rate, the more accurately an analog signal can be represented. 
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® One type of ADC is the flash or simultaneous converter. Another type is the successive 
approximation. 


® The thyristor is a category of electronic switches. 


o 


The SCR (silicon-controlled rectifier) and triac are two types of thyristors used in power control. 


® A zero-voltage switch generates pulses at the zero crossings of an ac voltage for triggering a 
thyristor. 


ADC _  Analog-to-digital converter; a device used to convert an analog signal to a sequence of digi- 
tal codes. 


Cold junction A reference thermocouple held at a fixed temperature and used for compensation in 
a thermocouple circuit. 


Conversion time The time it takes for an ADC to convert an analog voltage sample to a digital 
code. 


Flash A method of analog-to-digital conversion. 

Quantization The determination of a value for a changing analog voltage. 
Resolution The number of bits involved in an analog-to-digital conversion. 
RTD Resistance temperature detector. 


Sample-and-hold The process of taking the instantaneous value of a quantity at a specific point in 
time and storing it on a capacitor. 


SCR _ Silicon controlled rectifier; a type of three-terminal thyristor. 


Strain gauge A transducer formed by a resistive material in which a lengthening or shortening due 
to stress produces a proportional change in resistance. 


Thermistor A type of temperature transducer in which resistance depends on temperature. 


Thermocouple A type of temperature transducer formed by the junction of two dissimilar metals 
that produces a voltage proportional to temperature. 


Thyristor A class of four-layer (pnpn) semiconductor switching devices. 


Transducer A device that converts a physical parameter into an electrical quantity. 


Triac A 3-terminal thyristor that can conduct current in either direction. 


pL . . 
1 R= a Resistance of a wire 
2 GF eas G fi f i 
= t t 
INIT) auge factor of a strain gauge 


Answers are at the end of the chapter. 


. A thermocouple can measure higher temperatures than a thermistor. 
. Thermocouples are commonly used to measure body temperature in medical applications. 
. An advantage of an RTD over a thermistor is that it is linear. 


. The resistance of a strain gauge decreases by a very small amount when it is stretched. 


1 
2. 
3 
4 
5. A thermocouple signal conditioner must have high bandwidth to be useful. 
6. Signal conditioning for temperature sensors typically includes an isolation amplifier. 
7. A three-wire bridge can compensate for the wire resistance of a temperature sensor. 
8. Absolute pressure is measured relative to the atmosphere. 

9 


. In a sample-and-hold circuit, an analog value is stored on a capacitor. 
10. An SCR is used only in DC circuits. 
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1. A thermocouple 


(a) produces a change in resistance for a change in temperature 
(b) produces a change in voltage for a change in temperature 
(c) is made of two dissimilar metals 
(d) answers (b) and (c) 
2. Ina thermocouple circuit, where each of the thermocouple wires is connected to a copper 
circuit board terminal, 
(a) an unwanted thermocouple is produced (b) compensation is required 
(c) areference thermocouple must be used (d) answers (a), (b), and (c) 


(e) answers (a) and (c) 


3. A thermocouple signal conditioner is designed to provide 


(a) gain (b) compensation (c) isolation 
(d) common-mode rejection (e) all of the answers 
4. An RTD 


(a) produces a change in resistance for a change in temperature 
(b) has a negative temperature coefficient 

(c) has a wider temperature range than a thermocouple 

(d) all of these 


5. The purpose of a 3-wire bridge is to eliminate 
(a) nonlinearity of an RTD (b) the effects of wire resistance in an RTD circuit 
(c) noise from the RTD resistance (d) none of these 
6. A thermistor 
(a) is less sensitive than an RTD 
(b) can measure a greater temperature range than a thermocouple 
(c) can be used in a constant-current configuration or a Wheatstone bridge 


(d) all of the above 


7. Both RTDs and thermistors are used in 


(a) circuits that measure resistance (b) circuits that measure temperature 
(c) bridge circuits (d) constant-current-driven circuits 
(e) answers (b), (c), and (d) (f) answers (b) and (c) only 

8. When the length of a strain gauge increases, 
(a) it produces more voltage (b) its resistance increases 
(c) its resistance decreases (d) it produces an open circuit 


9. A higher gauge factor indicates that the strain gauge is 
(a) less sensitive to a change in length (b) more sensitive to a change in length 
(c) has more total resistance (d) made of a physically larger conductor 
10. Many types of pressure transducers are made with 
(a) thermistors (b) RTDs 
(c) strain gauges (d) none of these 
11. Gauge pressure is measured relative to 
(a) ambient pressure (b) a vacuum (c) areference pressure 
12. The flow rate of a liquid can be measured 
(a) with a string (b) with a temperature sensor 


(c) with an absolute pressure transducer (d) with a differential pressure transducer 


1002 


www.EngineeringBooksPdf.com 


MEASUREMENT, CONVERSION, AND CONTROL 


13. A basic sample-and-hold circuit contains 
(a) an analog switch and an amplifier 
(b) an analog switch, a capacitor, and an amplifier 
(c) an analog multiplexer and a capacitor 
(d) an analog switch, a capacitor, and input and output amplifiers 
14. In a sample/track-and-hold circuit, 
(a) the voltage at the end of the sample interval is held 
(b) the voltage at the beginning of the sample interval is held 
(c) the average voltage during the sample interval is held 
(d) the output follows the input during the sample interval 
(e) answers (a) and (d) 
15. In an analog switch, the aperture time is the time it takes for the switch to 
(a) fully open after the control switches from hold to sample 
(b) fully close after the control switches from sample to hold 
(c) fully open after the control switches from sample to hold 
(d) fully close after the control switches from hold to sample 
16. An 8-bit analog-to-digital converter (ADC) can represent 
(a) 144 discrete values of an analog input 
(b) 4096 discrete values of an analog input 
(c) acontinuous set of values of an analog input 
(d) 256 discrete values of an analog input 
17. An analog signal must be sampled at a minimum rate greater than 
(a) twice the maximum frequency (b) twice the minimum frequency 
(c) the maximum frequency (d) the minimum frequency 
18. Quantization error in an ADC is due to 
(a) poor resolution 
(b) nonlinearity of the input 
(c) a missing bit in the output 
(d) a change in the input voltage during the conversion time 


19. Quantization error can be avoided by 


(a) using a higher resolution ADC (b) using a sample-and-hold prior to the ADC 
(c) shortening the conversion time (d) using a flash ADC 
20. Zero-voltage switching is commonly used in 
(a) determining thermocouple voltage (b) SCR and triac power-control circuits 
(c) balanced bridge circuits (d) RFI generation 


21. A major disadvantage of nonzero switching of power to a load is 


(a) lack of efficiency (b) possible damage to the thyristor (c) RF noise generation 


Answers to odd-numbered problems are at the end of the chapter. 


SECTION 1. Temperature Measurement 


1. Three identical thermocouples are each exposed to a different temperature as follows. Thermo- 
couple A is exposed to 450°C, thermocouple B is exposed to 420°C, and thermocouple C is 
exposed to 1200°C. Which thermocouple produces the most voltage? 


2. You have two thermocouples. One is a K type and the other is a T type. In general, what do 
these letter designations tell you? 
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> FIGURE 45 


Copper 


| ea 


3. Determine the output voltage of the op-amp in Figure 45 if the thermocouple is measuring 
a temperature of 400°C and the circuit itself is at 25°C. Refer to Table 1. 


4. What should be the output voltage in Problem 3 if the circuit is properly compensated? 


5. At what resistance value of the RTD will the bridge circuit in Figure 46 be balanced if the 
wires running to the RTD each have a resistance of 10 0? 


RTD 


A FIGURE 46 A FIGURE 47 


6. At what resistance value of the RTD will the bridge circuit in Figure 47 be balanced if the 
wires running to the RTD each have a resistance of 10 0? 


7. Explain the difference in the results of Problems 5 and 6. 


8. Determine the output voltage of the instrumentation amplifier in Figure 48 if the resistance 
of the RTD is 697 ©, at the temperature being measured. 


> FIGURE 48 
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SECTION 2 _ Strain, Pressure, and Flow Rate Measurements 


9. A certain material being measured undergoes a strain of 3 parts per million. The strain gauge 
has a nominal resistance of 600 2 and a gauge factor of 2.5. Determine the resistance change 
in the strain gauge. 


10. Explain how a strain gauge can be used to measure pressure. 


11. Identify and compare the three symbols in Figure 49. 


> FIGURE 49 
(a) (b) (c) 
SECTION 4 Sample-and-Hold Circuits 
12. Determine the output voltage waveform for the sample-and-hold circuit in Figure 50 given 
the analog input and the control voltage waveforms shown. Sample is the high control level. 
The tracking interval should be included. 
>» FIGURE 50 
Analog in © Sample-and-hold © Output 
Sample/Hold control © 
Input Q 
S H N) H S 
S/H control 
13. Repeat Problem 12 for the waveforms in Figure 51. 
> FIGURE 51 


Input g 


S/H control 9 JL IL IE IL IL IL IL 
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SECTION 6  Power-Control Circuits 
14. Name two ways an SCR can be placed in the forward-conduction region. 


15. Sketch the Vp waveform for the circuit in Figure 52, given the indicated relationship of the 
input waveforms. 


> FIGURE 52 ° 


td 


16. For the circuit in Figure 53, describe the waveform at the output of the comparator and at 
the output of the circuit in relation to the input. Assume the input is a 120 V rms sine wave and 
the comparator and the power supply voltages for the comparator are + 10 V. 


17. What change to the circuit in Figure 53 would you make if you wanted to have positive 
triggers on the negative slope of the input waveform? 


> FIGURE 53 Vex 


Comparator 


Cc; 
[f O Vout 
V, 1.0 uF i 
D; 2 
1.0kOQ 


SECTION CHECKUPS 


SECTION 1 Temperature Measurement 
1. A thermocouple is a temperature transducer formed by the junction of two dissimilar metals. 


2. A voltage proportional to the temperature is produced across the junction of two dissimilar 
metals. 


3. An RTD is a resistance temperature detector in which the resistance is proportional to the 
temperature, whereas the thermocouple produces a voltage. 


4. AnRTD has a positive temperature coefficient and a thermistor has a negative temperature 
coefficient. 


5. The thermocouple has a greater temperature range than the RTD or thermistor. 
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SECTION 2 _ Strain, Pressure, and Flow Rate Measurements 


1. Basically, a strain gauge is a resistive element whose dimensions can be altered by an applied 
force to produce a change in resistance. 


2. Basically, a pressure gauge is a strain gauge bonded to a flexible diaphragm. 


3. Absolute, gauge, and differential 


SECTION 3 Motion Measurement 
1. LVDT—Linear variable differential transformer 
2. Displacement 


3. Tachometer 


SECTION 4 Sample-and-Hold Circuits 
1. A sample-and-hold retains the value of an analog signal taken at a given point. 
2. Droop is the decrease in the held voltage due to capacitor leakage. 


3. Aperture time is the time required for an analog switch to fully open at the end of a sample 
pulse. 


4. Acquisition time is the time required for the device to reach final value at the start of the 
sample pulse. 


SECTION 5 Analog-to-Digital Conversion 
1. The time for a sampled analog value to be converted to digital is the conversion time. 
2. 200 Hz 


3. The sample-and-hold keeps the sampled value constant during conversion. 


SECTION 6 Power-Control Circuits 


1. An SCR is unidirectional and therefore allows current through the load only during half of the 
ac cycle. A triac is bidirectional and allows current during the complete cycle. 


2. Zero-voltage switching eliminates fast transitions in the current to a load, thus reducing RFI 
emissions and thermal shock to the load element. 


RELATED PROBLEMS FOR EXAMPLES 
1 6.01% 

2 24.25 mV 

3 1.0k0;0V 

4 5.12m0, 

5 See Figure 54. 


> FIGURE 54 


ing 


| 
Control 
input 9 
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TRUE/FALSE QUIZ 
1. T 2. F 3. T 4. F 5. F 
6. T Te D 8. F 9. T 10. F 


SELF-TEST 

1. (d) 2. (d) 3. (e) 4. (a) 5. (b) 6. (c) 7. (e) 
8. (b) 9. (bt) 10() IL @ 12d £13) 14) 
15. (c) 16.(d) 17. (a) 18. (4d) 19. (6) 20. (6) ~—- 21. (©) 


PROBLEMS —- ODD-NUMBERED ANSWERS 
1. Thermocouple C 

3. —4.36V 

5. 5400 

7. The effects of the wire resistances are cancelled in the 3-wire bridge. 
9, AR = 4.5 m0, 

11. (a) absolute pressure transducer 


(b) gauge pressure transducer 


(c) differential pressure transducer 
13. See Figure P-37. 


> FIGURE P-37 


» FIGURE P-38 


ik 
ee i ee ie 
R ov 


17. Reverse the comparator inputs. 


CD Icon: Stockbyte/Getty Images; Computer Chips: Photodisc/Thinkstock; Computer: 
Jeff Maloney/Photodisc/Getty Images; Fiber Optic: discpicture/Shutterstock. 


1008 


www.EngineeringBooksPdf.com 


oe ay! 


, te PN 
TABLE OF STANDARD 
RESISTOR VALUES 


yl ee 


oe 
~~ 


0.1% 0.1% 

0.25% 1% % 10% 0.25% 1% 

0.5% % 0.5% 
100 100 10 10 147 #147 — — 215 215 — — 316 316 — — 464 464 — — 68.1 68.1 68 68 
101 — — — 49 — — — 218 — = — 320 —\ — — 470 — 47 47 60 — | — — 
10.2 102 — — 15.0 15.0 15 15 22.) 22.1 22 22 324 32.4. — — 475 475 — — 69.8 69.8; — — 
1004 — — — 152 — — — 223 — — — 328 —\ — — 481 — — —)| 706 —|)— — 
105 105 — — 154 15.4 — — 226 22.6 — — 33.2 33.2| 33 33 48.7 48.7 — — | 715 71.5; — — 
106 — — — 156 — — — 229 — — — 336 —|) — — 493 — — — 723 —\| = — 
107 10.7 — — 15.8 15.8 — — 23.2 23.2 — — 340 340 — — 499 499 — — 73.2 73.2, — — 
10.9 — — — 160 — 16 — 234 — — — 344 — | — — 505 — — — fH1 —| = — 
17.0 11.0 12 — 162 16.2 — — 23.7 23.7 — — 348 34.8) — — S11 51.1 S51 — 75.0 75.0; 75 — 
1too— — — 164 — — — 240 — 24 — 352 — — — SIF — — — 1.9 — — — 
113° 11.3 — — 165 165 — — 243 24.35 — — 35.7 35.7: — — 52.3 52.33 — — | 76.8 76.8; — — 
14 — — — 16467 — — — 246 — — — 361 — | 36 — 530 — = —' FIT —\| = — 
125 115 — — 169 16.9 — — 249 249 — — 365 365 — — 53.6 53.6 — — 787 78.7; — — 
W7 — — — F2 — => — 62 — = — 370 — | — — 542 — — — 796 —| = — 
11.8 11.8 — — 174 17.4 — — 25.5 25.5 — — 374 374 — — 549 549 — — | 806 806 — — 
120 — 12 12 176 — — — 2.8 — — — 37.9 — | — — 562 — — —)| 816 —|— — 
12.1) 12.1 — — 17.8 17.8 — — 26.1 26.1 — — 383 38.3; — — 56.6 56.6 56 56 82.5 82.5) 82 82 
1223 — — — 180 — 18 18 24 — — — 388 — | — — 569 — — — 835 —|— — 
124 124 — — 182 18.2 — — 267 26.7 — — 39.2 39.2| 39 39 57.6 576 — — 845 845; — — 
126 — — — 1284 — = — 271 — 2 27 397 —| — — 3583 — — — 86 —\|— — 
127 12.7 — — 187 18.7 — — 274 274 — — 40.2 40.2 — — 59.0 59.0 — — | 866 866 — — 
1229 — — — 189 — — — 27 — — — 407 — |) — — 597 — — — | 8716 —|— — 
13.0 13.0 13 — 191 19.1 — — 28.0 28.0 — — 41.2 41.2, — — 604 604 — — 887 88.7, — — 
132 — — — 193 — — — 24 — — — 4147 —\' — — 612 — = — 898 —|— — 
13.3 133 — — 196 19.6 — — 28.7 28.7) — — 422 42.2) — — | 619 61.9 62 — 909 90.9| 91 — 
135 — — — 198 — = — 291 — = — 47 —\ — — 66 — — — 920 —|— — 
13.7 13.7 — — 20.0 20.0 20 — 294 294 — — 43.2 43.2 43 — 634 634 — — 93.1 93.1); — — 
138 — — — 203 — — — 298 — — — 437 —\ — — 6442 — — — | 42 —|)— — 
140 140 — — 205 20.5 — — 30.1 30.1 30 — 442 442 — — 649 649 — — | 95.3 95.3, — — 
42 — — — 208 — — — 305 — = — 48 —\ > — — 67 — — — %%5 —|— — 
143 143 — — 21.0 21.0 — — 30.9 30.9 — — 453 45.3 — — 665 665 — — 976 976 — — 
45 — — — 213 — = — 312 —' = — 459 —|— — 673 — — — 988 —|— — 


NOTE: These values are generally available in multiples of 0.1, 1, 10, 100, 1 k, and 1 M. 
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Capacitor Color 


Some capacitors have color-coded designations. The color code used for capacitors is basi- 
cally the same as that used for resistors. Some variations occur in tolerance designation. 
The basic color codes are shown in Table 1, and some typical color-coded capacitors are 
illustrated in Figure 1. 


TABLE 1 


COLOR DIGIT MULTIPLIER TOLERANCE 
Typical composite color codes for 
. : Black 0 1 20% 
capacitors (picofarads). 
Brown 1 10 1% 
Red 2) 100 2% 
Orange 3 1000 3% 
Yellow 4 10000 
Green 5 100000 5% (EIA) 
Blue 6 1000000 
Violet if 
Gray 8 
White 9 
Gold 0.1 5% (JAN) 
Silver 0.01 10% 
No color 20% 


NOTE: EIA stands for Electronic Industries Association, and JAN stands for Joint Army-Navy, a military standard. 


Ist | Significant Ist | Significant 
2nd | figures 2nd | figures 
Multiplier Multiplier 
White (EIA) Black (JAN) 4 Tolerance Y Tolerance 
Ist’ | Significant 
2nd { figures FH | | | | | | - 


Temperature coefficient / 


Indicates outer \ Ist} Significant 
Ist Significant foil. May be on voltage 


ond figures either end. May 2nd J figures 
also be indicated by 
See Multiplier other methods such as Add two zeros to significant 
Multiplier typographical marking voltage figures. One band 
Tol or black stripe. indicates voltage ratings 
Oneranee under 1000 volts. 
Class or characteristic 
(a) Molded mica (b) Disc ceramic (c) Molded tubular 


FIGURE 1 


Typical color-coded capacitors. 
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Marking Systems 

A capacitor, as shown in Figure 2, has certain identifying features. 
¢ Body of one solid color (off-white, beige, gray, tan or brown). 
¢ End electrodes completely enclose ends of part. 
¢ Many different sizes: 


1. Type 1206: 0.125 inch long by 0.063 inch wide (3.2 mm X 1.6 mm) with variable 
thickness and color. 


2. Type 0805: 0.080 inch long by 0.050 inch wide (2.0 mm X 1.25 mm) with vari- 
able thickness and color. 


3. Variably sized with a single color (usually translucent tan or brown). Sizes range 
from 0.059 inch (1.5 mm) to 0.220 inch (5.6 mm) in length and in width from 
0.032 inch (0.8 mm) to 0.197 inch (5.0 mm). 


¢ Three different marking systems: 
1. Two place (letter and number only). 
2. Two place (letter and number or two numbers). 


3. One place (letter of varying color). 


Value marking 


End electrode 


A FIGURE 2 


Capacitor marking. 


Standard Two-Place Code 
Refer to Table 2. 


J3 = 2.2 x 10° = 2200 pF 
h A 


i Multiplier (0-9) 


Value (1st and 2nd significant digits) 
Examples: S2 = 4.7 X 100 = 470 pF 
bO = 3.5 X 1.0 = 3.5 pF 
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es MULTIPLIER 


Alternate Two-Place Code 
Refer to Table 3. 
¢ Values below 100 pF—Value read directly 


05 = 5pF 82 = 82 pF 


¢ Values 100 pF and above—Letter/Number code 


| At |] =10% 10-0 N3 = 33 x 1000 
= 33000 pF = .033 uF 


Multiplier (1-9) 


Value (1st and 2nd significant digits) 


> TABLE 3 MULTIPLIER 
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Standard Single-Place Code 
Refer to Table 4. 


ee =4.7X 1.0 = 4.7 pF 


(orange) 


a Color-multiplier 
Value symbol 
Examples: R (Green) = 3.3 X 100 = 330 pF 
7(Blue) = 8.2 X 1000 = 8200 pF 


<4 TABLE 4 


MULTIPLIER (COLOR) 
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A FIGURE 1 


The form of Norton’s equivalent 
circuit. 


» FIGURE 2 


Determining the Norton equivalent 
current, I. 
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Norton’s Theorem 


Like Thevenin’s theorem, Norton’s theorem provides a method of reducing a more com- 
plex circuit to a simpler form. The basic difference is that Norton’s theorem gives an equiv- 
alent current source in parallel with an equivalent resistance. The form of Norton’s 
equivalent circuit is shown in Figure 1. Regardless of how complex the original circuit is, 
it can always be reduced to this equivalent form. The equivalent current source is desig- 
nated Jy, and the equivalent resistance is designated Ry. 

To apply Norton’s theorem, you must know how to find the two quantities Jy and Ry. 
Once you know them for a given circuit, simply connect them in parallel to get the com- 
plete Norton circuit. 


Norton’s Equivalent Current (Iy) As stated, Jy is one part of the complete Norton 
equivalent circuit; Ry is the other part. Jy is defined to be the short-circuit current between 
two points in a circuit. Any component connected between these two points effectively 
“sees” a current source of value Jy in parallel with Ry. 

To illustrate, suppose that a resistive circuit of some kind has a resistor connected 
between two points in the circuit, as shown in Figure 2(a). We wish to find the Norton cir- 
cuit that is equivalent to the one shown as “seen” by R;. To find Jy, calculate the current 
between points A and B with these two points shorted, as shown in Figure 2(b). Example 1 
demonstrates how to find Iy. 


R R3 R R3 


NV —9—A\M\-0-5 
—=— Ry Sk, 


B B 
(b) Short the terminals to get Jy. 


A A 
W\——° AW AW 
100 : 470 100.0 
Ry = R, Vs Ry 
47.0, 83.3 V = 47Q, N 
O- 
B B 


(b) 
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Solution Short terminals A and B as shown in Figure 3(b). /y is the current through the short 
and is calculated as follows: First, the total resistance seen by the voltage source is 


R>R 47 ()(100 O 
Ry + R3 1470, 
The total current from the source is 
V. 83.3 V 
== = 105A 
Rr 790, 


Now apply the current-divider formula to find Jy (the current through the short). 


RS 470 
i= = POs A= iQ 
nN (= i =) a (24) ae 


This is the value for the equivalent Norton current source. 


Norton’s Equivalent Resistance (Ry) We define Ry in the same way as Rr: it is the to- 
tal resistance appearing between two terminals in a given circuit with all sources replaced 
by their internal resistances. Example 2 demonstrates how to find Ry. 


EXAMPLE 2 Find Ry for the circuit within the shaded area of Figure 3(a) (see Example 1). 
Solution First reduce Vg to zero by shorting it, as shown in Figure 4. 
Looking in at terminals A and B, you can see that the parallel combination of R, 


and R> is in series with R3. Thus, 


R 470, 
Ry = Ry + > = 1000 + —— = 1240 


R, R3 
Replace Vz, AM AM oA 
with a short 470, 1000, 
Ry 
470 


0B 


FIGURE 4 


The two examples have shown how to find the two equivalent components of a Norton 
equivalent circuit, Jy and Ry. Keep in mind that these values can be found for any linear 
circuit. Once these are known, they must be connected in parallel to form the Norton equiv- 
alent circuit, as illustrated in Example 3. 
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EXAMPLE 3 Draw the complete Norton circuit for the original circuit in Figure 3 (Example 1). 


Solution In Examples | and 2 you found that Jy = 336mA and Ry = 124. The Norton 
equivalent circuit is shown in Figure 5. 


» FIGURE 5 


OA 


336 mA 1240 


°B 


Summary of Norton’s Theorem Any load resistor connected between the terminals of 
a Norton equivalent circuit will have the same current through it and the same voltage 
across it as if it were connected to the terminals of the original circuit. A summary of steps 
for theoretically applying Norton’s theorem is as follows: 


1. Short the two terminals between which you want to find the Norton equivalent 
circuit. 


2. Determine the current (Jy) through the shorted terminals. 


3. Determine the resistance (Ry) between the two terminals (opened) with all voltage 
sources shorted and all current sources opened (Rx = Rry). 


4. Connect Jy and Ry in parallel to produce the complete Norton equivalent for the 
original circuit. 


Norton’s equivalent circuit can also be derived from Thevenin’s equivalent circuit by 
use of the source conversion method. 


Millman’s Theorem 


Millman’s theorem permits any number of parallel voltage sources to be reduced to a sin- 
gle equivalent voltage source. It simplifies finding the voltage across or current through 
a load. Millman’s theorem gives the same results as Thevenin’s theorem for the special 
case of parallel voltage sources. A conversion by Millman’s theorem is illustrated in 


Figure 6. 
OA -————_0o A 
SR, Ry R3 R, = Rig 
+ + + + — + 
— Vv, — V, 3, —=V, — Vig 
if ig bos 
A FIGURE 6 


Reduction of parallel voltage sources to a single equivalent voltage source. 
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Millman’s Equivalent Voltage (Veg) and Equivalent Resistance (Reg) Millman’s 
theorem gives us a formula for calculating the equivalent voltage, Veg. To find Vgg, con- 
vert each of the parallel voltage sources into the current sources, as shown in Figure 7. 


OA 


- - - - OB 
--- B 
(a) (b) 


A FIGURE 7 


Parallel voltage sources converted to current sources. 


In Figure 7 (b), the total current from the parallel current sources is 
p= t+tht+ht+:::+1, 
The total conductance between terminals A and B is 
Grp =G,+G.+G,+°::'+G, 


where Gry = 1/Ry, G; = 1/R,, and so on. Remember, the current sources are effectively 
open. Therefore, by Millman’s theorem, the equivalent resistance, REQ; is the total 
resistance Ry. 


1 1 


Reo = G > (Rp + G/Rp + U/Ry +--+ G/Rp) ee 


By Millman’s theorem, the equivalent voltage is /;REQ, where /y is expressed as follows: 
Wy. Ye, % Vn 


Ip=ltht+tht--+h=—t+—+—H4+--4+ 
T 1 2 3 n R cm R3 R, 


The following is the formula for the equivalent voltage: 
_ (Vi/Ry) + (V2/R2) + (V3/R3) + +++ + Vn /Rn) 


EQ ~ “G7Ry + /Ry + G/R3) +--+ G/R,) Equation 2 


Equations 1 and 2 are the two Millman formulas. The equivalent voltage source has a 
polarity such that the total current through a load will be in the same direction as in the 
original circuit. 


EXAMPLE 4 Use Millman’s theorem to find the voltage across R, and the current through R, in 
Figure 8. 


» FIGURE 8 


R Ry 

220, 220, 100 R, 

+ + + 470, 
= 10V =5V =I5V 


| ca, 
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1 
) + (1/100) 0.19 
/R3) 


= 5.240, 


D) + (ISV/10Q) _ 218A 
)+(C/100)  ——0.19S 


=11.5V 


shown in Figure 9. 
resistor. 
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FIELD-PROGRAMMABLE 
ANALOG ARRAYS (FPAAs) 


> 


wl pei 


Streeter Photography/Alamy 


FPAASs are integrated circuit devices that are programmed using development software to 
provide for implementing analog circuit designs on a chip. An FPAA can be originally pro- 
grammed or reprogrammed statically on an evaluation or development board. Once the de- 
sign has been completed and tested on the evaluation board, it can then be dynamically 
programmed into FPAAs installed on a system board. 

The general setup for programming a circuit design into an FPAA includes a computer 
running the development software, a pc board with a standard interface to a computer port, 
and the FPAA device installed on the pc board (usually called a development or an evalua- 
tion board). A representation of this setup is shown in Figure 1. 


Standard 
interface 


This asset is 


é = | intentionally 

omputer a a oe oo = 

running =| Rm ene *| omitted from 
FPAA 
development this text. 
software 

A FIGURE 1 


Simplified illustration of the setup for programming an FPAA. 


Development Software 


Development software provides for entering a circuit design on the computer, simulating 
the design to make sure that it operates as expected, and downloading the design to the 
FPAA chip. 

Using the software, you can select from a library of analog circuits, then drag and drop 
the selected ones onto the screen. Once the circuits are on the screen, certain parameters 
can be set. For example, you can set the gain of an amplifier, the critical frequency of a 
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Start with a 
circuit design. 


Connect the 
hardware as shown 
in Figure 1. 


Run the development 
software on your 
computer. 


Open a design 
window. 


Select a 
preprogrammed 
analog circuit from 
the library. 


Drag and drop the 
analog circuit icon 
into the design 
window. 


Select the 
parameters for the 
analog circuit 


Is this 
the last analog 
circuit in your 
design? 


A FIGURE 2 


Connect each 
circuit to inputs 
and outputs and to 
other circuits as 
required, using the 
connection tool. 


Connect signals to 
inputs using 


software generators. 


Run software 
simulation to verify 
operation. 


Is the Review design and 
design operating connections and 
properly? make any required 
changes. 


Download to 
the FPAA. 


Verify the 
implemented circuit 
operation using 
hardware instruments. 


Is the 
design operating 
properly? 


No 


Flow chart for general programming of an FPAA. 


filter, the output rate of change of an integrator, and so on. The circuits can then be con- 
nected to inputs and outputs and to each other to create an on-screen circuit diagram. Once 
the circuit is tested, you can then download it to the chip. A flow chart showing the general 
programming procedure is given in Figure 2. 

Occasionally, when a circuit design is downloaded to the FPAA, the operation may vary 
slightly from that of the software simulation. In this event, an FPAA chip can be repro- 
grammed as many times as needed in order to tweak or adjust the design to achieve the pre- 
cise hardware operation that is required. 
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Programming with a Specific Development Software 


An excellent example of FPAA development software is the AnadigmDesigner2. The 
AnadigmDesigner2 software provides for the selection, placement, wiring, and simulation 
of one or more subcircuits called CAMs. The CAMs (configurable analog modules) are the 
“building blocks” for analog designs and are preconstructed analog functions that can be 
adjusted for desired parameter values. 

A partial list of available CAMs is given in Table |. For each CAM, the parameters can 
be programmed or reprogrammed for desired performance. For example, for the biqua- 
dratic filter CAM you can set the gain, critical frequency, and Q. Some CAMs are single 
function, such as the integrator; some are multiple function, such as the biquadratic filter 
where you can select low-pass, high-pass, band-pass, or band-stop versions. 

Begin with a blank design window as shown in Figure 3. CAMs will be selected and 
placed in this window and connected. At any time, you can start over with a blank design 


CONFIGURABLE ANALOG MODULES (CAMs) 


Analog-to-digital converter Integrator 

Bilinear filter Inverting gain stage 

Biquadratic filter Inverting sum stage 

DC voltage source Multiplier 

Differential comparator Periodic waveform generator 
Differentiator Rectifier with low-pass filter 

Divider Sample-and-hold 

Gain stage with output voltage limiting Sine wave oscillator 

Gain stage with polarity control Square root circuit 

Gain stage with switchable inputs Sum/difference stage with low-pass filter 
Half-cycle gain stage Voltage-controlled variable gain stage 
Half-cycle inverting gain stage Voltage transfer function 


Half-cycle inverting rectifier 
Half-cycle rectifier 


2 | AnadigmDesigner2 - Untitled 
File Edit Simulate Configure Settings Dynamic Config. Target View Tools Help 


Del SG wek® 4 Gsm YON 


< 


For Help, Press Fi 


<TABLE 1 


Partial list of the CAMs available in 


the AnadigmDesigner2 software. 


<4 FIGURE 3 


Blank design window. 
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window by selecting New from the File menu or by deleting a CAM and connections. Only 
a brief description of each step is given. For more details on any steps, refer to the website 
at www.anadigm.com to download appropriate literature. A very simple single-CAM cir- 
cuit is used to illustrate the steps. 

The next step is to select a CAM from the CAM Selection Dialog Box, which is opened 
by clicking on the symbol in the tool bar. In this case, we have selected the integrator as 
shown in Figure 4. 


> FIGURE 4 


CAM Selection 
Dialog box for selection of config- z 


" = 7 — + ; 
urable analog modules (CAMs). pee ou Nett ®| (_Creaecam | 


AN#20 Extended GainPolarity Gain Stage with Polarity Control 
ANx20 Standard GainSwich Gain Stage wilh Switchable Inguts 
AN#21 Extended GainVoltageCon... Voltage Controlled Variable Gain Stage 
ANx21 Standard Hold Sample and Hold 


Close 


Multiplier 

OscillatorSine Sinewave Oscillator 

PeriodicWave Arbitrary Periodic Waveform Generator 
RectifierFilter Rectifier with Low Pass Filter 
RectifierHalf Half Cycle Rectifier 

RectifierHold Half Cycle Inverting Rectifier with Hold 


SquareRoot Square Root 
Corel iff U slf Cucle Cin /Nifforonce Chane 


Help 


Next, drag the selected CAM icon and drop it into the design window. Using the con- 
nection tool. “wire” the CAM as required. In this case, the integrator is simply connected 
to an input and an output, as indicated in Figure 5. 


a AnadigmDesigner2 - Untitled 

The integrator CAM is dropped into Edit Simulate Configure Settings Dynamic Config, Target Yiew Tools Help 

the design window and connected. ah Sah 4 wv Asm Y 2M 
For Help, Press F1 

Once the CAM is selected and before it is wired, the Parameters box appears, as shown 
in Figure 6. The number of parameters that you can set depends on the type of CAM. In this 
case, the integration constant is the only parameter to be determined. Also, you can make 
the integrator inverting or noninverting. 
1026 
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Set CAM Parameters Pix <4 FIGURE 6 


AN421 Standard (Integrator 3.0.5}: Integrator Anadigm Approved CAM Dialog box for setting CAM 


Symbol parameters. 


Instance name and clock frequency 
Instance Name: Integrator! 
CLOCKA {kHz} [acon 


Cancel 


] 
aa 


Polarity © Non-inverting OInverting 
Input Sampling © Phase 1 O Phase 2 
Compare Control To = @ No Reset O Signal Ground © Dual Input O Variable Reference 


Documentation 


C Code... 


CAM Parameters 


Parameter: 2 ‘mits: Realized 
Integration Const. [1/us] 0.0400 To 4.20 1.00 


The circuit is now installed and connected in the design window, and you have se- 
lected the CAM parameter(s). Now, you should verify that the circuit operates properly 
by running a simulation. First, select the signal generator and place the icon at the input 
pin. Click on the icon to bring up the parameter window, select the appropriate function, 
and set the values. In this example, the pulse output has been selected, the frequency has 


been set to 100 kHz, the peak value to | V, and the duty cycle to 50%, as shown in 
Figure 7. 


s <4 FIGURE 7 
Signal Generator Control 


Signal generator parameter window. 


Output 
© Differential 


Signal Data 


Peak Amplitude Differential Offset [Hep | 


1 | Volts 0 | Volts 


Frequency 
100k) Hz 


Common Mode Offset Duty Cycle 


2 | Volts 50 


Finally, select the oscilloscope probe icon and place it on the input. Select it again and 
place another probe on the output, as shown in Figure 8. Up to four probes can be placed 
on wires, CAM inputs or outputs, or any input or output cell. 
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Source connected and oscilloscope 
probes placed on input and output 
of circuit for simulation. 


>» FIGURE 9 


Oscilloscope display verifies circuit 
operation. 
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B AnadigmDesigner2 - Untitled 
File Edit Simulate Configure Settings Dynamic Config. Target View Tools Help 


Dad GB akkK 42 VAs BTN 


Use mouse to drag object in workspace 


Begin the simulation and observe the result on the oscilloscope. In this example, the in- 
put is the square wave, and the output is the triangular wave, as shown in Figure 9. 


B Oscilloscope - Untitled 


Time Per Division: Sus 


Start: 0.000ps = End: 50.000 ps 


Downloading the Circuit to the FPAA Assuming that an evaluation board (one type is 
shown in Figure 10) is connected to the serial port of the computer, you can download the 
design to the FPAA installed on the board. Downloading is the process of putting the 
software design into the FPAA chip and is accomplished by selecting the menu item 
Configure > Write the configuration data to serial port. It takes only about two seconds. 
After the download, the circuit is implemented in the chip and can be tested by connecting 
an actual signal generator and oscilloscope to the appropriate pins on the board. 


Example Application 


A PBX (private branch exchange) is a private telephone network generally used by busi- 
nesses. The PBX connects a certain number of telephones within a business to a smaller 
number of outside lines. For example, there may be four outside lines for twenty tele- 
phones. The PBX is much less expensive than connecting a separate outside telephone line 
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This asset is intentionally 


omitted from this text. 


to every telephone in the organization. Also, to call someone else on the same PBX system 
requires dialing fewer digits (typically three or four). A variation of the PBX is the centrex, 
which is a type of PBX with the switching equipment located at the telephone exchange in- 
stead of at a company’s premises. 

Different PBX systems provide various types of signals that must be conditioned. The 
data must be extracted from these signals and sent on for further processing. FPAAs can be 
used to provide the analog signal processing portion of a PBX’s operation. 


Signal Encoding In this application, an encoding method based on AMI (alternate mark 
inversion) is used. AMI uses three voltage levels to represent digital data, which consists of 
1s and Os. In an AMI signal, either a positive or a negative signal voltage represents a | and 
zero signal voltage represents of 0. The alternate polarity coding is used because it prevents 
the buildup of a dc voltage level down the telephone cable. An example of an AMI signal 
and the bit stream that it represents is shown by the blue waveform in Figure 11. 


Violation bit 


A long string of Os in the synchronized AMI signal produces no transitions, and can pre- 
vent the clock from being reliably recovered by the PLL at the receiving end, thus causing 
loss of synchronization and resulting in errors. To overcome this problem, new encoding 
methods have been developed. One of these methods is called high-density bipolar order 3 
(HDB3) and is based on AMI but avoids the problem of losing synchronization created 
when long strings of Os occur. HDB3 is the same as AMI except that a sequence of four 
consecutive Os are encoded using a violation bit, which has the same polarity as the last 1, 
in order to introduce a transition for maintaining synchronization, as shown by the green 
pulse in Figure 11. 


<4 FIGURE 10 


An evaluation board with an FPAA 


installed. 


<4 FIGURE 11 


Example of an AMI (alternate mark 


inversion) signal. 
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> FIGURE 12 


Basic block diagram of AMI 
conversion. 


>» FIGURE 13 


Implemention of the block diagram 
in Figure 12. 
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Conversion of an AMI Signal An AMI (or HDB3) signal must be converted to a series 
of single-polarity pulses that can be processed in the PBX. A block diagram for converting 
an AMI signal to single-polarity data is shown in Figure 12. 


AMI Gai Band-pass Full-wave 
—= ain stage i] a oft 
Input filter rectifier 
———y 
4 Digital data 
Reference Comparator output 
voltage 


This circuit has an amplifier with gain (gain stage) at the input. The band-pass filter is 
used to remove high-frequency noise and the 60 Hz component present in the system. The 
signal out of the filter goes to the full-wave rectifier to make all the pulses positive. The sig- 
nal then goes to one of the comparator inputs. Every time the signal out of the rectifier 
crosses a threshold established by a reference voltage, the comparator produces a positive 
pulse, representing a 1. When the rectifier output is zero, the comparator output is at its low 
level, representing a 0. 


The FPAA Implementation The circuit represented by the block diagram in Figure 12 
is implemented with CAMs, as shown in Figure 13. The amplifier is an inverting gain 
stage; the filter is a biquad filter selected for the band-pass mode; the rectifier is a fullwave 
rectifier with low-pass filter; and the comparator has a variable voltage reference on the in- 
verting input. The output cell is configured for a digital output to produce a sharp digital 
signal for processing by other circuits. 

To simulate the operation, an AMI input waveform must be captured into a data file with 
time/amplitude pairs so that the software signal generator can be used. There is a data file 
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File Edit Simulate Configure Settings Dynamic Config, Target Yiew Tools Help 
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For Help, Press Fl 
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selection button on the AnadigmDesigner2 signal generator dialog box. Using the data file 
waveform generator, you can produce any waveform you need. Each record in the data file 
consists of ASCII codes representing the time and amplitude of a waveform at a point. 
When many of these time/amplitude pairs are connected by the simulator, a piecewise lin- 
ear waveform is generated. Spreadsheet programs are useful in creating piecewise linear 
signal data files, but this topic is beyond our scope. 

A PBX signal can originate from different switch manufacturers, so the signal charac- 
teristic that the FPAA implementation must handle, usually signal amplitude and shape, 
can vary. The gain stage and the reference voltage can be reprogrammed to accommodate 
these variations in signal characteristics. The frequency used in PBXs is constant so the fil- 
ter does not normally have to be reprogrammed. Reconfiguration allows a single design to 
be used to interface with a variety of PBX switches. 


Simulation of the Design A 20 kHz, 2 V triangular wave input signal is used to check 
the circuit. The probes are placed as shown in Figure 14 and the simulation is run. Although 
the input is not an AMI type signal, the alternating triangular wave shows that the rectifier 
output is triggering the comparator at a reference voltage of 1 V to produce a digital out- 
put, as shown in Figure 15. The color of each signal corresponds to the color of the probe 
to identify the points being measured. 


2] AnadigmDesigner2 - Untitled 
File Edit Simulate Configure Settings Dynamic Config, Target View Tools Help 


Dae S&S eek 4 Vv hse Ww PNM 


For Help, Press F1 


Ed Oscilloscope - Untitled 


Time Per Division; | 10us | 


Start: 450.000 ps End: 0.550 ms 


<4 FIGURE 14 


“FIGURE 15 


Waveforms for the circuit in 


Figure 14. 
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! 


Streeter Photography/Alamy 
Simulate, Prototype, and Test Circuits 


Theory, Design, and Prototype 


As electronic circuits and systems become more advanced, circuit designers rely on com- 
puters in the design process. It is essential for engineers and technicians to systematically 
design, simulate, prototype, and lay out the circuit. Students can also use the engineering 
and design process to reinforce concepts and theory in the classroom. The three stages of 
the student design process are illustrated in Figure 1. 


THEORY DESIGN PROTOTYPE 


Concepts and Textbooks Circuit Simulation Hands-On Circuit Design 
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Three steps of the student design process for a practical circuit. 


© Copyright 2009 National Instruments Corporation. All rights reserved. LabVIEW, Multisim, NI, 
Ultiboard and National Instruments are trademarks and trade names of National Instruments. Other 
product and company names are trademarks or trade names of their respective companies. 


Notice: This appendix was written for use with the Multisim Version 10.0 software. Some or all of 
the information in this Appendix may not apply to other versions of the software. 
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The National Instruments Electronics Education Platform is an end-to-end tool-chain 
designed to meet student and educator needs. The platform consists of NI Multisim simu- 
lation software, the NI Educational Laboratory Virtual Instrumentation Suite (NI ELVIS) 
prototyping workstation, and the NI LabVIEW graphical programming environment. NI 
Multisim provides intuitive schematic capture, SPICE simulation, and integration with the 
NI ELVIS to help students explore circuit theory and design circuits to investigate behav- 
ior. NI ELVIS is a prototyping platform that allows students to quickly and easily create 
their circuits. With NI LabVIEW, students can measure real-world signals and compare 
simulation results. 


1. Investigate Theory Learn the fundamental theory of circuit design through the 
Electronics Fundamentals: Circuits, Devices, and Applications textbook and course lec- 
tures. Reinforce important concepts in the easy-to-use Multisim environment by down- 
loading the Multisim circuit files for the textbook. The Multisim circuit files help build the 
foundation for an in-depth understanding of circuit behavior. Using the prebuilt circuit 
files, simulate and analyze the circuit behavior of examples and problems in each chapter. 


2. Design and Simulate Circuit simulation provides an interactive view into a circuit. 
Build a circuit from scratch and learn about the design performance using built-in circuit 
instruments and probes in an ideal pre-laboratory environment. With the 3D breadboard in 
Multisim, take the leap from circuit diagram to real-world physical implementation. 


3. Prototype, Measure, and Compare Hands-on experience building physical circuitry 
is essential. Move from the 3D breadboard in Multisim to a real-world breadboard on NI 
ELVIS to seamlessly complete the entire design process by prototyping the circuit. Within 
the LabVIEW environment, compare real-world measurements to the simulation values to 
reinforce theory, fully understand circuit behavior, and build the foundations of profes- 
sional engineering analysis. 


NI Multisim 


Multisim software integrates powerful SPICE simulation and schematic capture into a 
highly intuitive electronics lab on the computer. Use the Multisim Student Edition to enhance 
learning by: 


Building circuits in a simple, easy-to-learn environment 

Simulating and analyzing circuits for homework and prelab assignments 
Breadboarding in 3D at home before lab sessions 

Creating designs of up to 50 components using a library of nearly 4,000 devices 
Integrating with the NI ELVIS prototyping workstation 


While using industry-standard SPICE in the background, you can take advantage of the 
Multisim drag-and-drop interface to make circuit drawing, wiring, and analysis simple and 
easy to use. You can build circuits from scratch and learn about design performances using 
built-in virtual instruments and probes in an ideal environment for experimentation. With the 
3D breadboard, you can easily take the leap from circuit diagram to real-world implementation. 


Using Multisim with Electronics Fundamentals: Circuits, Devices, and Applications 
Create an example from the textbook to get familiar with the Multisim environment. First, 
launch Multisim and open a new schematic window (File >> New >> Schematic Cap- 
ture). Design circuits in the circuit window by placing components from the component 
toolbar. Clicking on the component toolbar opens the component browser. Choose the fam- 
ily of components and select an individual component to place on the circuit window by 
double-clicking on it. 

Once you have selected a component, it attaches itself and “ghosts” the mouse cursor. 
Place the component by clicking again on the desired location in the schematic. If you are 
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A FIGURE 2 


Multisim schematic of RLC circuit. 


new to Multisim, you should use the BASIC_VIRTUAL family of components, which you 
can assign any arbitrary value. As an example of a simple Multisim circuit, an RLC circuit 
is shown in Figure 2. The circuit connects a 1 kO resistor, a 47 mH inductor, and a 10 nF 
capacitor. All these components are found in the Basic Group of the Component Database. 

The next step is to wire the components together. Simply left-click on the source termi- 
nal and left-click on the destination terminal. Multisim automatically chooses the best path 
for the virtual wire between the two terminals. Always be sure you have fully captured your 
circuit; then you can simulate it. You can use your simulation results as a comparison with 
the physical circuit. 

To analyze the circuit, use a measurement probe to measure the voltages and other char- 
acteristics from the circuit while the simulation is running. Use the virtual oscilloscope to 
analyze the output signal from our sample RLC circuit. 


NI ELVIS 


NI ELVIS is a LabVIEW-based design and prototyping environment based on LabVIEW 
for university science and engineering laboratories. NI ELVIS consists of virtual instru- 
ments, or functions, based on LabVIEW; a multifunction data acquisition device; and a 
custom-designed benchtop workstation and prototyping board. This combination provides 
a ready-to-use suite of instruments for educational laboratories. The NI ELVIS workstation 
is shown in Figure 3. 

NI ELVIS is an ideal companion to any electronics lab that uses Multisim. It features 
USB connectivity for easy setup, maintenance, and portability, as well as a portable bread- 
board for real-world circuit prototyping. 
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NI ELVIS features a breadboard prototyping environment with built-in instruments in- 
cluding a function generator, digital multimeter (DMM), oscilloscope, and variable power 
supplies. The breadboard is detachable, so you can work on your projects and labs inde- 
pendently of the NI ELVIS unit. NI ELVIS provides software based on LabVIEW for in- 
teracting with virtual instruments. 


Using NI ELVIS with Electronics Fundamentals: Circuits, Devices, and Applications 
Returning to the RLC circuit introduced with Multisim as an example, you can continue the 
prototyping step. With prototyping hardware, you can quickly construct a circuit on a stan- 
dard protoboard and test it with the laboratory instruments to complete the design. 
Alternatively, you can repeat the simulation step but this time as a prototype using the 
Virtual 3D NI ELVIS from within Multisim. To construct a 3D NI ELVIS prototype, open 
the 3D breadboard by clicking Tools >> Show Breadboard. Place components and wires 
to build up your circuit. The corresponding connection points and symbols on the NI 
ELVIS schematic turn green, indicating the 3D connections are correct. If you create a tra- 
ditional schematic, you see a standard breadboard. Figure 4 shows the circuit on 3D Virtual 
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A FIGURE 4 


Prototyped circuit in Multisim. 


<4 FIGURE 3 


The NI ELVIS workstation. 
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Multisim simulated signal. NI ELVIS measured signal. 


NI ELVIS prototyped in Multisim and ready for construction. Once you have verified the 
layout of your circuit using the 3D virtual environment, you can physically build it on NI 
ELVIS. 

After constructing the circuit, you can use the NI ELVIS instrument launcher to meas- 
ure the output signal of this circuit. Figure 5 shows the simulated signal of the RLC cir- 
cuit on the Multisim oscilloscope. Figure 6 shows the measured signal using the ELVIS 
II Oscilloscope. The most important step in the process is to compare the measurement of 
the prototyped circuit to the simulation. This helps you determine where potential errors 
exist in the design. After comparing the measurement with the theoretical values, you can 
revisit your design to improve it or prepare it for layout on a PCB board, using software 
such as NI Ultiboard. 


NI Multisim Circuit Files Download the Multisim circuit files to develop in-depth un- 
derstanding of circuit behavior. To download the pre-built circuit files and Multisim re- 
sources, visit: ni.com/academic/floyd 


NI Multisim Resources The link provides references to the following resources to help 
you get started with NI Multisim: 


Download the free Multisim 30-day evaluation version 
View the Getting Started Guide to Multisim 

Learn Multisim in 3-Hours tutorial 

Discuss Multisim in an online discussion forum 
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accuracy An indication of the range of error in a measurement. 


acquisition time The time required for the sample-and-hold to 
reach its final value when the control voltage changes from its 
hold level to its sample level. 


active filter A frequency-selective circuit consisting of one or more 
op-amps combined with reactive elements (usually an RC network). 


ADC Analog-to-digital converter; a device used to convert an 
analog signal to a sequence of digital codes. 


admittance (Y) A measure of the ability of a reactive circuit to per- 
mit current; the reciprocal of impedance. The unit is the siemens (S). 


ah rating A capacity rating for batteries determined by 
multiplying the current in amps (A) times the length of time in 
hours (h) a battery can deliver that current to a load. 


alpha (@) The ratio of collector current to emitter current in a 
bipolar junction transistor. 


alternator An ac generator that converts energy of motion into 
electrical energy. 


ammeter An electrical instrument used to measure current. 
ampere (A or amp) The unit of electrical current. 
ampere-turn The SI unit of magnetomotive force (mmf). 


amplification The process of producing a larger voltage, current, 
or power using a smaller input signal as a pattern. 


amplifier An electronic circuit having the capability of 
amplification and designed specifically for that purpose. 


amplitude The maximum value of a voltage or current. 
anode The terminal of a polarized device that electrons flow 


from. For a battery that is supplying current, this is the negative 
terminal; for a diode, it is the positive terminal. 


aperture jitter The uncertainty in the aperture time. 

aperture time The time for an analog switch to fully open after 
the control input changes from the sample level to the hold level. 
apparent power (P,) The product of the voltage times the 
current, expressed in volt-amperes (VA). In a purely resistive 
circuit it is the same as the true power. 


apparent power rating The method of rating transformers in 
which the power capability is expressed in volt-amperes (VA). 


armature The power-producing coil in an alternator, generator 
or motor. In de generators, the armature is the rotor, but in 
alternators it can be either the rotor or the stator. In motors, the 
armature is the rotor. 


atom The smallest particle of an element possessing the unique 
characteristics of that element. 
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atomic number The number of protons in the nucleus of an atom. 
attenuation A gain less than unity. 


autotransformer A transformer in which the primary and 
secondary windings are in a single winding. 

average value (1) The average value of a sine wave determined 
over one half-cycle as 0.637 times the peak value. (2) The average 
value of a pulse waveform is equal to its baseline value plus the 
product of its duty cycle and its amplitude. 


averaging amplifier An amplifier with several inputs that 
produces an output voltage that is the mathematical average of the 
input voltages. 


AWG (American wire gauge) A standardization based on wire 
diameter. 


back emf (electromotive force) A voltage developed across a 
spinning armature that opposes the original applied voltage. 


balanced bridge A bridge circuit that is in the balanced state as 
indicated by zero volts across the bridge. 


balun A type of transformer used to convert a balanced line 
(such as twisted pair wiring) to an unbalanced line (such as 
coaxial cable) or vice-versa. 


band-pass filter A resonant circuit that passes a range of 
frequencies lying between two cutoff frequencies and rejects 
frequencies above and below the range. 


band-stop filter A resonant circuit that rejects a range of 
frequencies lying between two cutoff frequencies and passes 
frequencies above and below the range. 


bandwidth (BW) The characteristic of certain electronic cir- 
cuits that specifies the usable range of frequencies for which 
signals pass from input to output without significant reduction 
in amplitude. 


barrier potential The amount of voltage required to move 
electrons through the depletion region of a pn junction diode. 
base One of the semiconductor regions in a bipolar junction 
transistor. 


baseline The normal level of a pulse waveform; the voltage level 
in the absence of a pulse. 


battery An energy source that uses a chemical reaction to convert 
chemical energy into electrical energy. 


beta (8) The ratio of collector current to base current in a bipolar 
junction transistor. 


bias The application of a dc voltage to a diode or other electronic 
device to produce a desired mode of operation. 
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bipolar Characterized by two pn junctions. 


bipolar junction transistor (BJT) A transistor constructed with 
three doped semiconductor regions separated by two pn junctions. 


bleeder current The current left after the total load current is 
subtracted from the total current into the circuit. 


branch One current path in a parallel circuit. 


bridge rectifier A type of full-wave rectifier consisting of diodes 
arranged in a four-cornered configuration. 


bypass A capacitor connected from a point to ground to remove 
the ac signal without affecting the dc voltage. A special case of 
decoupling. 


CAM Configurable analog module; a predesigned analog circuit 
for which some of its parameters can be selectively programmed. 


capacitance The ability of a capacitor to store electrical charge. 


capacitive reactance The opposition of a capacitor to sinusoidal 
current. The unit is the ohm (Q). 


capacitive susceptance (Bc) The ability of a capacitor to permit 
current; the reciprocal of capacitive reactance. The unit is the 
siemens (S). 

capacitor An electrical device consisting of two conductive plates 
separated by an insulating material and possessing the property of 
capacitance. 


capacitor-input filter A power supply filter that uses a capacitor 
from the rectifier output to ground to eliminate most of the 
variation in the rectifier output voltage. 


cathode The terminal of a polarized device that electrons flow to. 
For a battery that is supplying current, this is the positive terminal; 
for a diode, it is the negative terminal. 


center tap (CT) A connection at the midpoint of the secondary 
winding of a transformer. 


charge An electrical property of matter that exists because of an 
excess or a deficiency of electrons. Charge can be either positive 
or negative. 


charging For a capacitor, the process in which a current removes 
charge from one plate of a capacitor and deposits it on the other 
plate, making one plate more positive than the other. 


choke An inductor. The term is used more commonly in connec- 
tion with inductors used to block or choke off high frequencies. 


circuit An interconnection of electrical components designed to 
produce a desired result. A basic circuit consists of a source, a 
load, and an interconnecting current path. 


circuit breaker A resettable protective device used for interrupting 
excessive current in an electric circuit. 


circular mil (CM) The unit of the cross-sectional area of a wire. 
clamper A circuit that adds a dc level to an ac signal; a de restorer. 


class A amplifier An amplifier circuit that conducts for the entire 
input cycle and produces an output signal that is a replica of the 
input signal in terms of its waveshape. 


class B amplifier An amplifier circuit that conducts for half of 
the input cycle. 


closed circuit A circuit with a complete current path. 


closed loop voltage gain (A,;) The overall voltage gain of an 
op-amp with negative feedback. 


coefficient of coupling (k) A constant associated with transform- 
ers that is the ratio of secondary magnetic flux to primary magnetic 
flux. The ideal value of 1 indicates that all the flux in the primary 
winding is coupled into the secondary winding. 


coil A common term for an inductor. 


cold junction A reference thermocouple held at a fixed tempera- 
ture and used for compensation in a thermocouple circuit. 


collector One of the semiconductor regions in a BJT. 


color code A system of color bands or dots that identify the value 
of a resistor or other component. 


common A reference point in a circuit; also called reference ground. 


common base (CB) A BJT amplifier configuration in which the 
base is the common (grounded) terminal. 


common-collector (CC) A BJT amplifier configuration in which 
the collector is the common (grounded) terminal. 


common-drain (CD) A FET amplifier configuration in which the 
drain is the common terminal. 


common-emitter (CE) A BJT amplifier configuration in which 
the emitter is the common (grounded) terminal. 


common mode A condition characterized by the presence of 
identical signals on both op-amp inputs. 


common-mode rejection ratio (CMRR) A measure of a diff- 
amp’s or an op-amp’s ability to reject signals that appear the same 
on both inputs; the ratio of differential voltage gain or open-loop 
gain (for an op-amp) to common-mode gain. 


common-mode signals Signals that appear the same on both in- 
puts of an op-amp. 


common-source (CS) A FET amplifier configuration in which 
the source is the common terminal. 


comparator A circuit that compares two input voltages and 
produces an output in either of two states indicating the greater 
or less than relationship of the inputs. 


conductance (G) The ability of a circuit to allow current; the 
reciprocal of resistance. The unit is the siemens (S). 


conductor A material in which electrical current is established 
with relative ease. An example is copper. 


conversion time The time it takes for an ADC to convert an 
analog voltage sample to a digital code. 


core The structure around which the winding of an inductor is 
formed. The core material influences the electromagnetic 
characteristics of the inductor. 


coulomb (C) The unit of electrical charge; the total charge 
possessed by 6.25 X 10!8 electrons. 


Coulomb’s law A law that states a force exists between two 
charged bodies that is directly proportional to the product of the 
two charges and inversely proportional to the square of the 
distance between them. 


coupling The method of connecting a capacitor from between 
two points in a circuit to allow ac to pass from one point to the 
other while blocking dc. 


covalent Related to the bonding of two or more atoms by the 
interaction of their valence electrons. 


crystal The pattern or arrangement of atoms forming a solid 
material. 
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current The rate of flow of charge (free electrons). 


current divider A parallel circuit in which the total current divides 
among the branches. 


current gain The ratio of output current to input current. 


current source A device that produces a constant current for a 
varying load. 


cutoff The nonconducting state of a transistor. 


cutoff frequency (f,) The frequency at which the output voltage 
of a filter is 70.7% of the maximum output voltage. 


cycle One repetition of a periodic waveform. 


dc component The average value of a pulse waveform. 


de power supply An electronic instrument that produces voltage, 
current, and power from the ac power line or batteries in a form 
suitable for use in powering electronic equipment. 


decade A tenfold change in the value of a quantity. When a 
quantity becomes ten times less or ten times greater, it has changed 
a decade. 


decibel (dB) A unit of logarithmic expression ten times the 
logarithm of the ratio of two powers or twenty times the logarithm 
of the ratio of two voltages measured across equal resistances. 


decoupling The method of connecting a capacitor from one 
point, usually the dc power supply line, to ground to short ac to 
ground without affecting the dc voltage. 


degree The unit of angular measure corresponding to 1/360 of a 
complete revolution. 


depletion mode The condition in a FET when the channel is 
depleted of majority carriers. 


development software A software that is used for entering a 
circuit design on the computer, simulating the design, and 
downloading the design to the FPAA device. 


dielectric The insulating material between the plates of a 
capacitor. 


dielectric constant A measure of the ability of a dielectric 
material to establish an electric field. 


dielectric strength A measure of the ability of a dielectric 
material to withstand voltage without breaking down. 


differential amplifier An amplifier that produces an output 
proportional to the difference of two inputs. 


differential mode A mode of op-amp operation in which two 
opposite polarity signal voltages are applied to two inputs. 


differentiator A circuit that produces an inverted output that 
approaches the mathematical derivative of the input, which is the 
rate of change. 


diode An electronic device that permits current in only one 
direction. 


discrete device An individual electrical or electronic component 
that must be used in combination with other components to form a 
complete functional circuit. 


DMM Digital multimeter; an electronic instrument that combines 
meters for the measurement of voltage, current, and resistance. 
doping The process of imparting impurities to an intrinsic 
semiconductive material in order to control its conduction 
characteristics. 
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downloading The process of implementing the software 
description of a circuit in an FPAA. 


drain One of the three terminals of a field-effect transistor. 


droop Ina sample-and-hold circuit, the change in the sampled 
value during the hold time. 


duty cycle A characteristic of a pulse waveform that indicates the 
percentage of time that a pulse is present during a cycle; the ratio 
of pulse width to period. 


effective value A measure of the heating effect of a sine wave; 
also known as the rms (root mean square) value. 


efficiency The ratio of the output power to the input power of a 
circuit, usually expressed as a percentage. 


electrical Related to the use of electrical voltage and current to 
achieve desired results. 


electrical isolation The condition in which two circuits have no 
common conductive path between them. 


electrical shock The physical sensation resulting from current 
through the body. 


electromagnetic field A formation of a group of magnetic lines 
of force surrounding a conductor created by electrical current in 
the conductor. 


electromagnetic induction The phenomenon or process by 
which a voltage is produced in a conductor when there is relative 
motion between the conductor and a magnetic or electromagnetic 
field. 


electromagnetism The production of a magnetic field by current 
in a conductor. 


electron A basic particle of electrical charge in matter. The electron 
possesses negative charge. 


electronic Related to the movement and control of free electrons 
in semiconductors or vacuum devices. 


element One of the unique substances that make up the known 
universe. Each element is characterized by a unique atomic 
structure. 


emitter One of the three semiconductor regions in a BJT. 
emitter-follower A popular term for a common-collector 
amplifier. 

energy The ability to do work. The unit is the joule (J). 
engineering notation A system for representing any number as a 


one-, two-, or three-digit number times a power of ten with an 
exponent that is a multiple of 3. 


enhancement mode The condition of a MOSFET when the 
channel has an abundance of majority carriers. 


error The difference between the true or best-accepted value of 
some quantity and the measured value. 


exciter A separate dc generator used supply current to the field 
coils of a large generator or alternator. Normally, excitation cur- 
rent is controlled automatically. 


exponent The number to which a base number is raised. 


exponential A mathematical function described by a natural 
logarithm (base). Increasing and decreasing current and volt- 

age for a capacitor or inductor are described by exponential func- 
tions. 
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falling edge The negative-going transition of a pulse. 


fall time (¢) The time interval required for a pulse to change 
from 90% to 10% of its amplitude. 


farad (F) The unit of capacitance. 


Faraday’s law A law stating that the voltage induced across a 
coil of wire equals the number of turns in the coil times the rate of 
change of the magnetic flux. 


feedback The process of returning a portion of a circuit’s output 
signal to the input in such a way as to create certain specified 
operating conditions. 


feedthrough The component of the output voltage that follows 
the input signal after the analog switch is opened. 


field-effect transistor (FET) A type of transistor that uses an 
induced electric field within its structure to control current. 


filter A type of circuit that passes certain frequencies and rejects 
all others. 


flash A method of analog-to-digital conversion. 
forward bias The condition in which a diode conducts current. 


FPAA Field-programmable analog array; an integrated circuit that 
can be programmed for implementation of an analog circuit design. 


free electron A valence electron that has broken away from its 
parent atom and is free to move from atom to atom within the 
atomic structure of a material. 


frequency A measure of the rate of change of a periodic function; 
the number of cycles completed in 1 s. The unit of frequency is 
the hertz. 


frequency response In electrical circuits, the variation in the 
output voltage (or current) over a specified range of frequencies. 


fuel cell A device that converts electrochemical energy from an 
external source into de voltage. The hydrogen fuel cell is the most 
common type. 


full-wave rectifier A circuit that converts an alternating sine 
wave into a pulsating dc consisting of both halves of a sine wave 
for each input cycle. 


function generator An instrument that produces more than one 
type of waveform. 


fundamental frequency The repetition rate of a waveform. 


fuse A protective device that burns open when there is excessive 
current in a circuit. 


gain The amount by which an electrical signal is increased or 
decreased; the ratio of output to input; the amount of amplification. 


gate One of the three terminals of a FET. 


gauge factor The ratio of the fractional change in resistance to 
the fractional change in length along the axis of the gauge. 


gauss A CGS unit of flux density. 

generator An energy source that produces electrical signals. 
germanium A semiconductive material. 

ground The common or reference point in a circuit. 


ground plane A conducting surface used as a reference point for 
circuit returns or in antenna systems to image a radiating structure. 


half-power frequency The frequency at which the output power 
of a filter is 50% of the maximum (the output voltage is 70.7% of 
maximum); another name for critical frequency or cutoff frequency. 


half-splitting A troubleshooting procedure where one starts in 
the middle of a circuit or system and, depending on the first 
measurement, works toward the output or toward the input to find 
the fault. 


half-wave rectifier A circuit that converts an alternating sine 
wave into a pulsating dc consisting of one-half of a sine wave for 
each input cycle. 


Hall effect A change in current density across a conductor or 
semiconductor when current in the material is perpendicular to a 
magnetic field. The change in current density produces a small 
transverse voltage in the material, called the Hall voltage. 


harmonics The frequencies contained in a composite wave- 
form, which are integer multiples of the repetition frequency 
(fundamental). 


henry (H) The unit of inductance. 


hertz (Hz) The unit of frequency. One hertz equals one cycle per 
second. 


high-pass circuit A certain type of circuit whereby higher 
frequencies are passed and lower frequencies are rejected. 


hole The absence of an electron in the valence band of an atom. 
hypotenuse The longest side of a right triangle. 


hysteresis A characteristic of a magnetic material whereby a 
change in magnetization lags the application of a magnetic 
force. 


Ipss The drain current in a FET when Vgg = 0 V. 


Igss The gate reverse current in a FET, which is measured when 
it is reverse-biased. 


impedance (Z) The total opposition to sinusoidal current expressed 
in ohms. 


impedance matching A technique used to match a load resistance 
to an internal source resistance in order to achieve a maximum 
transfer of power. 


induced current (i jpg) A current induced in a conductor as a 
result of a changing magnetic field. 


induced voltage (v jnq) Voltage produced as a result of a changing 
magnetic field. 


inductance (L) The property of an inductor that produces an 
opposition to any change in current. 


induction motor An ac motor that achieves excitation to the 
rotor by transformer action. 


inductive reactance (X,) The opposition of an inductor to 
sinusoidal current. The unit is the ohm. 


inductive susceptance (B,) The ability of an inductor to permit 
current; the reciprocal of inductive reactance. The unit is the 
siemens. 


inductor A passive electrical component formed by a coil of 
wire and which exhibits the property of inductance. 


input The voltage, current, or power applied to an electrical 
circuit to produce a desired result. 


instantaneous power The value of power in a circuit at any given 
instant of time. 


instantaneous value The voltage or current value of a waveform 
at a given instant in time. 
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instrumentation amplifier An amplifier specially designed for 
amplifying small differential signals and rejecting large common- 
mode voltages. 


insulator A material that does not allow current under normal 
conditions. 


integrated circuit (IC) A type of circuit in which all the 
components are constructed on a single tiny chip of silicon. 


integrator A circuit that produces an output that approaches the 
mathematical integral of the input. 


interface To make the output of one type of circuit compatible 
with the input of another so that they can operate properly together. 


intrinsic The pure or natural state of a material. 


intrinsic semiconductor A pure semiconductive material with 
relatively few free electrons. 


inverting amplifier An op-amp closed-loop configuration in 
which the input signal is applied to the inverting input. 


ion An atom or group of atoms with a net charge. 


isolation amplifier An amplifier with electrically isolated internal 
stages. 


JFET Junction field-effect transistor; a type of FET that operates 
with a reverse-biased junction to control current in a channel. 


joule (J) The SI unit of energy. 


kilowatt-hour (kWh) A large unit of energy used mainly by 
utility companies. 

Kirchhoff’s current law A law stating that the total current into 
a node equals the total current out of the node. 


Kirchhoff’s voltage law A law stating that (1) the sum of the 
voltage drops around a single closed loop (path) equals the source 
voltage in that loop or (2) the algebraic sum of all the voltages 
around a single closed path in a circuit is zero. 


ladder diagram An electrical schematic of a parallel circuit 
which resembles a ladder. Two rails represent the two nodes that 
have the applied voltage; any number of “rungs”, which are loads, 
complete the ladder. 


ladder logic A graphical computer language used for program- 
ming PLCs. Programming is accomplished by placing simulated 
relays, contacts, switches, timers, and other control elements in 
“rungs” to allow the PLC to control an industrial process. 


lag To be behind; describes a condition of the phase or time 
relationship of waveforms in which one waveform is behind the 
other in phase or time. 


lead To be ahead; describes a condition of the phase or time 
relationship of waveforms in which one waveform is ahead of the 
other in phase or time; also, a wire or cable connection to a device 
or instrument. 


leading edge The first step or transition of a pulse. 


LED (light-emitting diode) A type of diode that emits light 
when there is forward current. 


Lenz’s law A law that states when the current through a coil 
changes, the polarity of the induced voltage created by the 
changing magnetic field is such that it always opposes the change 
that caused it. The current cannot change instantaneously. 
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limiter A circuit that removes part of a waveform above or below 
a specified level; a clipper. 


linear Characterized by a straight-line relationship. 


line regulation The change in output voltage for a given change 
in line (input) voltage, normally expressed as a percentage. 


lines of force Magnetic flux lines that exist in a magnetic field 
radiating from the north pole to the south pole. 


load An element (resistor or other component) connected across 
the output terminals of a circuit that draws current from the source 
and upon which work is done. 


load cell A transducer that uses strain gauges to convert mechani- 
cal force into an electrical signal. 


load current The output current of a circuit supplied to a load. 


loading The effect on a circuit when an element that draws 
current from the circuit is connected across the output terminals. 


load regulation The change in output voltage for a given change 
in load current, normally expressed as a percentage. 


low-pass circuit A certain type of circuit in which lower 
frequencies are passed and higher frequencies are rejected. 


magnetic coupling The magnetic connection between two coils 
as a result of the changing magnetic flux lines of one coil cutting 
through the second coil. 


magnetic field A force field radiating from the north pole to the 
south pole of a magnet. 


magnetic field intensity The amount of mmf per unit length of 
magnetic material. The unit is the ampere-turns/meter (At/m); also 
called magnetizing force. 


magnetic flux The lines of force between the north and south 
poles of a permanent magnet or an electromagnet. 


magnetic flux density The number of lines of force per unit area 
perpendicular to a magnetic field. 


magnetomotive force The cause of a magnetic field; measured in 
ampere-turns. 


magnitude The value of a quantity, such as the number of volts 
of voltage or the number of amperes of current. 


majority carrier The most numerous charge carrier in a doped 
semiconductive material (either free electrons or holes.) 


maximum power transfer The condition, when the load 
resistance equals the source resistance, under which maximum 
power is transferred from source to load. 


maximum power transfer theorem A theorem that states the 
maximum power is transferred from a source to a load when the 
load resistance equals the internal source resistance. 


metric prefix A symbol that is used to replace the power of ten in 
numbers expressed in engineering notation. 


microcontroller A specialized microprocessor designed for 
control functions. 


minority carrier The least numerous charge carrier in a doped 
semiconductive material (either free electrons or holes). 


modulation The process in which a signal containing informa- 
tion is used to modify a characteristic of another signal such as 

amplitude, frequency, or pulse width so that the information on 
the first is also contained on the second. 
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MOSFET Metal-oxide semiconductor field-effect transistor. 


multimeter An instrument that measures voltage, current, and 
resistance. 


mutual inductance (L;,) The inductance between two separate 
coils, such as in a transformer. 


negative feedback The return of a portion of the output signal to 
the input such that it is out of phase with the input signal. 


negative ion An atom or group of atoms with a net negative charge. 


neutron An atomic particle having no electrical charge. 


node A point or junction in a circuit at which two or more 
components are connected. 


noninverting amplifier An op-amp closed-loop configuration in 
which the input signal is applied to the noninverting input. 


nucleus The central part of an atom containing protons and 
neutrons. 


Nyquist rate In sampling theory, the minimum rate at which an 
analog signal can be sampled for analog-to-digital conversion. 


ohm (Q) The unit of resistance. 
ohmmeter An instrument for measuring resistance. 


Ohm’s law A law stating that current is directly proportional to 
voltage and inversely proportional to resistance. 


open A circuit condition in which the current path is interrupted. 


open circuit A circuit in which there is not a complete current 
path. 


open-loop gain (A,;) The internal voltage gain of an op-amp 
without feedback. 

operational amplifier (op-amp) A special type of amplifier 
exhibiting very high open-loop gain, very high input resistance, 
very low output resistance, and good rejection of common-mode 
signals. 


operational transconductance amplifier (OTA) A voltage-to- 
current amplifier in which the gain is set by a bias current. 


orbit The path an electron takes as it circles around the nucleus 
of an atom. 


oscillator A circuit that produces a repetitive waveform on its 
output with only the de supply voltage as an input. 


oscilloscope A measurement instrument that displays signal 
waveforms on a screen. 


parallel The relationship between two circuit components that 
exists when they are connected between the same pair of nodes. 


parallel resonance In a parallel RLC circuit, the condition where 
the impedance is maximum and the reactances are equal. 


passband The range of frequencies passed by a filter. 


peak-to-peak value The voltage or current value of a waveform 
measured from its minimum to its maximum points. 


peak value The voltage or current value of a waveform at its 
maximum positive or negative points. 


pentavalent Describes an atom with five valence electrons. 


period (7) The time interval of one complete cycle of a given 
sine wave or any periodic waveform. 


periodic Characterized by a repetition at fixed time intervals. 


permeability The measure of ease with which a magnetic field 
can be established in a material. 


phase The relative displacement of a time-varying waveform in 
terms of its occurrence with respect to a reference. 


phase angle The angle between the source voltage and the total 
current in a reactive circuit. 


phasor A representation of a sine wave in terms of both magnitude 
and phase angle. 


photoconductive cell A type of variable resistor that is light- 
sensitive. 


photodiode A diode whose reverse resistance changes with 
incident light. 


photon A discrete bundle of electromagnetic energy. In a vacuum, 
photons travel at the speed of light and have no rest mass. 


photovoltaic effect The process whereby light energy is converted 
directly into electrical energy. 


piezoelectric effect The property of a crystal whereby a changing 
mechanical stress produces a voltage across the crystal. 


PIV (peak inverse voltage) The maximum value of reverse 
voltage which occurs at the peak of the input cycle when the diode 
is reverse-biased. 


PN junction The boundary between n-type and p-type semicon- 
ductive materials. 


pole In practical terms, a single RC circuit in a filter or amplifier 
that causes the response to change at a 20 dB per decade rate 
above or below a certain frequency. 


positive feedback The return of a portion of the output signal to 
the input such that it is in phase with the input signal. 


positive ion An atom or group of atoms with a net positive 
charge. 


potentiometer A three-terminal variable resistor. 
power The rate of energy usage. The unit is the watt (W). 


power factor The relationship between volt-amperes and true 
power or watts. Volt-amperes multiplied by the power factor 
equals true power. 


power gain The ratio of output power to input power; the product 
of voltage gain and current gain. 


power of ten A numerical representation consisting of a base of 
10 and an exponent; the number 10 raised to a power. 


power rating The maximum amount of power that a resistor can 
dissipate without being damaged by excessive heat buildup. 


power supply A device that converts the ac utility voltage into a 
constant de. 


precision A measure of the repeatability (or consistency) of a 
series of measurements. 


primary winding The input winding of a transformer; also called 
primary. 


probe An accessory used to connect a voltage to the input of an 
oscilloscope or other instrument. 
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programmable logic controller (PLC) A dedicated computer 
designed to control industrial processes that use binary control 
(on-off operations). PLCs are designed to operate in harsh 
environments, have extensive input and output capability, self- 
diagnostics, and normally are programmed using a graphical 
programming language. 

proton A positively charged atomic particle. 


pulse A type of waveform that consists of two equal and opposite 
steps in voltage or current separated by a time interval. 


pulse repetition frequency The fundamental frequency of a 
repetitive pulse waveform; the rate at which the pulses repeat 
expressed in either hertz or pulses per second. 


pulse width (ty) The time interval between the opposite steps of 
an ideal pulse. For a nonideal pulse, the time between the 50% 
points on the leading and trailing edges. 


push-pull A type of class B amplifier in which one output tran- 
sistor conducts for one half-cycle and the other conducts for the 
other half-cycle. 


Q-point The dc operating (bias) point of an amplifier. 


quality factor (Q) The ratio of reactive power to true power in an 
inductor or a resonant circuit. 


quantization The determination of a value for a changing analog 
voltage. 


quantization error The error resulting from the change in the 
analog voltage during the conversion of a sampled analog value. 


radian A unit of angular measurement. There are 277 radians in 
one complete revolution. One radian equals 57.3°. 


ramp A type of waveform characterized by a linear increase or 
decrease in voltage or current. 


RC lag circuit A phase shift circuit in which the output voltage, 
taken across the capacitor, lags the input voltage by a specified 
angle. 


RC lead circuit A phase shift circuit in which the output voltage, 
taken across the resistor, leads the input voltage by a specified angle. 


RC time constant A fixed time interval set by the values of R and 
C that determines the time response of a series RC circuit. It equals 
the product of the resistance and the capacitance. 


reactive power (P,) The rate at which energy is stored and 
alternately returned to the source by a capacitor or inductor. The 
unit is the VAR. 


recombination The process of a free electron falling into a hole 
in the valence band of an atom. 


rectifier An electronic circuit that converts ac into pulsating dc; 
one part of a power supply. 


reference ground The metal chassis that houses the assembly or 
a large conducive area on a printed circuit board used as the com- 
mon or reference point. 


reflected load The load as it appears to the source in the primary 
of a transformer. 


reflected resistance The resistance in the secondary circuit 
reflected into the primary circuit. 


regulated power supply A type of power supply in which the 
output is automatically adjusted to keep a constant value. 
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regulator An electronic circuit that maintains an essentially 
constant output voltage with a changing input voltage or load. 


relaxation oscillator A type of oscillator, generally nonsinu- 
soidal, whose operation is based on the charging and discharging 
of a capacitor. 


relay An electromagnetically controlled mechanical device in 
which electrical contacts are open or closed by a magnetizing 
current. 


reluctance The opposition to the establishment of a magnetic 
field in a material. 


resistance Opposition to current. The unit is the ohm (Q). 


resistor An electrical component designed specifically to have a 
certain amount of resistance. 


resolution The smallest increment of a quantity that a meter can 
measure; the number of bits involved in an analog-to-digital 
conversion. 


resonant frequency The frequency at which a resonant condition 
occurs in a series or parallel RLC circuit. 


retentivity The ability of a material, once magnetized, to maintain 
a magnetized state without the presence of a magnetizing force. 


reverse bias The condition in which a diode prevents current. 


reverse breakdown The condition of a diode in which excessive 
reverse-bias voltage causes a rapid buildup of reverse current. 


RFI Radio frequency interference; high frequencies produced 
when high values of current and voltage are switched on and off. 


rheostat A two-terminal variable resistor. 
right triangle A triangle with a 90° angle. 


ripple voltage The small variation in the de voltage on the output 
of a filtered rectifier caused by the slight charging and discharging 
action of the filter capacitor. 


rise time (¢,) The time interval required for a pulse to change 
from 10% to 90% of its amplitude. 

rising edge The positive-going transition of a pulse. 

RL lag circuit A phase shift circuit in which the output voltage, 
taken across the resistor, lags the input voltage by a specified angle. 


RL lead circuit A phase shift circuit in which the output voltage, 
taken across the inductor, leads the input voltage by a specified 
angle. 


RL time constant A fixed time interval set by the values of R and 
L that determines the time response of a circuit and is equal to L/R. 


rms value The value of a sine wave that indicates its heating 
effect, also known as the effective value. It is equal to 0.707 times 
the peak value. RMS stands for root mean square. 


roll-off The decrease in the response of a filter below or above a 
critical frequency. 


rotor The moving part of a generator, alternator, or motor. 


round off The process of dropping one or more digits to the right 
of the last significant digit in a number. 


RTD Resistance temperature detector. 


sample-and-hold Describes the process of taking the instanta- 
neous value of a quantity at a specific point in time and storing it 
on a capacitor. 
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saturation The state of a transistor in which the output current is 
maximum and further increases of the input variable have no 
effect on the output. 


sawtooth waveform A type of electrical waveform composed of 
ramps; a special case of a triangular waveform in which one ramp 
is much shorter than the other. 


scaling adder A special type of summing amplifier with weighted 
inputs. 


schematic A symbolized diagram of an electrical or electronic 
circuit. 


scientific notation A system for representing any number as a 
number between | and 10 times an appropriate power of ten. 


SCR Silicon controlled rectifier; a type of three-terminal thyristor. 


secondary winding The output winding of a transformer; also 
called secondary. 


Seebeck effect The generation of a voltage at the junction of two 
different metals that have a temperature difference between them. 


selectivity A measure of how effectively a resonant circuit passes 
certain frequencies and rejects others. The narrower the band- 
width, the greater the selectivity. 


self-excited generator A generator in which the field windings 
derive their current from the output. 


semiconductor A material that has a conductance value between 
that of a conductor and that of an insulator. Silicon and germanium 
are examples. 


sensitivity The ohms-per-volt rating of a voltmeter. 


series In an electric circuit, a relationship of components in 
which the components are connected such that they provide a 
single current path between two points. 


series-aiding An arrangement of two or more series voltage 
sources with polarities in the same direction. 


series-opposing An arrangement of two series voltage sources 
with polarities in the opposite direction; not a normal configuration. 


series regulator A type of voltage regulator in which the control 
element is in series with the load. 


series resonance In a series RLC circuit, the condition where the 
impedance is minimum and the reactances are equal. 


shell An energy band in which electrons orbit the nucleus of an 
atom. 


short A circuit condition in which there is a zero or abnormally 
low resistance between two points; usually an inadvertent condition. 


shunt regulator A type of voltage regulator with the control 
element between the output and ground. 


SI Standardized international system of units used for all engi- 
neering and scientific work; abbreviation for French Le Systeme 
International d’ Unites. 


siemens The unit of conductance. 
significant digit A digit known to be correct in a number. 
silicon A semiconductive material used in diodes and transistors. 


silicon-controlled rectifier (SCR) A device that can be triggered 
on to conduct current in one direction. 


sine wave A type of electrical waveform that is based on the 
mathematical sine function. 


single-ended mode A mode of op-amp operation in which a 
signal voltage is applied to only one input. 


slip The difference between the synchronous speed of the stator 
field and the rotor speed in an induction motor. 

solenoid An electromagnetically controlled device in which the 
mechanical movement of a shaft or plunger is activated by a 
magnetizing current. 

solenoid valve An electrically controlled valve for control of air, 
water, steam, oils, refrigerants, and other fluids. 


source Any device that produces energy; one of the three terminals 
of a FET. 


speaker An electromagnetic device that converts electrical signals 
to sound waves. 


squirrel cage An aluminum frame within the rotor of an induction 
motor that forms the electrical conductors for a rotating current. 


stator The fixed part of a generator, alternator, or motor. 


steady state The equilibrium condition of a circuit that occurs 
after an initial transient time. 


step-down transformer A transformer in which the secondary 
voltage is less than the primary voltage. 


step-up transformer A transformer in which the secondary 
voltage is greater than the primary voltage. 

stiff voltage divider A voltage divider that has a load resistor 
that is large compared to the resistors in the divider, so that the 
loaded and unloaded output voltages are nearly the same. 
stopband The range of frequencies between the upper and lower 
cutoff points. 

strain The expansion or compression of a material caused by 
stress forces acting on it. 

strain gauge A variable resistor formed by a resistive material 
in which a lengthening or shortening due to stress produces a 
proportional change in resistance. 

summing amplifier An amplifier with several inputs that produces 
a negative output voltage proportional to the algebraic sum of the 
input voltages. 

superposition A method for analyzing circuits with two or more 
sources by examining the effects of each source by itself and then 
combining the effects. 

switch An electrical or electronic device for opening and closing 
a current path. 

synchronous motor An ac motor in which the rotor moves at the 
same rate as the rotating magnetic field of the stator. 


tank circuit A parallel resonant circuit. 
tapered Nonlinear, such as a tapered potentiometer. 


temperature coefficient A constant specifying the amount of 
change in the value of a quantity for a given change in temperature. 


terminal An external contact point on an electric circuit or an 
electronic device. 


terminal equivalency A condition that occurs when two circuits 
produce the same load voltage and load current where the same 
value of load resistance is connected to either circuit. 


tesla The SI unit of flux density. 
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thermistor A type of variable resistor in which resistance depends 
on temperature. 


thermocouple A type of temperature transducer formed by the 
junction of two dissimilar metals that produces a voltage 
proportional to temperature. 


Thevenin’s theorem A circuit theorem that provides for reducing 
any two-terminal resistive circuit to a single equivalent voltage 
source in series with an equivalent resistance. 


thyristor A class of four-layer (pnpn) semiconductive devices. 


time constant A fixed-time interval set by R and C, or R and L 
values, that determines the time response of a circuit. 


tolerance The limits of variation in the value of a component. 
trailing edge The second step or transition of a pulse. 


transconductance (g,,) The ratio of drain current to gate-to- 
source voltage in a FET; in an electronic device, the ratio of the 
output current to the input voltage. 


transducer A device that converts a physical parameter into an 
electrical quantity. 


transformer An electrical device constructed of two or more 
coils (windings) that are electromagnetically coupled to each other 
to provide a transfer of power from one coil to another. 


transient A temporary passing condition in a circuit; a sudden or 
temporary change in circuit conditions. 


transient time An interval equal to approximately five time 
constants. 


transistor A semiconductor device that controls current between 
two terminals based on the current or voltage at a third terminal 
and is used for amplification and switching of electrical signals. 


triac A 3-terminal thyristor that can conduct current in either 
direction. 


triangular waveform A type of electrical waveform that consists 
of two ramps. 


triangular-wave oscillator An electronic oscillator that uses a 
comparator with two trip points and an integrator to produce 
triangular waves. 


trigger The activating mechanism of some electronic devices or 
instruments. 


trimmer A small variable capacitor. 
trivalent Describes an atom with three valence electrons. 


troubleshooting A systematic process of isolating, identifying, 
and correcting a fault in a circuit or system; the application of 
logical thinking combined with a thorough knowledge of circuit 
or system operation to find and correct a malfunction. 


true power The power that is dissipated in a circuit, usually in 
the form of heat. 


turns ratio The ratio of turns in the secondary winding to turns 
in the primary winding. 


unbalanced bridge A bridge circuit that is in the unbalanced 
state as indicated by a voltage across the bridge proportional to the 
amount of deviation from the balanced state. 


unity gain A gain of 1. 
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valence Related to the outer shell or orbit of an atom. 


valence electron An electron that is present in the outermost 
shell of an atom. 


VAR (volt-ampere reactive) The unit of reactive power. 
varactor A diode that is used as a voltage-variable capacitor. 
Vesvort) The gate-source cutoff voltage for a FET. 

volt The unit of voltage or electromotive force. 


voltage The amount of energy available to move a certain 
number of electrons from one point to another in an electric 
circuit. 


voltage divider A circuit consisting of series resistors across 
which one or more output voltages are taken. 


voltage drop The decrease in the voltage across a resistor due to 
loss of energy. 


voltage-follower A closed-loop, noninverting op-amp with a 
voltage gain of 1. 


voltage gain The ratio of output voltage to input voltage. 


voltage regulation The process of maintaining an essentially 
constant output voltage over variations in input voltage or load. 


voltage source A device that produces a constant voltage for a 
varying load. 


voltmeter An instrument used to measure voltage. 


watt (W) The unit of power. 


Watt’s law A law that states the relationships of power to current, 
voltage, and resistance. 


waveform The pattern of variations of a voltage or current showing 
how the quantity changes with time. 


weber (Wb) The SI unit of magnetic flux, which represents 
108 lines. 


Wheatstone bridge A 4-legged type of bridge circuit with which 
an unknown resistance can be accurately measured using the 
balanced state of the bridge. Deviations in resistance can be 
measured using the unbalanced state. 


Wien-bridge oscillator An electronic oscillator that can produce 
low distortion sine waves over a wide range of frequencies by 
using a lead-lag feedback network and stabilized gain. 


winding The loops or turns of wire in an inductor. 


winding resistance The resistance of the length of wire that makes 
up acoil. 


wiper The sliding contact in a potentiometer. 


zener breakdown The lower voltage breakdown in a zener 
diode. 


zener diode A type of diode that operates in reverse breakdown 
(called zener breakdown) to provide voltage regulation. 


zero voltage switching The process of switching power to a 
load at the zero crossings of an ac voltage to minimize rf noise 
generation. 
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Page references followed by "f" indicate illustrated 
figures or photographs; followed by "t" indicates a 
table. 


A 
ac circuits, 24, 322, 341, 359-360, 386, 391, 397, 429, 
432-433, 452, 455, 480, 536, 539, 552, 554 
applications, 24, 341, 433, 452, 455, 554 
average value, 386 
capacitance, 402, 429, 432-433 
frequency, 341, 386, 397, 429, 433, 452, 455, 480, 
536, 552 
generator, 341, 359, 386, 397 
inductance, 517, 539, 554 
introduction to, 341, 359-360, 386, 391, 397 
parallel, 402, 429, 432-433, 452, 455, 480, 517, 
539 
period, 341, 386, 397 
radians, 386, 391, 397 
resistance, 24, 360, 432-433, 517, 539, 552 
rms values, 359-360 
series, 402, 429, 432-433, 452, 455, 480, 517, 536, 
539 
series-parallel, 480 
AC equivalent circuit, 782 
AC generator, 351, 363, 487, 1040 
ac generators, 341-342, 363, 386, 392, 397 
AC ground, 501, 782, 789, 802 
AC resistance, 737, 782 
Accelerometer, 985 
Acceptor, 708 
accuracy, 1, 11, 13, 17, 58-59, 183, 276, 375, 564, 
717-718, 818, 978, 1040 
Acquisition time, 986, 988-989, 1007, 1040 
Active filter, 877, 897-898, 900-901, 915, 917, 920, 
952, 1040 
active filters, 490, 877, 897-898, 900, 920, 923 
A/D conversion, 991-992, 994 
AD622, 928 
ADC (analog-to-digital converter), 990 
Adder, 877, 881, 884-885, 914-915, 917, 919, 1047 
Addition, 4, 8, 33, 50, 53, 58, 77, 90, 97, 145, 182, 
254, 269, 305, 342, 365, 369, 379, 580, 
708-709, 732, 735, 762, 781-782, 786, 
851-852 
Address, 262 
admittance, 459, 473-476, 479-481, 503-505, 513, 
569-574, 591-592, 625-626, 650, 806, 1040 
Ah rating, 77, 99, 105, 156, 1040 
Alpha, 771, 822, 1040 
Alternating current, 60, 97, 341-400, 430, 444 
Alternating voltage, 342, 386 
Alternation, 342-343, 347-348, 386, 720, 722, 730, 
762, 789, 947 
Alternator, 341, 351, 363-367, 370, 388, 392, 1040, 
1042, 1046-1047 
AM (amplitude modulation), 647 
carrier frequency, 647 
envelope, 647 
AM broadcast band, 647 
AM receiver, 647 
AMI, 1029-1031 
ammeters, 55, 61, 72-73, 178, 196, 218, 579 
Ampere-hour rating, 97, 99-100, 112 
amperes, 2, 8, 19, 38, 40, 50, 66-67, 70, 79-80, 82, 
86, 91, 99, 105, 109, 210-212, 308, 323, 
330, 503, 519, 1044-1045 
Amplification, 645, 768-769, 776-777, 786, 819-820, 
830, 838, 952, 1040, 1043, 1048 
Amplifier, 7, 58, 70, 86, 97, 134, 144-145, 202, 251, 
262-263, 289, 402, 439-440, 442, 444, 452, 
459, 489-490, 500-502, 510-511, 645-648, 
770, 776-782, 784-788, 791-792, 802-811, 
813-817, 819-820, 822-823, 825-826, 
828-831, 835-875, 879, 881-885, 892-893, 
900, 908, 914-915, 917, 927-939, 941, 943, 


948, 952-959, 962-963, 975-976, 980-982, 
986, 998-999, 1001, 1003-1004, 1030, 
1040-1042, 1044-1047 
audio, 58, 144, 262, 646-648 
averaging, 877, 881, 883-885, 914-915, 917, 1040 
class A, 768, 773, 779, 786, 791, 802, 815-816, 
819-820, 822-823, 825, 830, 838, 1041 


class B, 768, 786-788, 791, 802, 819-820, 822-823, 


826, 831, 838, 1041, 1046 
common-base, 786, 802, 819, 841 
common-collector, 768, 773, 784, 786-787, 802, 

820, 823, 1041-1042 
common-drain, 768, 802, 805, 819-820, 1041 
common-emitter, 768, 773, 779, 786, 802, 819-820, 

823, 1041 
common-gate, 802, 819 
common-source, 768, 802-804, 806, 819-820, 1041 
complementary, 787 
differential, 835, 837-847, 850, 853-854, 865-868, 

873-874, 928-930, 937, 948, 952, 

954-956, 981-982, 1041-1042, 1044 
distortion, 787-788, 791, 808-809, 831, 847, 862, 

915 
D-MOSFET, 802-804, 819, 828 
emitter-follower, 784-785, 787, 805, 826, 830, 1042 
E-MOSFET, 802-803, 819, 828 
instrumentation amplifier, 927-932, 955-956, 958, 

962-963, 975-976, 980, 982, 1004, 1044 
inverting, 835-836, 846, 850-857, 859-860, 862, 

864-867, 879, 881, 908, 915, 928, 939, 

941, 948, 952, 975, 998-999, 1030, 1044 
isolation, 927, 932-937, 952-958, 963, 973, 1001, 

1042, 1044 
large-signal, 847 
linear, 779, 786-787, 792, 817, 822, 835-836, 

851-852, 864, 948, 973, 1001, 1044, 

1046 
logarithmic, 976, 1042 
noninverting, 808, 835-836, 846, 848, 850, 

852-862, 864-867, 874, 879, 908, 915, 

928-929, 1045 
op-amp, 807, 835-839, 844-869, 871, 873-875, 

877, 879, 881-885, 892-893, 900, 908, 

914-915, 927-939, 941, 943, 948, 

952-959, 962-963, 975, 986, 1004, 

1041-1042, 1044-1045 
operational, 145, 490, 646, 835-875, 927-928, 

937-938, 955-957, 959, 963, 1045 
operational transconductance, 927, 937-938, 

955-957, 959, 963, 1045 
operational transconductance amplifier (OTA), 927, 

937-938, 955-956, 1045 
power, 7, 58, 86, 97, 134, 145, 202, 262-263, 402, 

439-440, 452, 459, 489, 510-511, 

785-787, 791, 809, 814, 819-820, 822, 

826, 829, 837, 842-843, 847, 849, 

863-864, 867, 874, 908, 932, 934, 

955-957, 963, 1001, 1040-1042, 

1044-1047 
push-pull, 786-788, 791, 826, 831, 835, 837-838, 

873, 1046 
scaling, 877, 881, 884-885, 914-915, 917, 1047 
small signal, 806, 873, 930, 957, 973 
source-follower, 805 
summing, 877, 881-885, 914-915, 917, 952, 1047 
transformer-coupled, 645, 935, 973 
transistor, 58, 134, 145, 289, 442, 768, 770, 773, 

776-777, 780-781, 785, 787-788, 

791-792, 807, 810, 814-817, 819-820, 

822, 825-826, 831, 835, 845, 860, 868, 

908, 914-915, 957, 1040-1042, 

1044-1047 
tuned, 645-648, 810-811 
two-stage, 813 
voltage-follower, 835, 852, 854, 857-860, 862, 

865-867, 874, 948 

Amplitude, 341, 346, 348, 354, 356-358, 370-373, 


376-378, 384-388, 392, 394, 396, 398, 430, 
442, 467, 483-484, 502, 536-537, 569, 612, 
617, 620-621, 623, 647-648, 661-662, 
664-665, 678, 680-681, 696-699, 721, 763, 
809, 823, 830, 841-843, 862, 878, 887, 
895-896, 933-934, 941-942, 957, 963, 990, 
1030-1031, 1043-1044 
Amplitude modulation, 647, 933-934, 960 
Analog, 54-56, 58-61, 69-70, 107, 119, 149-150, 156, 
178, 208, 247-248, 277, 311, 314, 375, 
377-378, 383, 398, 750, 817-818, 881, 
986-993, 1000-1001, 1003, 1005, 
1007-1008, 1023-1031, 1036, 1040-1041, 
1045-1046 
Analog multimeter, 56, 60-61, 69-70, 150, 247-248, 
277 
Analog multiplexer, 1003 
Analog oscilloscope, 378, 383 
Analog signal, 968, 986, 990-992, 1000-1001, 1003, 
1007, 1029 
Analog-to-digital converter, 119, 156, 377-378, 
817-818, 968, 986, 989-990, 1000-1001, 
1003, 1025 
Analog-to-digital converter (ADC), 377-378, 986, 
989-990, 1000, 1003 
AND gate, 818, 822, 831, 994 
Angle, 59, 305, 325, 351, 353-358, 386, 389, 391, 
459-471, 473-474, 476-490, 503-505, 
507-511, 513, 557-570, 572-577, 579-581, 
590-592, 594-595, 598-599, 603-607, 609, 
616, 625-628, 636, 649-652, 656, 850, 996, 
1045-1046 
Angular measurement, 341, 351-353, 355, 387, 391, 
1046 
Anode, 32-34, 413, 716-717, 724-725, 762, 994-996, 
1040 
Anode current interruption, 995 
Antenna, 645-648, 1043 
Antimony, 708-709, 756, 764 
Aperture jitter, 986, 988-989, 1040 
Aperture time, 986, 988-989, 1003, 1007, 1040 
Apparent power, 459, 485-489, 503-505, 510-512, 
578-580, 590, 592-593, 596 
capacitor, 485-486, 503, 505, 510-512, 580 
total, 485-489, 503-505, 511, 578-580, 590, 592, 
596 
applications, 1-2, 27-28, 34, 36, 41, 47, 50, 52, 77, 
86-87, 97, 144-145, 182, 185-186, 251, 262, 
304-305, 310-311, 332, 365-367, 369, 377, 
411, 413, 433, 452, 455, 489, 514, 517-520, 
543, 554, 596, 599, 617, 644-645, 647, 656, 
699, 703-765, 767-833, 845-846, 850-851, 
930-932, 950-951, 955-957, 973, 1001, 
1035, 1037 
electronic circuits, 2, 97, 229, 728-729, 994, 997 
electronic systems, 97, 489, 603, 728 
Arbitrary waveform generator, 346-347 
Arctangent, 462 
Arsenic, 708 
ASCII, 1031 
Assembler, 798 
Atom, 24-30, 37, 64-67, 72, 704-705, 708-709, 711, 
714, 753, 756, 762, 1040, 1043-1048 
Atomic number, 25-26, 28, 66, 72, 1040 
atoms, 24-30, 35, 40, 72, 115, 299, 703-709, 755, 762, 
1044-1045 
Attenuation, 381, 490, 807-810, 823, 829, 831, 853, 
856, 858, 867, 891-892, 916, 957, 984, 1040 
Audio, 58, 144, 262, 313-314, 646-648, 913 
Audio amplifier, 58, 144 
Automotive application, 186 
Autotransformer, 1040 
Avalanche breakdown, 735-736, 752 
Avalanche effect, 714 
Average value, 347, 350, 363, 372, 374, 376, 386, 
388-389, 393-394, 583, 667-668, 670, 675, 
677, 700, 719-722, 728, 754, 758, 791, 957, 
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1040, 1042 

Averaging amplifier, 877, 881, 883-885, 914-915, 917, 
1040 

AWG (American wire gauge), 52-53, 118, 1040 


B 
Back emf, 328, 330-331, 336, 340, 369, 1040 
Balanced bridge, 229, 249-251, 253, 276, 281, 1003, 
1040 
Balun, 1040 
band frequencies, 619 
Bandwidth, 459, 493, 503, 506, 510, 583, 593, 
617-620, 622, 624-625, 632, 638-641, 
643-645, 647-651, 653-654, 656, 849, 851, 
865-866, 873, 901, 904-905, 931-932, 958, 
1040, 1047 
parallel resonant circuits, 638, 647 
Bar graph, 55, 58 
Barrier potential, 703, 710-712, 714-718, 721, 
753-757, 762, 771, 831, 1040 
Base, 2, 17, 42, 145, 380, 424, 445, 592, 768-782, 
784-788, 792-794, 815-822, 824-825, 
829-831, 833, 840-841, 845, 868, 908-910, 
940, 1040-1042, 1045 
numbers, 2, 17, 940 
time, 380, 424, 445, 592, 788, 1040-1042, 1045 
Base bias, 771, 776, 787 
Base current, 771, 773-774, 776-777, 779, 792-794, 
802, 821-822, 824, 831, 910, 1040 
Base voltage, 771-772, 777, 788, 815, 820, 831 
Base-collector junction, 769, 774-776, 782, 792, 829, 
831, 833 
Base-emitter junction, 769, 771, 774, 777, 792, 816, 
822, 830-831, 910, 940 
batteries, 32-34, 37, 62, 64, 77, 92, 97, 99, 105, 110, 
112, 115, 132-134, 145, 158-159, 163, 167, 
413, 753, 1040, 1042 
cells, 32-34, 37, 64, 145 
lead-acid, 32, 34 
Battery, 24, 32-35, 48-49, 56, 58, 62, 64, 66-67, 72, 
75, 80, 86, 92, 95-97, 99-100, 105, 108, 
111-113, 119, 127, 131-134, 139, 148, 
156-157, 159, 188, 190, 195, 203, 273, 275, 
288, 332-333, 403, 406, 411, 448, 523, 
549-550, 717, 737, 1040-1041 
Battery charger, 67 
Beta, 771, 777, 820, 822, 1040 
dc, 771, 777, 820, 1040 
B-H curve, 317, 319 
Bias, 134, 145, 440, 442, 494, 502, 703, 710-718, 736, 
738-739, 741, 752-757, 762, 764, 768-771, 
773, 776-777, 779, 784, 787-788, 791, 794, 
798, 800-803, 815, 817, 819-821, 825, 830, 
839-840, 845-846, 865-866, 869, 878, 893, 
923, 931, 937-943, 955-957, 959, 963, 
1045-1046 
base, 145, 768-771, 773, 776-777, 779, 782, 784, 
787-788, 794, 802, 815, 817, 819-821, 
825, 830, 840, 845, 910, 940, 1040 
BJT, 768-770, 773, 784, 794, 802, 819-820, 825, 
830 
clamper, 955, 957 
diode, 703, 710-718, 736, 738-739, 741, 752-757, 
762, 764, 788, 940, 955-957, 963, 1040, 
1043, 1045-1046 
drain-feedback, 800-801 
emitter, 752, 768-771, 773, 776-777, 779, 782, 784, 
787-788, 802, 815, 817, 819-821, 830, 
839-840, 845, 910, 940, 1040 
forward, 703, 710-713, 715-718, 736, 739, 
752-757, 762, 764, 770, 773, 776-777, 
802, 830, 840, 893, 1043 
forward-reverse, 770, 773, 830 
JFET, 768, 794, 798, 801-803, 819-821, 893 
LED, 703, 739, 741, 752-753 
reverse, 703, 710, 712-718, 736, 738-739, 741, 
752-757, 762, 770, 773, 782, 794, 798, 
802, 819-820, 830, 1043, 1045-1046 
self, 755, 794, 798, 802, 821, 956, 963 
voltage-divider, 442, 494, 771, 773, 777, 784, 794, 
801, 803, 830 
zero, 494, 713, 715, 717, 754, 776, 782, 788, 794, 
800, 803, 840, 845-846, 866, 873, 878, 
893, 957 
Bias current, 771, 845-846, 850, 865-866, 869, 873, 
878, 923, 937-943, 955-957, 963, 1045 
Bias voltage, 134, 440, 442, 494, 502, 712-717, 
738-739, 753, 755, 771, 787, 821, 839-840, 
939-940, 955, 963, 1046 
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Biasing, 289, 703, 710-711, 728, 769-770, 788, 791, 
794, 798, 800-801, 805, 816, 818 
BJTs, 769 
FETs, 794, 798 
Binary, 315-316, 441, 930, 989-993, 1046 
data, 315-316, 441, 989 
digit, 1046 
information, 441 
number, 990, 992-993, 1046 
point, 441, 991-992, 1046 
Bipolar, 768-770, 773, 794, 802, 805, 818-820, 
822-823, 830, 1040-1041 
Bipolar junction transistor (BUT), 768-769, 794, 
818-819, 1041 
Bit, 199-200, 213, 232, 266-268, 315-316, 990, 993, 
1029 
Bleeder current, 229, 242, 244-246, 276, 1041 
Bode plotter, 614, 643-644 
Body resistance, 15, 153 
Bohr model, 25 
Bonding diagram, 705-706 
Boron, 304, 708-709, 756, 764 
Branch, 126, 178-180, 182, 185, 187-191, 193-201, 
203-207, 213-215, 218, 220, 225-227, 230, 
236-238, 244, 265, 269, 275, 278, 280, 
286-287, 292, 453, 477, 480, 509, 573-574, 
576-577, 585, 592, 595-596, 627-628, 
630-632, 635, 654-655, 812, 1041 
Breadboard, 691, 1035-1037 
Breakdown, 406-409, 411, 444, 703, 710, 714-716, 
719, 735-737, 742, 752-754, 756, 774-775, 
948, 999, 1048 
avalanche, 714, 735-736, 752 
zener, 703, 714, 735-737, 742, 752-754, 756, 948, 
977, 1048 
Breakdown region, 735-736, 742, 775 
breakdown voltage, 406-409, 444, 715-716, 719, 
735-736, 806, 977, 999 
bridge network, 281 
Bridge rectifier, 703, 726-728, 746, 748, 752-754, 756, 
759, 763, 913, 1041 
Broadcast band, 647-648 
Brush, 329-330, 364, 388 
Buffer, 784, 854, 940, 999 
Burst, 383, 395, 691 
Bus, 54 
Bypass capacitor, 440-441, 452, 779-782, 786, 802, 
815, 823, 830-831, 833 


Calculator solution, 184 
calculators, 5, 183-184, 351, 356, 462 
Candela, 8 
Capacitance, 8, 321, 381, 402-421, 423, 429-433, 
437, 439-442, 444-451, 454, 459-460, 485, 
494, 518, 520-521, 523, 525, 651, 712-713, 
719, 738-739, 742, 753-754, 759, 763, 798, 
811, 821, 890, 984, 1041, 1043 
input, 381, 437, 439-440, 442, 444, 459, 494, 719, 
742, 753-754, 759, 763, 798, 821, 890, 
989, 1041, 1043, 1046 
output, 381, 433, 439-440, 442, 444, 719, 738-739, 
742, 753-754, 759, 763, 821, 890, 984, 
989, 1041, 1043, 1046 
reverse transfer, 806 
stray, 520-521 
transition, 1043, 1046 
varactor, 413, 712, 738-739, 742, 753-754, 759, 
763 


Capacitance meter, 414 

Capacitive coupling, 933 

Capacitive reactance, 402, 429-434, 436, 440-441, 
445, 447-448, 452, 460-465, 467, 470, 
473-476, 479, 481, 485, 487, 491, 493, 498, 
500, 513, 604-606, 1041 

Capacitive susceptance, 459, 473-476, 503-504, 513, 
625, 1041 

Capacitor, 402-437, 439-442, 444-455, 460-461, 465, 
467-469, 471, 473-474, 477-478, 480, 
485-486, 490-491, 494-500, 502-503, 505, 
507, 510-512, 514, 527, 540-541, 544, 553, 
558, 583, 608, 633-634, 645, 654, 660-677, 
688-694, 698-699, 703, 712, 729-733, 735, 
738-739, 744-745, 747-748, 752-754, 759, 
763, 779-782, 786, 796, 805, 811-813, 
815-816, 825, 830-831, 833, 860, 885-891, 
893, 896-897, 917, 923-924, 933-934, 
944-945, 949, 984, 1001, 1011-1015, 1036, 
1041-1042, 1046 


bypass, 402, 437, 440-441, 445, 452, 779-782, 
786, 802, 815, 823, 830-831, 833, 1041 
ceramic, 406-414, 444, 449-450, 1012 
charging, 402-403, 415, 421-425, 430, 439, 441, 
444-447, 498, 527, 583, 660-664, 
666-667, 671-672, 730-731, 752, 763, 
886-889, 896, 923, 949, 1041, 1046 
coupling, 402, 437, 439, 441-442, 444-445, 455, 
494, 500, 502, 510-511, 645, 667, 779, 
815-816, 823, 833, 933, 1041 
decoupling, 402, 440-441, 445, 455, 823, 
1041-1042 
electrolytic, 409, 411-414, 421, 444, 450, 454, 733, 
913 
fixed, 409, 414, 423, 430-431, 446, 454, 527, 553, 
661-663, 825, 984, 1001, 1041, 1046, 
1048 
mica, 406, 408-410, 412-413, 444, 449, 1012 
plastic-film, 409, 411-412, 444 
polarized, 411, 413-414, 454, 1041 
tantalum, 409, 413, 444 
trimmer, 413, 1048 
variable, 407, 409, 413-414, 454, 553, 645, 662, 
668, 732-733, 735, 738-739, 753-754, 
763, 825, 1007, 1013, 1046 
Capacitor charging, 763, 887 
Capacitor filter, 439, 730 
Capacitor labeling, 409, 414 
capacitors, 16, 401-457, 459, 490, 511, 533, 538, 
543-544, 645-647, 655-656, 677, 691, 728, 
732, 756, 773, 779-780, 789, 811, 831, 848, 
913, 933-935, 1012 
electric field, 402, 406, 408, 435, 444-445, 756 
in series, 415-418, 422, 431-432, 444, 447-448, 
450, 544, 811 
instantaneous values, 424, 533 
labeling, 409, 414 
measurement, 409, 414, 442-444 
standard values, 691 
transients, 440, 455 
types, 402, 407, 409, 411, 413-414, 421, 437, 
440-442, 449-450, 454, 459, 490, 
543-544, 645, 779, 811, 831 
Capacity, 33-34, 97, 99, 105, 408, 454, 1040 
Carbon, 33-34, 41-42, 67, 103-104, 307 
Carbon-composition resistor, 41 
Carrier, 647, 703, 713-714, 739, 752-753, 762, 836, 
1044 
Carrier frequency, 647 
Carry, 28, 54, 111, 414, 544 
Cathode, 32-34, 377, 413, 716, 724-725, 944, 
994-995, 1041 
Cell, 24, 32-35, 48, 62, 65-67, 72-73, 85-86, 99, 111, 
134, 145, 253-254, 291, 863, 951, 1027, 
1030, 1043-1045 
cells, 32-35, 37, 47, 64, 145, 253-254, 704 
fuel, 34-35, 37, 64 
photoconductive, 47 
primary, 33-34 
secondary, 34 
solar, 35, 704 
Center frequency, 904, 916, 921 
Center tap, 723, 1041 
Center-tapped full-wave rectifier, 723, 725, 764 
Center-tapped rectifier, 746, 754, 756, 758 
Center-tapped transformer, 723, 758 
CGS (centimeter-gram-second), 302 
CGS system, 8 
Channel, 202, 378-380, 384-385, 395, 440, 442-444, 
483, 501-502, 544, 715, 794-803, 819-823, 
827-828, 831, 833, 913, 973, 982, 1042, 
1044 
Characteristic curve, 38-39, 715, 717-718, 735-737, 
757, 774, 995 
collector, 774 
ideal, 38, 717, 737 
Charge, 8, 16, 24-32, 34, 37-38, 40, 64-67, 72, 96, 
299, 402-407, 413, 415, 419, 421-430, 435, 
437, 439, 444-452, 454, 496, 660-666, 
672-674, 685-686, 689, 692-694, 698, 700, 
708, 710-711, 730, 753, 770, 798, 886, 893, 
897, 944-945, 949, 1041-1042, 1044-1045 
Charge carrier, 753, 1044 
chassis ground, 54 
Chemical stability, 705 
Chip, 41-42, 410-411, 740, 753, 835-836, 1028 
Chip resistor, 41-42 
Choke, 517-518, 543-544, 554, 1041 
RF, 544, 554 
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chokes, 544 
circuit analysis, 128, 190, 229, 235, 262, 264, 473, 
629 
Circuit breaker, 15-16, 24, 50-52, 55, 64-65, 73, 101, 
207, 221, 1041 
circuit breakers, 50-52, 67, 336 
Circular mil, 52, 66, 1041 
circular mils (CM), 54 
Clamper, 927, 944-946, 955, 957, 1041 
ampers, 944, 955 
ass A amplifier, 768, 773, 779, 791, 815-816, 819, 
822-823, 838, 1041 
ass B amplifier, 768, 786-787, 791, 819-820, 
822-823, 838, 1041, 1046 
ass B amplifier operation, 787 
lear, 42, 179, 233, 305 
ipping, 16, 154, 497, 586, 755, 816, 847, 862, 872 
lock, 89, 369, 1029 
losed circuit, 24, 48-49, 55, 64-65, 73, 1041 
losed loop, 136, 809, 821, 831, 1041, 1044 
losed-loop voltage gain, 835, 851-856, 858-859, 865, 
908, 916, 930 
CMRR, 835, 838, 842-844, 847-850, 864-869, 
873-874, 931, 937, 955, 957, 962, 1041 
Coaxial cable, 1040 
Codes, 42, 45, 48, 124, 414, 989-990, 1000-1001, 
1012, 1031 
Coding, 1011-1015, 1029 
coefficient of coupling, 1041 
Coil, 42, 298, 300, 308-315, 317-319, 321-323, 325, 
327, 330-339, 517-521, 523, 527-528, 540, 
542, 545-550, 553, 583, 598, 618, 621, 
627-631, 633-634, 636-638, 642-643, 651, 
654-655, 681, 693, 984-985, 1040-1041, 
1043-1044, 1048 
Cold junction, 968-969, 1001, 1041 
Collector, 92, 768-782, 784, 786-787, 792-794, 802, 
815-818, 820-825, 829-831, 833, 839-840, 
910, 922, 999-1000, 1040-1042 
Collector current, 771, 773-777, 779, 792-794, 802, 
815, 822, 824, 922, 1040 
Collector leakage current, 775 
Collector resistance, 830 
Color code, 40, 42-44, 48, 109, 498, 586, 1012, 1041 
color coding, 1011-1015 
Colpitts oscillator, 807, 810, 819 
Common, 4, 8, 13, 28, 31-32, 36, 39, 41, 45, 48, 
51-52, 54, 61, 65, 87, 134, 148-150, 152, 
154, 157-158, 186, 229, 250, 268, 272, 289, 
292, 314, 327, 329-330, 367, 369, 377-378, 
392, 408-409, 428, 442, 519, 523, 543-544, 
580, 617, 647, 656, 688, 739, 750, 768, 
786-787, 802-806, 819-820, 823, 841-848, 
865-866, 868-869, 927-931, 936-937, 
954-955, 969-970, 1041-1043, 1045-1046 
Common mode, 835, 845, 865, 874, 1041 
Common-base amplifier, 841 
Common-base configuration, 802 
Common-collector amplifier, 784, 786-787, 823, 1042 
Common-drain amplifier, 802, 805 
Common-emitter amplifier, 779 
Common-mode, 835, 838, 841-848, 865-866, 
868-869, 873, 928-931, 936-937, 952, 955, 
962, 973, 1041 
gain, 835, 838, 842-848, 865-866, 868-869, 873, 
928-931, 936-937, 952, 955, 1002, 1041, 
1045 
input impedance, 928, 930, 937, 955, 962 
input voltage, 844-848, 865, 873, 929, 937, 955 
rejection, 835, 838, 842-845, 847, 865-866, 873, 
928, 930-931, 937, 952, 973, 1002, 1041 
rejection ratio (CMRR), 835, 838, 842, 847, 865, 
931, 1041 
Common-mode gain, 842-844, 847-848, 865-866, 
868-869, 929 
Common-mode input, 838, 841, 844-847, 868, 873 
Common-mode input resistance, 846 
Common-mode operation, 842 
Common-mode rejection, 835, 838, 842-845, 847, 
865-866, 873, 928, 931, 937, 952, 973, 
1002, 1041 
Common-mode rejection ratio (CMRR), 835, 838, 842, 
847, 865, 931, 1041 
Common-mode signals, 842, 847, 865, 873, 929, 
936-937, 1045 
Common-source amplifier, 802-803 
Communication systems, 469, 544, 621, 644 
Communications, 34, 300, 459, 544, 588, 738 
Commutator, 324-325, 327-329, 336, 339, 366 
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Comparator, 851, 877-878, 880-881, 894-896, 907, 
914-917, 949, 993, 997-1000, 1006, 1008, 
1025, 1030-1031, 1048 
Compensation, 381, 860-861, 972-973, 977, 
1001-1002, 1041 
input offset voltage, 860-861 
Composite waveform, 375, 387, 1043 
Computer memories, 437, 441 
computers, 34, 97, 99, 437, 583, 936, 968, 998 
Conditions for oscillation, 807-809, 831, 892-893 
conductance, 8, 24, 40, 42, 65-66, 182-183, 206-207, 
214, 473-476, 504-505, 513, 570-572, 591, 
625, 1021, 1041, 1047 
Conductance (G), 182, 473-475, 570-571, 625, 1041 
Conduction angle, 996 
Conduction band, 705-708, 714, 739, 755, 762, 764 
Conduction electron, 708 
Conductivity, 307, 708, 752, 797 
conductors, 15, 28, 48, 53, 66, 148, 152, 154, 186, 
321, 369, 387, 398, 520, 707, 1047 
insulators, 28, 66, 707 
semiconductors, 28, 66, 707 
Constant-current limiting, 922 
Constant-current region, 39 
Constant-current source, 950-951 
Contact resistance, 178, 210-211 
Control element, 907-908, 910-911, 913-915, 923, 
1047 
Controller, 186, 329, 817, 863, 977, 996, 1046 
Conventional current, 755 
Conversion, 9, 34, 77, 90-91, 95-96, 111, 115, 388, 
436, 478, 485, 527, 541, 547, 578, 628, 756, 
967-1008, 1020, 1030, 1041, 1043, 
1045-1046 
conversions, 1, 9, 19-20, 386, 405, 625, 992 
Converter, 119, 156, 377-378, 643, 686-687, 817-818, 
881, 950-951, 963, 968, 986, 989-990, 
1000-1001, 1025 
Converters, 98, 927, 950, 962-963, 998 
copper, 27-28, 32-33, 53-54, 65, 67, 72, 113, 118, 369, 
411, 519-520, 707, 957, 969-971, 973, 1002, 
1004, 1041 
Copper-zinc battery, 32-33 
Core, 27, 187, 298, 307-308, 310-311, 313, 317-319, 
325, 327, 333, 337, 339, 365, 519-520, 523, 
543-544, 547-550, 1041 
Coulomb, 8, 24, 29, 31, 38, 40, 64-67, 72, 404, 1041 
coulomb (C), 24, 65-66, 404, 1041 
Counter, 330, 482, 491-492, 582, 741, 749-751 
Coupling, 379-380, 384-385, 402, 437, 439, 441-442, 
455, 489, 494, 500, 502, 510-511, 645-646, 
667, 773, 779, 815-816, 823, 833, 848, 955, 
1041, 1044 
Covalent bond, 705 
Covalent bonding, 704 
Critical frequency, 650, 899-905, 916-917, 923, 
952-953, 1023, 1025, 1043, 1046 
Crossover distortion, 787-788, 791, 831 
crossover networks, 646 
Crystal, 58, 705-709, 755-756, 762, 807, 811-813, 
819, 831, 985, 1041, 1045 
Crystal oscillator, 807, 811-813, 831 
current, 2, 7-8, 14-15, 17-18, 21, 23-75, 77-87, 90-92, 
95-100, 102-115, 119-120, 122-123, 
126-132, 135, 138-140, 146-149, 152-159, 
162, 167-172, 178-179, 182, 186-187, 
190-201, 203-205, 207-215, 217-227, 
229-232, 237-238, 242-246, 250-251, 
255-256, 259-262, 264-269, 271, 274-278, 
280-281, 283, 285-287, 291-292, 304-306, 
308-319, 321-325, 327-340, 341-400, 407, 
419, 421-424, 429-431, 433-437, 439, 
444-448, 459-461, 463-469, 474, 476-478, 
480-484, 486-488, 495-496, 498, 502-505, 
507-509, 511, 517-523, 526-531, 533-552, 
554, 557-564, 570, 572-574, 576-577, 
579-581, 583, 585-586, 590-592, 595-598, 
604-614, 616-619, 625-633, 636-639, 643, 
649-657, 677-678, 680, 682-683, 693, 
707-719, 726-730, 732-738, 740-744, 
746-747, 755-756, 758-759, 762-764, 
768-771, 773-777, 779, 782-786, 789-795, 
797-804, 815, 818-822, 824, 826, 830-831, 
837, 845-846, 849-850, 865-866, 881, 
889-890, 906-910, 912, 918-919, 922-923, 
927, 937-943, 959, 962-963, 972-975, 977, 
999-1002, 1036, 1040-1048 
ampere-hour rating, 97, 99-100, 112 
ampere-turn (At), 298, 308, 334 


bias, 502, 703, 710-718, 736, 738, 741, 752-753, 
755-756, 762, 764, 768-771, 773, 
776-777, 779, 782, 784, 791, 794, 798, 
800-803, 815, 819-821, 830, 845-846, 
865-866, 869, 878, 923, 931, 937-943, 
955-957, 959, 963, 1045-1046 

bleeder, 229, 242, 244-246, 276, 1041 

constant, 31-32, 36, 38-39, 53, 65, 78-81, 96-97, 
106, 182, 209, 211, 298, 325, 330-331, 
336, 348, 351, 366-367, 386, 388-389, 
398, 407, 421, 423-424, 429-431, 439, 
444-448, 452, 455, 505, 517, 526-531, 
534-537, 545-548, 551-552, 563-564, 
581, 583, 592, 606, 612, 618, 661, 
677-678, 682-683, 728-730, 732-733, 
735-738, 743, 747, 752-753, 756, 763, 
774-775, 822, 886-887, 889-890, 
906-909, 922-923, 938, 941-942, 963, 
973-975, 1000, 1041-1042, 1045-1048 

conventional, 741, 755, 937 

current divider, 178, 197, 213, 1042 

dark, 58, 74, 86, 730, 741, 751, 756, 763 

electron, 24-30, 64-66, 72, 95, 306, 309, 324, 336, 
377-378, 422, 707-711, 713-714, 716, 
741, 753, 755-756, 762, 764, 818, 
1042-1043, 1045-1046 

electron and hole, 707 

holding, 995-996, 999 

hole, 703, 707-711, 713, 741, 753, 755-756, 762, 
764, 818, 1043, 1046 

induced, 298, 304, 315, 319, 321-322, 324-325, 
333-336, 338-339, 368, 392, 517-518, 
520-523, 526-528, 530-531, 540, 
546-548, 550, 583, 682-683, 1043-1044 

leakage, 407, 414, 421, 423, 436-437, 445, 496, 
511, 741, 775, 792, 798, 1007 

left-hand rule, 306, 333 

load, 24, 32, 35, 38-39, 48-49, 64-65, 71, 73, 97, 
99-100, 105-106, 111-112, 115, 132, 193, 
195, 207-209, 229, 242-246, 255-256, 
259-262, 264, 274-278, 281, 283, 287, 
291-292, 321, 328, 330-331, 338, 367, 
369, 505, 542, 579-581, 643, 654, 
722-723, 727-730, 732-735, 752-753, 
758-759, 762-763, 773, 790, 822, 826, 
837, 906-910, 922-923, 950-951, 957, 
959, 962-963, 994, 996-997, 1020-1021, 
1040-1044, 1046-1048 

measuring, 24, 47, 56, 58, 61, 65, 70, 100, 102, 
113, 148, 153, 194, 204, 251, 277-278, 
305, 341, 381, 384, 398, 502-503, 545, 
564, 972, 980, 1045 

parallel resistive circuits, 229, 280 

probe, 36, 378-379, 381, 383, 398, 444, 483, 498, 
598, 1036, 1045 

rotor, 325, 327-329, 334, 336, 339-340, 351, 
363-370, 386-389, 392, 397-398, 1040, 
1043, 1046-1047 

series-parallel resistive circuits, 229, 280 

shunt, 178, 208-211, 324, 327-328, 331, 338, 910, 
912, 922-923, 1047 

source, 15, 24, 29, 31-32, 35-36, 38-39, 48-49, 54, 
57, 62, 64-67, 69, 71, 73, 75, 85, 97-99, 
105-110, 112-113, 123, 126, 128-130, 
132, 135, 138-140, 146-147, 149, 
152-153, 155, 157-159, 162, 179, 182, 
186, 191-194, 199-200, 203, 214-215, 
217-218, 221, 229-232, 243-244, 250, 
255-256, 261-262, 264-269, 271, 274, 
276-278, 280-281, 285, 287, 292, 309, 
327-328, 359-361, 363, 368, 370, 
388-389, 394, 414-415, 419, 429-430, 
433, 435-437, 446-447, 452, 460-461, 
463-464, 466-467, 469, 474, 477-478, 
482-483, 486-488, 495-496, 502-503, 
541-545, 548-549, 558-564, 572-574, 
590-592, 598, 604-606, 626, 651-652, 
714, 728, 764, 797-800, 802-804, 
818-822, 830-831, 972-973, 1018-1021, 
1036, 1040-1048 

superimposed, 361, 394, 439, 483 

surge, 729, 756 

switching, 421, 517, 526, 531, 543-544, 581, 583, 
598, 768-769, 792-793, 820, 831, 878, 
923, 994, 997, 1001, 1007 

zener test, 736-737 


Current gain, 768, 771, 776, 782-786, 820-822, 830, 


938, 956, 1042, 1045 


Current limiting, 82, 330, 733, 922-923 
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Current source, 24, 38-39, 65, 85, 97, 264-265, 268, 
278, 937, 950-951, 972-973, 1018-1019, 
1042 

dependent, 278, 937 
independent, 97, 972 

Current tracer, 207 

Current-limiting, 131-132, 738, 910 

Current-to-voltage converter, 643, 950-951 

Cutoff, 459, 493, 503-504, 506, 510, 583, 593, 
618-620, 623, 625, 639-640, 649-651, 
653-654, 756, 768, 773-776, 779, 786-789, 
792-793, 797, 806, 815-816, 820-823, 829, 
831, 901, 973, 1042-1043, 1047-1048 

cutoff frequencies, 618-620, 623, 625, 639-640, 649, 
651, 653-654, 1040 

Cutoff frequency, 459, 493, 503-504, 506, 510, 583, 
593, 619, 640, 649-650, 973, 1042-1043 

Cutoff region, 774-775, 792 

Cutoff voltage, 792, 797, 806, 1048 

Cycle, 341-347, 350-353, 355-356, 362-364, 370, 
372-373, 376-377, 382-392, 394, 396-398, 
435-436, 438-439, 477, 485, 531, 534, 
540-541, 573, 578, 592, 611, 692, 721-723, 
726-728, 730-731, 746, 752-753, 762, 773, 
786-787, 791, 806, 816, 819-820, 823, 913, 
933-934, 944-945, 992, 996-997, 999-1000, 
1007, 1025, 1027, 1040-1043 


D 
Dark current, 741, 751, 756, 763 
Data, 1, 11, 301, 315-316, 378, 441, 737, 800, 802, 
806-807, 847, 849, 857-858, 928, 973, 989, 
1028-1031, 1036 
Data acquisition, 928, 1036 
Data sheet, 737, 800, 804, 806-807, 845, 858 
dB, 603, 617, 619-620, 649-650, 657, 783, 806, 
842-844, 848-849, 866-868, 898-905, 
914-915, 917, 931, 1042, 1045 
dB measurement, 617 
dBm, 60-61, 69-70, 150, 383 
dc biasing, 289 
de circuits, 24, 359-360, 421, 423, 451, 455, 459, 480, 
526, 551, 554 
DC generator, 298, 324-328, 335, 338-339, 363, 366, 
397, 1042 
DC load line, 773, 776 
DC motor, 298, 328-331, 335 
DC operating point, 830 
DC power supply, 98, 208, 210, 212, 283, 437-439, 
445, 703, 719, 729, 742-743, 750, 753, 756, 
934, 1042 
DC resistance, 520 
DC restorer, 955, 963, 1041 
DC supply, 440, 500, 751, 771, 782, 807, 809, 
814-815, 818, 820, 836, 847, 864, 934, 
939-941, 954, 957, 1045 
DC supply voltage, 440, 500, 751, 771, 782, 807, 809, 
814-815, 820, 864, 957, 1045 
DC value, 686, 776, 957 
Decade, 898, 900-904, 914-915, 1042, 1045 
Decibel (dB), 603, 619, 649, 1042 
decibels (dB), 781, 842 
voltage gain, 781, 842 
Decimal numbers, 2 
Decoupling, 402, 440-441, 445, 455, 823, 935, 
1041-1042 
Delay angle, 996 
Demodulation, 935 
Demodulator, 933, 983 
Depletion, 710-714, 719, 735, 738-739, 741, 752-755, 
762, 768, 774, 794-797, 800, 820, 823, 
827-828, 831, 1042 
Depletion mode, 768, 796-797, 803, 820, 823, 1042 
Depletion MOSFET, 796 
Depletion MOSFET (D-MOSFET), 796 
Depletion region, 710-714, 735, 738-739, 741, 
752-755, 762, 774, 794-795, 827, 1040 
derivative, 692, 914-915, 1042 
sine wave, 1042 
Detector, 144, 316, 647-648, 749-752, 768, 817-818, 
878-879, 907-908, 911, 916, 944, 949-950, 
956, 962-963, 969, 973, 1000-1001, 1046 
Development board, 1023 
Development software, 1023-1025, 1042 
Dielectric, 402-404, 406-413, 422, 435, 444-447, 449, 
454, 456, 738-739, 797, 1042 
air, 406, 408, 449 
glass, 406, 408, 412 
oil, 406, 408 
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paper, 406, 408, 449 
dielectric constant, 402, 407-408, 410, 444-446, 449, 
739, 1042 
dielectric strength, 402, 406-407, 444-445, 1042 
dielectrics, 410 
Difference, 4, 9, 11, 13, 17, 31-32, 48, 50, 55, 59, 64, 
66, 149, 157, 243, 253, 281, 309-310, 
316-317, 369-370, 383, 386-389, 392, 
397-398, 414, 424, 447, 461, 465, 470, 562, 
604, 623, 625, 627-628, 632, 693, 712, 722, 
850-851, 908, 910, 1004 
Differential amplifier, 835, 837-842, 850, 865, 867-868, 
873, 928, 1042 
Differential amplifier circuit, 838 
Differential gain, 842, 844, 866, 868, 929 
Differential input, 838, 841, 843-846, 853, 865, 
873-874, 928-929, 937, 948 
Differential mode, 835, 841, 865, 874, 1042 
Differential voltage, 842-844, 847, 853-854, 865, 918, 
928, 948, 1041 
Diffusion, 710, 755 
Digital, 54-56, 58, 65, 97, 119, 145, 149, 156, 248, 
252, 377-379, 381, 398, 440-441, 498, 586, 
749-750, 768, 817-818, 863, 881, 989-993, 
998, 1000-1001, 1003, 1025, 1029-1031, 
1040-1043, 1045-1046 
Digital codes, 1000-1001, 1040 
Digital multimeter, 55-56, 65, 1037, 1042 
Digital multimeter (DMM), 55, 1037 
Digital oscilloscope, 378-379, 498, 586 
Diode, 28, 58, 130, 366-367, 583-584, 688, 703, 
710-719, 721-726, 728-731, 733, 735-739, 
741-742, 744-746, 748-750, 752-759, 
762-765, 788, 908, 913, 940, 944-945, 
947-949, 955-957, 960, 962-963, 965, 
977-978, 994-995, 997-998, 1040-1046, 
1048 
constant-current, 977 
forward-biased, 711-712, 715-719, 721, 723-724, 
726, 730-731, 735, 739, 755-757, 763, 
944-945, 977, 995 
four-layer, 994, 1048 
ideal model, 717, 719, 737 
light-emitting, 130, 703, 739, 753, 1044 
optical, 749, 835 
pin, 913, 940 
pn junction, 703, 710-715, 735, 738-739, 741, 
752-753, 755-756, 762, 764, 1040, 1045 
practical model, 718-719, 721, 762 
rectifier, 703, 716, 719, 721-726, 728-731, 733, 
735-736, 741, 744-746, 748-749, 
752-756, 758-759, 763-764, 913, 947, 
994, 1041, 1043, 1046 
reverse-biased, 713, 715-719, 722-724, 726, 
730-731, 738, 741, 753, 756-757, 763, 
944, 947-949, 1043-1045 
symbol, 715-716, 719, 735, 739, 741, 978, 994, 
1044 
Diode approximations, 715, 717 
Diode capacitance, 739, 742, 763 
Diode characteristic curve, 715, 735 
Diode drop, 730, 945, 947 
Diode model, 717-718, 756 
complete, 718 
practical, 717-718, 756 
Diode packages, 716 
Diode symbol, 715-716, 719, 735, 978 
diodes, 366-367, 397, 703-765, 788, 835, 913, 944, 
948-949, 957, 1041, 1047 
biasing, 703, 710-711, 728, 788 
characteristics, 367, 703, 710, 714-715, 735, 738, 
753, 757, 762, 788, 1041 
clampers, 944 
covalent bonding, 704 
donor atoms, 708 
doping, 703, 708, 735, 739, 752-753, 755-756 
electron flow, 716 
energy levels, 704, 756 
equivalent circuits, 737 
full-wave rectification, 719, 722 
GaAs, 740 
germanium, 704, 711, 714, 764 
half-wave rectification, 719, 722, 746 
LEDs, 703, 735, 740-741, 756, 763 
majority carrier, 703, 714, 752-753, 762 
minority carrier, 703, 713, 753 
notation, 1047 
PIV, 703, 719, 722, 724-729, 731, 752-754, 
758-759, 762-763 


p-type materials, 762 
rectifiers, 703, 719, 729, 758, 762 
regulator, 366, 703, 728-730, 732-735, 744-745, 
747-748, 750, 753, 759, 913, 1047 
silicon, 703-712, 714, 733-735, 740, 753-756, 762, 
764, 835, 1047 
valence electrons, 704-705, 708-709, 711, 714, 
756, 762, 1041 
Zener diodes, 703, 735-736, 738, 742, 753-754, 
756, 948-949, 957 
Directional, 126 
Director, 519 
discharging, 421-426, 430, 439, 444-447, 583, 
660-662, 664, 666, 669, 671, 730-731, 752, 
763, 890, 896, 923 
Disk, 302-303, 305, 311, 315-317, 322-324, 336, 338, 
410, 450, 456, 983 
Dissipation, 91, 94, 99, 106, 111, 113, 214-215, 227, 
486, 489, 514, 579-581, 599, 837, 912 
Distortion, 381, 581, 667, 787-788, 808-809, 831, 847, 
862, 891, 915, 1048 
Division, 4-5, 60, 379-380, 382-383, 390, 398, 484, 
592 
DMM, 24, 39, 55, 58-59, 61, 65-66, 74, 149-150, 204, 
247, 277, 281, 498, 586-588, 748, 814, 
1036-1037, 1042 
Donor, 708 
Doping, 703, 708, 735, 739, 752-753, 755-756, 1042 
Download, 1024, 1026, 1028 
Drain, 167, 281, 598, 768, 794-803, 805-807, 818-822, 
830-831, 833, 893, 920, 1041-1043, 1048 
Drain-feedback bias, 800-801 
Droop, 986, 988-989, 1007, 1042 
duty cycle, 341, 370, 372-373, 376-377, 384-386, 
388-389, 392, 394, 692, 694, 806, 933-934, 
999, 1027, 1040, 1042 
Dynamic range, 984 
Dynamic resistance, 712, 718 


E 
earth ground, 54, 97, 148 
ECG system, 952, 954 
Effective value, 349, 387, 1042, 1046 
efficiency, 35, 77, 97-100, 105-106, 112, 115, 327-328, 
338, 367, 370, 581, 740, 821, 826, 831, 
1003, 1042 
Electric circuit, 24, 37, 48-49, 54-55, 64-65, 67, 69, 73, 
77, 90-91, 111, 115, 135, 158, 309, 321, 
1041, 1047-1048 
lectric field, 29, 402, 406, 408, 435, 444-445, 633, 
735, 741, 756, 1042-1043 
ectrical isolation, 952, 1042 
lectrical noise, 543-544, 930 
lectrical safety, 1, 14, 21 
lectrical shock, 1, 14, 17, 48, 955, 1042 
lectrical storage, 437 
lectrical units, 1, 7-8, 299 
lectrocardiograph (ECG), 927, 952 
lectrode, 32-33, 41, 409-412, 927, 952, 954, 1013 
jectroluminescence, 739-740, 756 
lectrolyte, 34-35 
ectrolytic capacitors, 409, 411-414, 450, 454, 913 
lectromagnet, 298, 305, 310, 313, 315-316, 322, 
328, 333-334, 365, 370, 397, 1044 
lectromagnetic field, 298, 305-306, 310-312, 
314-316, 323, 333-334, 339, 517-518, 522, 
526, 544, 548, 1042 
Electromagnetic force, 340 
electromagnetic induction, 36, 298, 319, 321-322, 334, 
338-339, 367, 519, 1042 
electromagnetic interference (EMI), 543-544 
electromagnetic theory of light, 299 
electromagnetism, 297-340, 1042 
Electromotive force (emf), 31 
Electron, 24-30, 64-66, 72, 95, 299, 306, 309, 324, 
336, 377-378, 422, 705-711, 713-714, 716, 
741, 753, 755-756, 762, 764, 818, 
1042-1043, 1045-1046 
conduction, 705-711, 714, 753, 755, 762, 764, 
1042 
free, 24-25, 27-28, 30, 64-65, 72, 95, 422, 705-710, 
753, 755, 762, 1042-1043 
valence, 25-30, 64-65, 705-709, 711, 714, 753, 
755-756, 762, 764, 1043, 1045-1046, 
1048 
Electron beam, 377-378 
Electron current, 707, 755, 818 
Electron-hole pair, 705-706 
Electronic, 2, 5, 16, 28, 34, 50-51, 55, 58, 65, 84, 90, 
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97-99, 105, 119, 148, 156-157, 375, 387, 
413, 437-438, 469, 489, 583, 644, 705, 
728-729, 753, 792, 891, 894, 915, 968-969, 
994, 1042, 1046-1048 
Electronic tuning, 738 
electrons, 25-30, 32-35, 37-38, 40, 64-67, 70, 72, 74, 
90, 95-96, 115, 135, 299, 303-304, 403-404, 
421-422, 704-714, 735, 739, 753, 755-756, 
762, 770, 797, 1040-1042, 1044-1045, 
1047-1048 
Electrostatic discharge (ESD), 798 
Element, 25-26, 42, 49, 51, 64-66, 72, 114, 144, 276, 
304, 423, 441, 509, 512, 596, 616, 886, 889, 
891, 897, 907-908, 910-911, 913-915, 923, 
944, 951, 962, 985, 997, 1040, 1042, 1044, 
1047 
Emitter, 740, 749-752, 768-777, 779-782, 784-789, 
792, 802, 805, 815-824, 826, 829-831, 833, 
839-841, 845, 908-910, 940, 1040-1042 
Emitter current, 770-771, 789, 822, 824, 1040 
Emitter-follower, 784-785, 787, 805, 826, 830, 1042 
Encoder, 330, 993 
priority, 993 
Encryption, 250 
Energy, 7-8, 26-27, 29-32, 34-37, 40, 64-67, 70, 72, 
77-118, 132, 135, 319, 328, 341, 367, 
402-403, 406, 408-409, 413, 422, 435-436, 
444-446, 449, 526-527, 540-541, 546-548, 
550, 578-579, 592, 633, 704-709, 711, 714, 
738-739, 756, 762, 764, 807, 842, 
1042-1048 
inductor, 518-519, 526-527, 540-541, 546-548, 
550, 578, 592, 633, 1042-1043, 1046, 
1048 
potential, 31-32, 35, 64, 66, 135, 711, 714, 738, 
756, 762, 764, 1040 
Energy band, 26, 705-706, 709, 1047 
Energy conversion, 77, 91, 95-96, 111, 115, 485, 527, 
547, 578, 592 
Energy diagram, 705-706 
Energy gap, 706-708, 762 
Energy level, 26-27, 96, 135, 707, 739 
Energy levels, 26-27, 704, 756 
engineering notation, 1-2, 5-8, 12-13, 17-21, 1042, 
1044 
Enhancement, 768, 796-797, 800, 802-804, 820, 823, 
828, 831, 833, 1042 
Enhancement MOSFET, 796-797, 802, 831 
Envelope, 647-648 
Equivalency, 229, 254-255, 257, 276, 629, 1047 
Equivalent circuit, 241, 244-246, 254-262, 276, 278, 
283, 291, 324, 327-328, 331, 407, 480, 485, 
496, 502, 520-521, 634, 642, 739, 759, 782, 
907, 1018-1020 
Erase, 316 
Error, 1, 11, 17, 59, 247, 354, 642, 845-846, 865-866, 
911, 971-972, 974, 989-992, 994, 1000, 
1040, 1042 
Error detector, 907-908, 911 
Error voltage, 846, 865-866, 908 
Ethernet, 973 
Event, 15, 685, 744, 747, 990, 1024 
Exciter, 366-367, 388, 1042 
Exponent, 1-3, 5, 17-18, 425, 534, 1042, 1045 
Exponential curve, 424, 527, 546, 661, 672 


F 
Factoring, 424, 929 
fall time, 341, 371, 376-377, 386, 398, 1043 
Falling edge, 370, 671-676, 678, 680, 682-685, 1043 
Farad, 8, 18, 321, 402, 404-405, 409, 445, 454, 1043 
Faraday, Michael, 299, 321 
Fault analysis, 744, 748, 815 
Feedback, 387, 489, 583-584, 768, 800-801, 807-813, 
817, 819-823, 829, 831, 835, 849-854, 
856-858, 860-862, 864-867, 869, 873, 883, 
885-894, 897, 900, 908-909, 914-915, 917, 
945, 948, 950-951, 956-957, 963, 975, 1041, 
1043, 1048 
negative, 387, 800-801, 817, 822-823, 831, 835, 
850-853, 856-857, 864-866, 869, 873, 
878, 883, 887-890, 892-894, 897, 900, 
908-909, 917, 945, 948, 957, 1041, 1043 
positive, 387, 800-801, 807-809, 819, 822-823, 
831, 851, 864, 878, 887-890, 892-894, 
897, 914-915, 917, 945, 948, 957, 1041, 
1045 
Feedback fraction, 853 
Feedback resistor, 860-862, 866, 883, 887-890, 915, 


917, 956-957, 963 
Feedthrough, 823, 986, 988-989, 1043 
Ferrite bead, 543-544 
Ferromagnetic, 302-303, 307, 325, 327, 333, 337, 
519, 523, 544 
ferromagnetic materials, 302-303, 307 
Fetal heartbeat monitoring, 937 
Fiber, 984 
Field, 29, 36-37, 51-52, 87, 273, 289, 298-300, 
302-308, 310-312, 314-325, 327-331, 
333-339, 363-370, 386-387, 389, 392, 398, 
402, 406, 408, 435, 444-445, 517-522, 
526-527, 531, 540, 544, 546-548, 578, 633, 
679, 735, 741, 756, 796, 802, 818-820, 831, 
877, 983, 985, 1023-1031, 1042-1047 
Field-effect transistor (FET), 794, 818, 1043 
Figure of merit, 734 
film capacitors, 411-412 
Filter, 402, 437-441, 446, 452, 455, 489-491, 500-503, 
506, 544, 581, 583-584, 589, 592, 603, 
617-625, 638-641, 643-644, 646, 648-651, 
653-655, 670, 728-732, 744-748, 752-754, 
759-760, 763, 811, 897-905, 920-921, 
952-954, 957, 963, 973, 980, 1024-1025, 
1030-1031, 1040-1043, 1045-1046 
active, 490, 581, 646, 877, 897-898, 900-901, 915, 
917, 952, 957, 963, 1040 
band-elimination, 623 
band-pass, 603, 617-620, 623, 625, 638-641, 646, 
649, 651, 653-655, 901, 903-904, 
915-916, 1025, 1030, 1040 
band-reject, 623 
band-stop, 603, 617, 623-625, 638, 643-644, 649, 
651, 653-654, 1025, 1040 
biquad, 1030 
capacitor-input, 703, 729-730, 732, 735, 752-754, 
759, 1041 
crossover, 646 
EMI, 544 
high-pass, 490-491, 500-502, 581, 583, 592, 646, 
670, 897, 900-905, 915-916, 963, 1025, 
1043 
LC, 617, 623, 650 
low-pass, 490-491, 506, 510, 581, 583-584, 646, 
660, 686, 897-899, 901-905, 915-917, 
952, 973, 980, 1025, 1030 
notch, 623 
power supply, 437-439, 452, 544, 583, 703, 
728-730, 732, 744-745, 747, 752-753, 
913, 952, 1041-1042, 1045-1046 
single-pole, 897-898, 900-901, 905, 917 
two-pole, 897-899, 901-904, 914-916 
filters, 66, 325, 439-441, 489-490, 544, 603, 617, 638, 
645-646, 653-654, 656, 732, 897-901, 903, 
913-914, 920-921, 923 
double-tuned, 645-646 
passive, 490, 617, 646 
Fitting, 102 
fixed capacitors, 409 
fixed resistors, 41-42, 67 
Flash ADC, 993, 1003 
Floating level, 752 
Flow chart, 1024 
Flow rate, 968, 978, 982-983, 1000, 1002, 1005, 1007 
Flow rate measurement, 982-983 
flux, 8, 298-305, 308-310, 315, 317-326, 328, 
330-331, 334-339, 364, 544, 1041, 
1043-1044, 1047-1048 
Flux density, 299-305, 317-320, 323-325, 328, 
334-337, 339, 1043-1044, 1047 
Forced commutation, 995-996 
Forward bias, 703, 710-712, 715-718, 752-754, 756, 
762, 764, 840, 1043 
Forward current, 711-713, 715, 740, 753, 755-756, 
996, 1044 
Forward transadmittance, 802, 806 
Forward transconductance, 806 
Forward voltage, 713, 715, 717, 995 
Forward-blocking region, 995 
Forward-breakover voltage, 995 
Forward-conduction region, 995, 1006 
Forward-reverse bias, 770, 773, 830 
Fractional number, 18 
Free electron, 24-25, 27-28, 65, 72, 706-707, 709, 
1043, 1046 
free electrons, 27-28, 32, 37-38, 40, 64-65, 67, 95, 
115, 403, 421-422, 705-710, 739, 753, 755, 
762, 1042, 1044 
frequencies, 42, 346, 375, 383, 386-387, 390, 440, 


446, 452, 459, 490-491, 493-494, 496, 
502-503, 507-509, 520, 544, 565, 583, 590, 
594-595, 615-620, 623, 625, 631, 635, 
639-640, 645-647, 649-651, 653-656, 739, 
886, 889, 891, 899-902, 915, 921, 952, 985, 
1040-1041, 1043-1048 
band, 42, 440, 544, 603, 617-620, 623, 625, 
639-640, 645-647, 649, 651, 653-656, 
739, 901, 915, 1040, 1043, 1046-1047 
corner, 952 
half-power, 603, 617, 619, 649-650, 653, 1043 
natural, 520, 985, 1044 
resonant, 603, 615-620, 623, 625, 631, 635, 
639-640, 645-647, 649-651, 653-656, 
739, 1040, 1046-1047 
selectivity curve, 620 
square wave, 375 
transformer, 387, 645-646, 1040-1041, 1043, 
1045-1048 
Frequency, 8, 18, 34, 144, 341-342, 345-347, 351, 
364-365, 367-369, 372, 374-377, 383-390, 
392-398, 429-431, 433, 436-437, 439-442, 
445, 447-448, 452, 455, 459-461, 463, 
467-471, 473-474, 476-478, 480, 482, 
489-494, 496-498, 500-507, 510-511, 515, 
533, 536-537, 541-549, 552, 563-565, 569, 
577, 579, 581-584, 586-587, 590-596, 
598-599, 603, 605-607, 609-626, 628-633, 
635-655, 660, 666-667, 692, 731, 739, 746, 
752, 761, 776, 780, 782, 809-812, 829, 831, 
841-842, 847-848, 873, 885, 890-892, 
894-905, 915-917, 919-921, 923, 930-931, 
941, 952-953, 973, 997, 1025, 1042-1046 
3 dB, 619-620, 649, 899, 902-903, 917 
alternator, 341, 351, 364-365, 367, 388, 392, 1040, 
1042, 1046 
carrier, 647, 739, 752, 1044 
center, 746, 752, 754, 831, 904, 916, 921 
critical, 619, 649-650, 899-905, 916-917, 921, 923, 
952-953, 1023, 1025, 1043, 1046 
difference, 369, 383, 386-389, 392, 397-398, 447, 
461, 470, 473, 502, 541, 609, 613, 623, 
625, 628, 632, 850, 873, 1042 
fundamental, 8, 341-342, 372, 375-376, 386-387, 
393, 398, 891, 905, 1043 
intermediate, 144, 648 
motor, 341, 367-369, 387-389, 392, 397, 984, 
1040, 1043, 1046 
Nyquist, 992, 1045 
oscillation, 809-811, 821, 829, 831, 892, 894-895, 
916, 920 
pulse repetition, 372, 387, 1046 
radio, 144, 345, 440, 544, 603, 621, 645, 647-648, 
997, 1046 
side, 34, 442, 973 
sum, 376, 431, 433, 445, 447, 461, 473, 477, 548, 
563, 569, 573, 577, 628, 915, 1044 
unity gain, 897-898, 900-901, 917, 930-931 
Frequency modulation (FM), 739 
Frequency response, 375, 459, 491-493, 496, 503, 
510, 564, 581, 584, 614, 618, 623-624, 639, 
648, 660, 848, 873, 923, 1043 
Frequency spectrum, 646 
Fuel cell, 24, 34-35, 65, 67, 72, 1043 
fuel cells, 34, 37, 64 
Full-wave average value, 754 
Full-wave rectification, 719, 722 
full-wave rectifier, 438-439, 703, 719, 722-725, 
728-729, 731, 735, 744-745, 747-748, 
752-756, 760, 764, 1030, 1041, 1043 
bridge, 703, 728, 748, 752-754, 756, 1041 
center-tapped, 723-725, 745, 752, 754, 756, 764 
Function, 36, 39, 47-48, 55, 60, 66, 70, 78, 97, 183, 
268, 315, 335, 341, 345-347, 351, 383-386, 
395, 445, 490, 497-499, 512, 544, 579, 581, 
586-587, 598, 605, 615-616, 632, 648, 670, 
691-692, 863, 885, 923, 934, 946-947, 
989-990, 1027, 1036-1037 
Function generator, 39, 341, 346, 383-386, 395, 
497-499, 512, 586-587, 598, 632, 648, 
691-692, 897, 923, 946-947, 1036-1037, 
1043 
function generators, 268, 346-347, 895 
Fundamental frequency, 341, 372, 375-376, 386-387, 
393, 398, 1043, 1046 
Fuse, 15, 24, 50-52, 55, 62, 64-65, 67, 69, 73, 114, 
189, 203, 207, 215, 225, 274, 724, 727, 
743-745, 763, 765, 913, 1043 
Fuse pullers, 51 
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fuses, 50-52 


G 
Gain, 41, 145, 490, 768, 771, 776-786, 802, 804-810, 
816, 819-823, 825-826, 828-831, 833, 835, 
837-838, 842-848, 850-856, 858-862, 
864-871, 873-874, 881-882, 886, 889-890, 
892-893, 897-902, 914-918, 920, 923, 
928-932, 934-939, 941-944, 952-959, 963, 
1025, 1030-1031, 1040-1043, 1045 
closed-loop, 835, 851-856, 858-860, 862, 865-867, 
870-871, 892-893, 908, 914, 916, 920, 
923, 929-930, 1045, 1048 
common-mode, 835, 838, 842-848, 865-866, 
868-869, 873, 928-931, 936-937, 952, 
955, 1002, 1041, 1045 
open-loop, 835, 845, 847-848, 850-854, 856, 859, 
861-862, 864-867, 869, 873-874, 878, 
918, 1041, 1045 
Gain-setting resistor, 928-931, 955 
Gallium, 708, 740 
Gallium arsenide, 740 
Gallium arsenide phosphide, 740 
Gallium nitride, 740 
Gallium phosphide, 740 
Galvanometer, 251 
Gate, 768, 794-800, 802-807, 818-823, 827, 831, 833, 
893, 994-996, 1043, 1048 
Gauge factor, 979-980, 1000-1002, 1005, 1043 
Gauss, 8, 298-299, 302-304, 334-337, 339, 1043 
Gaussmeter, 302 
Generator, 36, 39, 66, 72, 298, 321, 324-328, 
330-331, 334-336, 338-340, 341, 346-347, 
351, 359, 363, 366, 383-386, 392, 395, 397, 
428, 448, 482-483, 487-488, 497-499, 512, 
531, 545, 586-587, 589-590, 598, 632, 648, 
659-661, 671, 677-679, 682, 685-686, 697, 
897, 923, 946-947, 1025, 1027-1028, 
1030-1031, 1036-1037 
pulse, 330, 341, 346, 383-384, 386, 392, 395, 428, 
659-661, 671, 677-679, 682, 685-686, 
691-692, 697, 1027, 1030, 1040, 
1042-1043 
signal, 346-347, 395, 589-590, 632, 648, 715, 897, 
1027-1028, 1030-1031, 1036, 1040, 
1042-1043, 1047 
Germanium, 28, 65, 704, 711, 714, 764, 1043 
Glass, 28, 41, 186, 299-300, 304, 412, 519 
gold, 42-45, 48, 68, 73-74, 109, 304, 776, 1012 
Ground, 14-17, 21, 24, 32, 41, 48-49, 54-55, 64-65, 
73, 92, 119, 144, 148-151, 157-158, 
163-166, 171, 174, 193, 207, 218, 221, 223, 
226, 233, 242-246, 272, 274-275, 287, 289, 
414, 437, 440, 443-445, 454-455, 482-484, 
512, 531, 543, 586, 588, 688-689, 697, 715, 
748, 752-753, 774, 777, 779-782, 788-789, 
802-804, 823-825, 829, 831, 839-840, 846, 
859, 886-887, 913-916, 933-934, 950-951, 
975, 1036, 1041-1043, 1046-1047 
Ground loop, 543 
grounding, 16, 148, 483 


H 

Half-cycle average value, 347, 350, 363 

Half-digit, 59 

half-power frequencies, 619, 649 

Half-power frequency, 603, 617, 650, 1043 

Half-splitting, 77, 100, 102-103, 105, 112, 115, 
152-155, 204, 586, 588, 744-745, 747, 814, 
1043 

Half-wave average value, 754 

Half-wave rectification, 719, 722, 746 

half-wave rectifier, 438, 703, 719-722, 728-731, 744, 
748, 752-755, 760, 1043 

Hall effect, 298, 304, 334, 1043 

Hardware, 186, 1024, 1037 

Harmonic, 370, 375-376, 386, 398 

Harmonics, 341-342, 375-376, 387, 393, 543, 1043 

Hartley oscillator, 807, 811, 819 

Heart monitor, 937 


heat, 34, 40-41, 50, 67, 70, 87, 90-93, 95-96, 105-107, 


186, 316, 349, 367, 436, 446, 541, 547, 578, 
705-706, 739, 743, 756, 908, 969, 1045 
Heat sink, 50, 733, 908 
Helium, 25-26 
helium atom, 25-26 
henries (H), 519 
Henry (H), 517, 547, 1043 
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Henry, Joseph, 519 

Hertz, 8, 18, 341, 345, 364, 372, 386-387, 397, 431, 
537, 619 

Hertz (Hz), 341, 345, 387, 619 

Heterodyning, 647 

High-pass filter, 491, 502, 670, 900-905, 915, 963 

high-pass filters, 897 

Hold, 59, 109, 150, 153, 164, 166, 223, 283, 499, 587, 
705, 949, 968, 986-994, 1000-1001, 1005, 
1042, 1046 

Hold capacitor, 989 

Hold time, 1042 

Holding current, 995 

Hole, 499-500, 703, 705-711, 713, 741, 753, 755-756, 
762, 764, 818, 1043, 1046 

Hole current, 707, 755, 818 

Horsepower, 87, 338 

horsepower (hp), 87 

Hydrogen, 25-27, 30, 32, 34-35, 65, 67, 132, 1043 

hydrogen atom, 26-27, 30 

Hyperbola, 606 

Hypotenuse, 357, 1043 

hysteresis, 298, 317-319, 327, 334-335, 337-339, 943, 
984, 1043 


I 
IC, 145, 435, 477-478, 504, 509, 513, 580, 627-628, 
631-633, 650, 655-658, 703, 732, 770-780, 
782-783, 789-793, 802, 820-821, 823-826, 
830-832, 836-837, 840, 844-845, 860, 867, 
889, 913, 930, 940, 973, 977 
IC package, 860, 940 
IC regulator, 729, 732 
Ideal diode, 717 
Ideal op-amp, 836-838, 845, 855, 867, 874, 886, 889, 
917 
ideal pulse, 370, 387, 661, 677, 1046 
Impedance, 8, 459, 461-465, 467-469, 473-476, 
478-482, 485-488, 503-505, 507-509, 
511-513, 543-544, 559-561, 563-565, 
569-572, 574-577, 579, 585, 590-592, 
594-595, 598-599, 603-608, 613, 615-617, 
623, 625-627, 630-632, 634-639, 641, 
643-644, 646, 649-654, 656-657, 689, 754, 
759, 812, 837, 874, 881, 930, 950, 955-957, 
975, 985-986, 1045 
differential input, 874, 928, 937 
parallel RC, 459, 473-476, 478-481, 503-505, 
508-509, 513, 570 
parallel RL, 557, 569-572, 574-575, 585, 591-592, 
595, 599 
parallel RLC, 603, 625-627, 634, 649-651, 653, 
656, 1045 
series RC, 459, 461-465, 467-469, 473, 478, 
485-486, 503-505, 507, 513 
series RL, 557, 559-561, 563-565, 569, 585, 
590-592, 594, 598 
series RLC, 603-606, 608, 610, 613, 615-617, 623, 
649-652, 656, 1047 
series-parallel RC, 459, 480-481, 509, 513 
series-parallel RL, 557, 574-575, 599 
impedance matching, 1043 
Implementation, 894, 905, 975, 1030-1031, 1035, 
1043 
Indium, 740 
Indium gallium nitride, 740 
Induced current, 298, 321, 334, 338, 521, 546 
induced voltage, 298, 315, 319-322, 324-326, 
333-336, 338-339, 517-518, 521-523, 
526-527, 531, 546-547, 583, 678, 682-683 
Inductance, 8, 18, 42, 321, 517-520, 523-527, 
537-539, 544-551, 553-554, 557-558, 
578-579, 585, 588, 590, 595, 629-630, 
650-651, 811, 983, 1043, 1045 
Inductive reactance (XL), 1043 
Inductive susceptance (BL), 557, 571, 591, 1043 
inductors, 440, 517-555, 558, 583, 585-586, 597, 646, 
656, 659, 677, 811, 1041 
magnetic field, 518-522, 527, 531, 540, 544, 
546-548 
Infrared, 740, 749-750 
Infrared light, 750 
Input, 77, 92, 97-100, 105, 112, 211, 242, 247-248, 
274, 277, 281, 313-315, 327-329, 338, 346, 
379-381, 384, 387, 395-396, 428, 437, 
439-440, 442-444, 469-473, 483, 493-494, 
497-503, 508, 510-511, 530-531, 533-534, 
545-546, 558, 566-569, 581-582, 585-588, 
590-591, 595, 597, 611, 617-620, 623, 


639-640, 645-648, 659-672, 675-685, 
688-690, 692-700, 719-735, 742-748, 
751-756, 759, 762-763, 781-782, 784-789, 
798, 804-809, 812-813, 815-816, 818-823, 
825-827, 831, 835-869, 871-874, 878-892, 
894, 896-898, 900-901, 908-910, 912-919, 
922-924, 928-930, 932-938, 940-952, 
954-963, 971-973, 978, 986-993, 997-1000, 
1005-1008, 1026-1028, 1030-1031, 
1040-1048 

Input bias current, 845, 850, 865-866, 869, 873 

Input capacitance, 381, 798, 806 

Input impedance, 837, 857, 874, 881, 887, 928, 930, 
950, 955-957, 962, 975, 986 

Input line voltage, 730 

Input offset current, 845-846, 850, 865-866, 869, 873 

Input offset nulling, 850 

Input offset voltage, 845, 851, 860-861, 865, 873, 951 

Input offset voltage drift, 845 

Input power, 98-100, 105, 112, 338, 620, 786, 791, 
820-821, 826, 1042, 1045 

Input resistance, 248, 274, 277, 281, 510-511, 771, 
781-782, 784-785, 794, 798, 804-806, 818, 
820-821, 823, 826-827, 837-838, 845-846, 
854-860, 864-867, 873, 884, 940, 975, 1045 

Input resistor, 854, 860, 862, 865, 882, 885-886, 888, 
890, 924, 950 

Instance, 998 

instantaneous values, 347-348, 355, 375, 424, 533 

instrumentation, 254, 543, 738, 927-932, 955-958, 
962-963, 975-976, 980, 982, 1004, 1035, 
1044 

Instrumentation amplifier, 927-932, 955-956, 958, 
962-963, 975-976, 980, 982, 1004, 1044 

Instruments, 11, 13, 16, 34, 39, 47, 55, 58, 104, 156, 
229, 251, 273-275, 341-342, 346, 381, 497, 
586, 691-692, 798, 957, 1024, 1034-1037, 
1048 

insulators, 28, 66, 299, 707 

types of, 28 

Integer, 123, 146, 182, 387 

Integrated circuit, 28, 703, 728, 732, 738, 750, 753, 
877-878, 913, 934, 978, 998, 1043-1044 

Integrated circuit (IC), 703, 732, 753, 1044 

7800, 732 

Integrated circuit regulator, 732 

integrated circuits (ICs), 440, 835-836 

integration, 659, 836, 885, 1026, 1035 

Integrator, 659-671, 676-679, 681, 683, 685-690, 
692-699, 877, 885-887, 889-891, 894-896, 
915-917, 919, 923, 1024-1026, 1044, 1048 

Integrity, 302 

Interfacing, 854, 936, 956, 969 

Intermediate frequency (IF), 144, 648 

Internal resistance, 92, 247-249, 256-257, 260-261, 
263, 265-268, 277, 281, 291-292, 330, 428, 
442, 494, 543, 632, 681 

Interpole, 330-331 

Interrupt, 996 

Intrinsic, 703, 705, 707-709, 752-753, 762, 1042, 1044 

Intrinsic crystal, 705 

Intrinsic semiconductor, 703, 707, 709, 753, 762, 1044 

Inverse tangent, 462 

Inversion, 777, 781, 856, 867, 892, 1029 

Inverting amplifier, 835, 852, 854-857, 859-860, 862, 
865-867, 939, 948, 952, 998, 1044 

Inverting input, 836, 851-853, 855-856, 859, 865, 
878-879, 881, 886-887, 889, 894, 896, 908, 
915-916, 945, 950-952, 975, 998-999, 1030, 
1044 

lon, 27, 29-30, 34, 64, 711, 764, 1044-1045 

lonization, 25 

Irradiance, 741 

Isolation, 483, 927, 932-937, 952-958, 963, 973, 
1001-1002, 1042, 1044 

Isolation amplifier, 927, 932-937, 952-958, 963, 973, 
1001, 1044 

Isolation barrier, 933-934 


J 
JFETs, 768, 794-795, 798, 802, 819 
n-channel, 794-795, 798, 802, 819 

Joule (J), 77, 105, 1042, 1044 

Jump, 705, 707 

Junction, 35-36, 62, 193-194, 197, 199, 213, 477, 573, 
703, 710-715, 735, 738-739, 741, 752-753, 
755-756, 762, 764, 768-771, 773-777, 782, 
794-796, 798, 802, 804, 816, 818-820, 
822-823, 829-831, 833, 848, 910, 968-970, 
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972-973, 1000-1001, 1040-1041, 1047-1048 
Junction capacitance, 738 
Junction field-effect transistor (JFET), 794, 818 
Junction temperature, 711, 713, 764 


K 

Kelvin, 8, 705, 977 

Key, 1-2, 5-6, 17, 24-25, 65, 77, 105, 128, 136, 157 
178, 183-184, 213, 226, 276, 313-314, 321 
334, 345, 356, 386, 424, 445, 547, 591, 649 
692, 708, 753, 819, 849, 962 

Kilo (k), 20, 82 

Kilowatt, 77, 88-90, 105-106, 111-113, 1044 

Kilowatt-hour (kWh), 77, 88, 105, 1044 

Knee, 736, 776 


L 

Lag circuit, 459, 463, 469-471, 473, 489-490, 503-505, 
508, 510, 566-569, 581, 590-591, 595, 
891-892, 894, 919, 1046 

Language, 186, 1044, 1046 

Large-signal voltage gain, 847 

Laser, 315-317, 930 

Latch, 850 

Latch-up, 850 

LCD, 58, 74, 378 

Lead circuit, 459, 463, 471-473, 490, 503-504, 508, 
568-569, 590-591, 595, 891-892, 1046 

lead-acid batteries, 32 

Leading edge, 370-371, 1044 

leading power factor, 486, 512 

Lead-lag circuit, 891-892, 894, 919 

Leakage, 403, 407, 411, 414, 421, 423, 436-437, 445, 
496-497, 510-511, 514, 516, 741, 775, 792, 
798, 804, 932, 936, 1007 

Leakage current, 407, 414, 496, 741, 775, 792, 798 

LEDs, 58, 703, 735, 740-741, 756, 763 

Left-hand rule, 306, 333 

Level sensor, 144 

Library, 41, 87, 89, 136, 321, 1023-1024, 1035 

Light intensity, 741, 984 

Light-emitting diode, 130, 739, 753, 1044 

Light-emitting diode (LED), 130, 739 

Lighting system, 186 

Limiter, 16, 910, 927, 944, 947-948, 956-957, 961-962, 
1044 

biased, 944, 947-948, 1044 

Limiters, 756, 947, 955 

Limiting circuit, 910, 944, 948, 950, 963 

Limiting resistor, 82, 132, 738 

Line regulation, 703, 734, 752-754, 759, 763, 905-906, 
913-914, 923, 1044 

Linear, 46-47, 69, 77, 80, 82, 105, 143, 146, 265, 269, 
292, 313, 373, 750, 774, 779, 786-787, 792, 
817, 822, 835-836, 851-852, 864, 886-887, 
891, 907, 910, 948, 972-973, 977, 1001, 
1019, 1031 

Linear region, 774, 779, 786-787, 822, 852 

Linear regulator, 910 

Linear variable differential transformer (LVDT), 983 

Linearity, 972, 978, 983 

Lines of force, 29, 298-300, 305-306, 323, 333-334, 
339, 406, 408, 518-519, 1042 

Load, 24, 32, 35, 38-39, 48-49, 64-65, 71, 73, 97, 
99-100, 105-106, 111-112, 115, 132, 136, 
193, 195, 207-209, 229, 242-247, 253-256, 
259-264, 273-278, 281, 283, 287-288, 
291-293, 321, 328, 330-331, 338, 367, 369, 
438-439, 505, 511-512, 542, 579-581, 
592-593, 641-644, 654, 722-723, 727-735, 
738, 752-754, 758-759, 762-763, 773, 790, 
807, 822, 829, 837, 905-910, 912-916, 
922-923, 950-951, 957, 959, 994, 996-998, 
1003, 1020-1022, 1040-1044, 1046-1048 

Load balancing, 581 

Load cell, 253-254, 291, 1044 

Load current, 105, 229, 244, 246, 262, 276, 583, 
732-734, 744, 753, 758, 762-763, 826, 
906-910, 922-923, 950, 997, 1041, 1044, 
1047 

Loading, 11, 100, 229, 243-244, 247-249, 276-278, 
281, 291-292, 381, 389, 442, 490, 500-501, 
564, 631, 637-638, 641, 749, 771, 784, 802, 
833, 945, 948, 1044 

Loading effect, 229, 243-244, 247-249, 276-278, 281, 
291-292, 442, 490, 500-501, 637, 771 

Local oscillator, 647 

Lockout/tagout, 15-16 


Logarithm, 445, 649, 1042 

Logarithmic, 491, 493, 619, 649, 976, 1042 

Logarithms, 424 

graphs, 424 

Logic, 97, 145, 186-187, 1044, 1046 

Loop, 135-136, 157-158, 324-326, 329, 338-339, 
363-365, 392, 518, 521, 543, 808-810, 817, 
819, 821, 831, 835, 845, 847-848, 850-856, 
858-862, 864-867, 869-871, 892-894, 897, 
908, 914, 916-918, 920, 923, 929-930, 945, 
948, 1041, 1044-1045, 1048 

Loop gain, 808-809, 821, 831, 847, 850-854, 856, 
858-862, 865, 867, 869-871, 873-874, 878, 
892-893, 914, 918, 920, 923, 929, 1045 

Lower trigger point (LTP), 895 

Low-pass filter, 490, 506, 510, 646, 660, 686, 899, 
902-905, 952, 973, 980, 1025, 1030 

low-pass filters, 897, 899 


M 
magnetic circuits, 307, 309-310 
permeability, 307 
relative permeability, 307 
reluctance, 307, 309-310 
Magnetic disk, 311, 315 
Magnetic field, 36, 51-52, 298-300, 302-308, 312, 
314-325, 327-331, 333-337, 339, 363-369, 
386-387, 518-522, 527, 531, 540, 544, 
546-548, 578, 633, 679, 985, 1042-1047 
Magnetic field intensity, 298, 317-319, 334-335, 1044 
Magnetic flux, 8, 298-300, 302-303, 305, 315, 317, 
320, 322-325, 330, 334-336, 338-339, 544, 
1041, 1043-1044, 1048 
Magnetic flux density, 299-300, 302-303, 305, 317, 
320, 323, 334-336, 339, 1044 
magnetic flux lines, 315, 324-325, 334, 1044 
Magnetic hysteresis, 298, 317-318, 337, 339 
Magnetic pole, 324 
Magnetic switch, 299, 304 
Magnetizing force, 317, 335, 337, 339, 1044, 1046 
Magnetomotive force (mmf), 298, 308, 334-335 
Magneto-optical disk, 311, 315-316 
Magnitude, 29, 308, 347-348, 356-357, 368, 370, 398, 
461-462, 464, 468, 470-473, 477, 490, 559, 
567, 569, 573, 581, 607, 610-611, 613-614, 
631-632, 649, 890, 1044-1045 
Majority carrier, 703, 714, 752-753, 762, 1044 
Mark, 58, 60, 209, 1029 
Mean, 148, 349, 387, 786, 989, 1042, 1046 
Measured numbers, 1, 11, 20 
Mega (M), 20, 82 
Memory, 34, 319, 379, 441, 998 
dynamic, 441 
magnetic, 319 
Meter movement, 149, 208-211, 311, 314, 317, 337, 
339 


Meter symbols, 55-56 

Metric prefixes, 1, 5, 7-10, 17, 19-20, 82, 87-88 

Metric unit conversions, 1, 9, 19-20 

Mho, 40, 802 

mica capacitors, 409-410 

Microcontroller, 994, 998, 1044 

Microphone, 984 

Microprocessor, 863, 998, 1044 

Microstrain, 980 

Mil, 52, 66, 406-409, 454, 1041 

Milli (m), 20 

Minority carrier, 703, 713, 753, 1044 

Minority carriers, 708-709, 713-714, 754 

Mixer, 647 

Modulation, 330, 383, 647, 739, 933-934, 941-942, 
1044 

amplitude, 647, 933-934, 941-942, 960, 1044 

Modulator, 583-584, 739, 933, 941-942 

Motion measurement, 968, 983, 1007 

Motor action, 323, 328 

Multimeter, 55-56, 59-61, 65, 69-70, 83, 102, 129-130, 
141, 150, 166, 190, 236, 247-248, 261, 277, 
498, 1037, 1042 

Multiple-source, 265, 269, 292 

Multiplexer, 1003 

Multiplication, 4, 714 

Multiplier, 43-46, 414, 1012-1015, 1025 

Multisim, 63, 83, 85, 114, 129-130, 133, 137-138, 
141-143, 151, 157, 169, 189-191, 196, 205, 
224, 236-238, 240, 242, 244, 246, 270-272, 
275, 290, 339, 385, 396, 454, 477, 482, 484, 
502, 530-531, 533, 546, 553, 562, 567, 569, 
576-577, 598, 612, 625, 633, 637, 643-644, 


655, 761, 830, 856, 880, 882-885, 903, 922, 
962, 1033-1038 
resonance, 612, 614, 616, 622, 625, 633, 637, 
643-644, 655 
mutual inductance, 1045 


N 

Nano (n), 20 

Natural, 35, 363, 424, 445, 520, 686, 985, 1044 

natural frequency, 985 

Natural logarithm, 445, 1042 

Natural logarithms, 424 

Negative charge, 25, 28-31, 34, 65, 72, 708, 710-711, 
1042, 1045 

Negative feedback, 823, 835, 850-853, 856-857, 
865-866, 869, 873, 878, 892-894, 897, 900, 
908-909, 917, 923, 1041, 1045 

Negative ion, 27, 30, 711, 764, 1045 

Negative ramp, 374, 887 

Negative temperature coefficient, 407, 414, 449, 817, 
976, 1002, 1006 

negative-going pulse, 370-371 

Neutral atom, 29, 66 

Neutron, 25, 1045 

neutrons, 25, 66, 1045 

Newton (N), 334 

NI ELVIS, 1035-1038 

Node, 62, 178, 193-197, 213-214, 218, 225, 230-232, 
237-238, 243, 245-246, 253, 272, 788, 
1044-1045 

Noise suppression, 543-544 

Noise voltage, 806, 852 

Noninverting amplifier, 808, 835, 852-854, 856-857, 
859-862, 865-867, 874, 892, 908, 1045 

Noninverting input, 836, 850, 865, 879, 896-898, 901, 
910, 915, 928-929, 940, 945, 949, 1045 

Nonlinearity, 969, 977, 1002-1003 

Nonsinusoidal waveforms, 341, 370, 392, 398 

Nonzero-level detection, 878-879 

NPN transistor, 772, 787, 817, 822 

n-type semiconductor, 708-709, 752, 755, 762 

nucleus, 25-28, 66-67, 72, 704, 706, 1045, 1047 

Null, 860-862, 874 

Nyquist rate, 992, 1000, 1045 


O 
Offset null, 860-862 
Offset nulling, 850 
Offset voltage, 845-846, 851, 860-862, 865-866, 873, 
951 
Ohm ( ), 24, 65, 72, 536, 1041, 1045-1046 
Ohmmeter, 24, 55-57, 64-65, 70, 73, 92, 94, 103-104, 
107, 112, 125, 152, 161, 173, 191, 206-207, 
220, 498, 545, 715 
ohms, 8, 18-19, 40, 43-45, 52, 54, 58, 60-61, 66, 
69-70, 74, 79-80, 82, 84-86, 104, 111, 167, 
247, 423, 431, 433, 445, 513, 527, 537, 559, 
590, 806, 1043, 1047 
Op-amp, 807, 835-839, 844-869, 871, 873-875, 
877-925, 927-965, 971-972, 975, 981, 986, 
993, 998, 1000, 1004, 1041-1042, 
1044-1045, 1047-1048 
Open circuit, 24, 48-50, 55, 64-65, 73, 152, 156, 159, 
203, 260-261, 292, 497, 585, 1002, 1045 
open circuits, 49 
Open diode, 744-746, 748, 763 
Open input, 862 
Open-loop voltage gain, 835, 845, 847-848, 856, 
864-866, 873 
Operational amplifier, 835-875, 1045 
Operational amplifier (op-amp), 835, 865, 1045 
Operational transconductance amplifier (OTA), 927, 
937-938, 955-956, 1045 
Orbit, 25-27, 64, 72, 1045, 1047-1048 
Oscillation, 732, 807-811, 821, 829, 831, 892-895, 
916, 920 
conditions for, 807-809, 831, 892-893 
Oscillator, 341-342, 346, 387, 433, 489-490, 495, 647, 
754, 768, 807-813, 819-822, 829, 831, 877, 
891-897, 914-917, 920, 933, 937, 1025, 
1045-1046, 1048 
Colpitts, 807, 810-813, 819, 821, 831 
feedback, 387, 489, 768, 807-813, 819-822, 829, 
831, 891-894, 897, 914-915, 917, 963, 
1045, 1048 
Hartley, 807, 811, 813, 819, 821, 831 
phase shift, 489-490, 495, 807-811, 819, 831, 
892-893, 917, 1046 
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phase-shift, 810, 831, 892 
RC phase-shift, 810, 831 
relaxation, 877, 891, 896-897, 915, 923, 1046 
sawtooth, 341 
sinusoidal, 341-342, 346, 387, 807-810, 819, 892, 
915 
square-wave, 895-897, 933, 963 
triangular wave, 896 
triangular-wave, 877, 891, 894-895, 915-916, 1048 
Wien-bridge, 877, 891-894, 897, 914-915, 920, 
1048 
Wien-bridge oscillator, 877, 891-894, 897, 914-915, 
920, 1048 
Oscillator circuits, 342, 433, 489, 807 
Oscillator operation, 807 
Oscillator start-up, 893 
Oscilloscope, 341, 354, 375, 377-381, 383, 385, 387, 
393-394, 396, 398, 402, 442-444, 482-484, 
498, 502, 512, 545, 586, 592, 598, 648, 667, 
689, 692, 697, 715, 726, 728, 814-816, 
1027-1028, 1036-1038, 1045 
analog, 375, 377-378, 383, 398, 1027-1028, 1036, 
1045 
digital, 377-379, 381, 383, 398, 498, 586, 659, 
1037, 1045 
oscilloscopes, 92, 375, 377-378, 381 
ground, 92 
input capacitance, 381 
OTA, 927, 937-943, 955-957, 959-960, 963, 1045 
Output, 36, 39, 65, 97-100, 103-106, 112, 133-134, 
144-145, 156-158, 163, 167, 202, 209, 211, 
242-244, 246, 250-262, 273-276, 278, 
281-282, 287, 291, 295, 315, 323, 325, 
328-329, 335, 338-340, 351, 363-367, 381, 
383-384, 386, 388, 392, 395, 397, 442, 444, 
469-473, 483, 489-491, 495, 497-498, 
503-505, 510-511, 514, 566-569, 581-584, 
586, 588, 590-592, 595-597, 617-620, 
623-625, 638-644, 648-650, 656, 659-686, 
688-700, 719-728, 731-735, 738-740, 
742-745, 752-756, 758-760, 763, 768, 
776-781, 786-791, 804-810, 813-823, 
825-826, 831, 835-838, 840-869, 871-874, 
878-885, 887-898, 905-910, 912-924, 
928-929, 931-938, 940-943, 945-949, 
951-963, 970-971, 973-978, 982-990, 
997-1000, 1024-1028, 1030-1031, 1036, 
1038, 1040-1048 
Output admittance, 806 
Output error voltage, 865-866 
Output impedance, 837, 857, 874, 928, 937, 955, 962 
Output power, 97-100, 105-106, 112, 133-134, 620, 
650, 786-787, 790-791, 820-821, 826, 
1042-1043, 1045 
Output resistance, 262, 837, 845, 847, 854, 857-859, 
864-867, 873, 907, 940, 1045 
Overload protection, 905, 910 
oxidation-reduction reaction, 32, 64 


P 
Package, 332, 732-733, 750, 836, 860-861, 864, 940, 
952, 978, 981-982 
Parallel circuit, 178-179, 181-182, 185-191, 193, 
197-201, 203-204, 206-207, 213-215, 
217-218, 220-225, 230, 235, 238, 259, 265, 
275-276, 433, 473, 476, 478-479, 485, 509, 
584-585, 629-631, 638, 651, 1041-1042, 
1044 
capacitive, 433, 473, 476, 479, 485, 509, 630, 651, 
1041 
inductive, 629-630, 651 
resistive, 178-179, 213, 230, 235, 276, 433, 485, 
509 


RLC, 629-631, 638, 651 
Parallel connection, 33, 56, 185 
parallel current sources, 1021 
parallel resistors, 178-179, 181-182, 185, 187-188, 
192, 198-199, 208, 214-216, 218-219, 224, 
229, 235, 277, 280, 415, 538 
combination, 181, 192, 235, 277, 280 
current through, 198-199, 218, 280 
total resistance, 178, 182, 185, 187, 192, 214, 216, 
224, 235, 277, 280, 415, 538 
Parallel resonance, 603, 630-632, 634, 638, 649-650, 
654, 656, 812, 1045 
parallel resonant circuits, 634, 638, 647 
quality factor, 634 
Pass transistor, 910 
Passband, 617-618, 620, 647, 904, 1045 
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PBX (private branch exchange), 1028 

peak amplitude, 721 

Peak detector, 944, 949-950, 956, 962-963 

Peak inverse voltage, 719, 722, 724-725, 727, 731, 
753-755, 913, 1045 

Peak inverse voltage (PIV), 719, 722, 724, 727 

peak value, 341, 347-350, 356-358, 360-361, 381, 
386-391, 393, 395-396, 439, 592, 692, 719, 
721-722, 724, 727-728, 731, 752, 758, 778, 
804, 916, 918, 948-949, 957, 962-963, 1027, 
1040, 1045-1046 

peak-to-peak value, 341, 347-348, 381, 387, 389, 804, 
918, 1045 

Pentavalent, 708-711, 752, 762, 1045 

Pentavalent atom, 708, 711 

Percent regulation, 734 

Period, 34, 87, 89-90, 112-113, 341-347, 364, 372, 
374, 381, 386-388, 390, 393, 395-397, 403, 
414-415, 419, 423, 428, 430, 483-484, 531, 
533, 659, 666-667, 691, 696, 731, 944-945, 
985-986, 992, 1042, 1045 

period (T ), 341 

Periodic, 26, 329, 341, 371-372, 386-387, 489, 
666-667, 670, 675, 677, 695, 1025, 
1042-1043, 1045 

permanent magnets, 299, 303-304, 309, 319, 325, 
335, 365 

Permeability, 298, 305-308, 334-335, 337, 519-520, 
547, 550, 553, 1045 

relative, 307-308, 334-335, 337, 1045 

Permittivity, 408, 446 

Phase, 15, 341, 351, 353-357, 359, 365-369, 386-389, 
391-392, 400, 429, 435, 437, 459-474, 
476-490, 494-495, 497, 502-505, 507-514, 
516, 540, 542, 544, 557-570, 572-577, 
579-581, 590-592, 594-595, 597-599, 
603-611, 613-614, 616, 625-629, 631-632, 
636-637, 649-652, 656, 743, 747, 807-811, 
819, 823, 831, 850, 865, 892-893, 996, 
1044-1046 

Phase angle, 353-356, 386, 389, 391, 459-469, 471, 
473-474, 476-490, 503-505, 507-511, 513, 
557-570, 572-576, 579-581, 590-592, 
594-595, 598-599, 603-607, 609, 616, 
625-628, 631, 636, 649-652, 656, 850 

Phase control, 996 

Phase inversion, 781 

Phase relationship, 435, 437, 478, 540, 542, 841 

Phase shift, 353-354, 429, 460-461, 469, 471, 
489-490, 494-495, 497, 503, 505, 512, 516, 
558, 566, 568, 591, 597, 807-811, 819, 831, 
892-893, 1046 

Phase-shift oscillator, 810 

phasors, 461, 477, 486, 631 

Photoconductive cell, 951, 1045 

photoconductive cells, 47 

Photodiode, 703, 735, 741-742, 749-753, 756, 759, 
763, 1045 

Photodiodes, 703, 735, 741, 754, 763 

Photon, 27, 756, 1045 

Photons, 739, 1045 

Photosensitive, 86, 985 

Photovoltaic effect, 35, 1045 

Pico (p), 20 

Piezoelectric effect, 36, 811, 1045 

Pins, 16, 69, 122, 157, 161-162, 169, 180-181, 187, 
206, 216, 223-224, 860, 931, 1028 

PIV rating, 725-728, 758-759 

PLL, 1029 

PNP transistor, 770, 822 

Pointer, 55, 60-61, 70, 208, 212, 314-315, 337 

Polarization, 316 

Pole, 49-50, 104, 210-211, 299-300, 302-304, 
311-312, 320, 327-328, 332, 334, 336, 338, 
364-365, 392, 518, 897-905, 914-917, 923, 
1044-1045 

Poles, 298-300, 302-305, 310, 314, 327-329, 333-335, 
338-339, 363-365, 392, 397, 898, 920, 1044 

Port, 312, 981, 1023, 1028 

Positive charge, 27, 29, 64, 710-711 

Positive feedback, 387, 807-809, 819, 823, 831, 
892-893, 914, 917, 1045 

Positive ion, 27, 29-30, 711, 1045 

Positive temperature coefficient, 282, 407, 414, 449, 
969, 1000, 1006 

positive-going pulse, 370-371, 376, 393 

potential difference, 31-32, 35, 64, 66, 135, 712 

potential energy, 31-32 

potentiometers, 46-47, 67 


Power, 1-8, 13, 15-20, 34-36, 39, 42, 51, 58, 66, 72, 
77-118, 119, 131-134, 145-149, 156-159, 
164, 167, 171, 174, 178, 186, 201-203, 
208-215, 219-220, 223, 227, 242-243, 
262-264, 268, 270, 273-278, 283, 292, 305, 
316-317, 327-328, 330, 334-336, 359-360, 
365-368, 370, 383, 423, 435-440, 445-447, 
452, 483, 497-498, 510-512, 540-544, 
578-581, 583, 590-593, 613, 617, 619-621, 
637, 649-650, 653-654, 690, 723, 728-730, 
732-735, 741-745, 747-753, 756, 759, 763, 
773, 782-783, 785-787, 790-791, 814, 
819-822, 826, 829, 837, 842-843, 860, 
863-864, 867, 912-913, 932, 934, 955-957, 
963, 994, 996-998, 1006-1007, 1036-1037, 
1040-1048 
alternators, 342, 365-368, 386 
apparent, 354, 459, 485-489, 503-505, 510-512, 
578-580, 590, 592-593, 596 
control circuits, 178, 186, 994, 1003, 1006-1007 
instantaneous, 355, 370, 402, 423, 429, 436, 446, 
536, 541, 1001, 1043, 1046 
maximum power transfer, 229, 262, 264, 276, 283, 
292, 1044 
motor ratings, 330 
polyphase, 354 
ratio, 98, 105, 328, 386, 542, 547, 613, 619-621, 
649-650, 654, 747, 791, 820, 822, 842, 
847, 913, 956, 1040-1043, 1045-1046, 
1048 
reactive, 402, 429, 436-437, 446-447, 452, 459, 
485-489, 503-505, 510-512, 536, 
541-542, 547-548, 552, 578-580, 
590-593, 596, 613, 621, 690, 1045-1046, 
1048 
true, 7, 17, 20, 66, 106, 116, 156, 171, 277, 335, 
402, 429, 436-437, 445-447, 452, 
485-489, 510-511, 514, 541-542, 
547-548, 578-580, 583, 590-593, 613, 
621, 728, 741-742, 763, 963, 1001, 1042, 
1045-1046, 1048 
utility, 15, 97, 105-106, 113, 1044-1045 
Power amplifier, 262 
Power control, 690, 1001 
Power density, 34 
Power dissipation, 91, 94, 99, 106, 111, 113, 214-215, 
227, 486, 489, 514, 580-581, 599, 837, 912 
Power factor, 459, 485-487, 489, 503-505, 510-512, 
578-581, 590, 592, 596, 1045 
Power factor correction, 578, 580-581 
Power gain, 768, 782-783, 785-786, 820-822, 1045 
Power measurement, 58 
Power of ten, 1-8, 17-20, 1042, 1044-1045, 1047 
Power rating, 77, 89, 92-95, 105-107, 111, 115, 162, 
167, 328, 487, 912, 922 
power supplies, 16, 36, 39, 77, 97-98, 112, 115, 145, 
268, 350, 581, 728-729, 732, 735, 742-743, 
759, 763, 907, 1036-1037 
Power supply, 13, 36, 39, 72, 77, 97-100, 105-106, 
112, 133-134, 148-149, 164, 178, 208-212, 
215, 223, 273-274, 283, 340, 437-439, 445, 
452, 544, 583, 723, 728-730, 732-734, 
742-745, 749-753, 756, 798, 814, 822, 860, 
863, 907, 913, 934, 981, 1006, 1041-1042, 
1045-1046 
Power supply filter, 437-439, 452, 728, 753, 1041 
Power supply transformer, 747 
Power transistor, 907-908 
power triangle, 485-486, 510, 578, 580, 596 
powers of ten, 2, 4-5, 7-9, 17 
Practical applications, 262, 519 
Practical op-amp, 836-838, 845-846, 864, 867, 874 
Precision, 1, 11, 13, 17, 36, 44, 56, 58-59, 66, 145, 
251, 849, 930, 1045 
Precision resistors, 44, 210 
Pressure measurement, 981-982 
Pressure sensor, 981 
Pressure transducer, 978, 981-983, 1000, 1002, 1008 
Primary battery, 34 
Primary winding, 725, 747, 749, 983, 1041, 1045, 
1048 
Printed circuit board, 158, 206, 234, 411, 442, 750, 
999, 1046 
Priority encoder, 993 
Probe, 36, 378-379, 381, 383, 398, 442-444, 483, 
498-499, 502, 512, 598, 697, 817, 984, 
1027, 1031, 1036, 1045 
Probe compensation, 381 
Procedure, 15-16, 56, 77, 102-105, 156, 183-184, 187, 
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204-205, 223, 298, 333, 354, 483, 596, 748, 
813-814, 1043 

Process control system, 817-818 

Product, 2, 29, 34, 58, 65, 90, 97-98, 105, 184, 214, 
372, 423, 432-433, 446-447, 473, 505, 
538-539, 541, 569-570, 782, 785, 808, 820, 
935, 1040-1041, 1045-1046 

Product-over-sum, 214, 432-433, 447, 473, 538-539, 
548, 569-570 

Programmable logic, 186, 1046 

Programming, 186, 1023-1025, 1035, 1044, 1046 

Proton, 25, 29-30, 64, 1046 

Proximity detector, 984 

p-type semiconductor, 708-709, 752, 762 

Pulse, 315, 330, 341, 346, 370-372, 375-377, 380, 
383-384, 386-389, 392-396, 398, 428, 543, 
546, 583-584, 599, 659-688, 690-695, 
697-699, 848-849, 887, 933-934, 986, 988, 
995, 997, 1007, 1027, 1040, 1042-1044, 
1046, 1048 

Pulse repetition frequency, 372, 387, 1046 

Pulse response, 671, 678 

Pulse waveform, 370, 372, 375-377, 383-384, 386, 
388-389, 392-394, 396, 666, 670, 675, 677, 
686, 694-695, 1040, 1042 

Pulse width, 330, 341, 370-372, 376-377, 386-387, 
389, 394, 398, 583-584, 599, 661-666, 
668-670, 672, 674-679, 681, 683-684, 688, 
692-694, 806, 933, 988, 1042, 1044, 1046 

Pulse width modulation, 330 

Pulser, 207 

Pulse-width modulation, 933-934 

Push-pull, 786-789, 791, 826, 831, 835, 837-838, 873, 
1046 

Push-pull amplifier, 786-788, 791, 826, 835, 837, 873 

Pythagorean theorem, 462, 577 


Q 
Q, 8, 29-31, 38, 66, 72-73, 96, 117, 169, 404-405, 
415-417, 419, 423, 430, 435, 446, 449, 517, 
542, 547-548, 612-614, 617, 621-622, 
629-632, 634-638, 641-644, 649-651, 
654-656, 768, 773, 776, 779, 791, 803-804, 
816, 820, 824, 830-832, 862, 1014, 1025 
Q-point, 768, 773, 776, 779, 786, 789, 791, 803-804, 
816, 820, 824, 830-832, 1046 
Quadrant, 715, 995 
Quality, 11, 517, 542, 547-548, 612, 617, 621-622, 
629, 634-635, 646, 649-650, 1046 
Quality factor (Q), 517, 542, 547, 617, 621, 649, 1046 
coil, 517, 542, 547, 621 
Quantization, 968, 989-992, 994, 1000-1001, 1003, 
1046 
error, 989-992, 994, 1000, 1003, 1046 
noise, 1003 
Quantization error, 989-992, 994, 1000, 1003, 1046 
Quartz, 36, 807, 811-812 


R 

Radian, 341, 351-352, 386-388, 1046 

Radian/degree conversion, 352 

Radio frequency (RF), 544 

Rail-to-rail, 849 

Ramp, 341, 373-375, 387, 887-890, 894-895, 
914-916, 1046-1047 

Ranging, 47, 81, 167, 346, 410-411, 736 

Rate of change, 321-322, 334, 338, 386, 430, 
434-435, 521, 536, 540, 548, 659, 848, 
885-890, 915-916, 919, 923, 984, 1024, 
1042-1043 

RC circuit, 423-424, 428, 444, 446, 459-463, 465, 
467-469, 473, 475-481, 485-486, 489-495, 
500, 502-505, 507, 510, 527, 533, 558, 560, 
581, 583, 660-661, 666, 670, 692, 698, 886, 
897-898, 900-901, 914, 923, 1045-1046 

RC filter, 500-501, 897 

Reactive load, 487 

reactive power, 402, 429, 436-437, 446-447, 452, 
485-489, 503-505, 510-512, 536, 541-542, 
547-548, 552, 578-579, 590-593, 596, 613, 
621, 1046, 1048 

Read, 8, 42, 55, 60-61, 74, 104, 187, 217, 272, 284, 
294, 311, 315-316, 383, 484, 588, 644, 1014 

Read/write head, 315 

Real time, 377 

Receiver, 84, 144, 440, 603, 633, 645-648, 739 

Recombination, 705-706, 711, 713, 739, 755-756, 764, 
774 


Rectifier, 209-211, 438-439, 703, 716, 719-736, 741, 
744-749, 752-756, 758-760, 763-764, 913, 
947, 968, 994, 1001, 1025, 1030-1031, 1043 
full-wave, 438-439, 703, 719, 722-729, 735, 
744-748, 752-756, 758, 760, 764, 913, 
1030, 1041, 1043 
half-wave, 438, 703, 719-722, 728-731, 744, 746, 
748, 752-756, 758, 760, 763, 1043 
silicon-controlled, 994, 1001, 1047 
Rectifier diode, 719, 735-736, 741, 947 
Rectifiers, 703, 719, 729, 758, 762 
Reference ground, 54, 119, 148-151, 158, 1041, 1046 
Reflected load, 1046 
Reflected resistance, 1046 
Reflection, 345 
Refraction, 345 
Regulation, 703, 728-729, 732-736, 738, 752-754, 
759, 763, 905-907, 909-910, 913-914, 916, 
923, 998, 1044 
line, 703, 728, 734-735, 752-754, 759, 763, 
905-906, 913-914, 923, 1044 
Regulator, 209-212, 273, 366, 581, 583-584, 599, 703, 
728-730, 732-735, 744-745, 747-748, 750, 
753, 759, 905-916, 921-923, 1046-1047 
adjustable, 733 
three-terminal, 732-733, 735, 908, 911, 914, 1047 
Relative permeability, 307-308, 335, 337 
Relative permittivity, 408, 446 
Relaxation oscillator, 877, 891, 896-897, 915, 923, 
1046 
Relay, 298, 311-313, 317, 332-334, 337, 339, 685, 
1046 
Reluctance, 298, 305, 307-310, 315, 318, 322, 
334-337, 339-340, 369, 519, 1046 
Repetitive pulses, 371, 659, 666, 675, 677, 682, 
694-695, 698 
Reset, 16, 50, 52, 73, 512, 1034 
Resistance, 2, 8, 14-15, 18, 23-75, 77-84, 86-87, 
90-96, 100-108, 110-115, 118, 119, 121-126, 
128-131, 139-141, 143, 145-147, 152-154, 
157-159, 161-163, 166-171, 175, 180, 
182-187, 190-192, 195, 198-201, 203-204, 
206-218, 220-225, 233, 235-245, 247-270, 
272, 274-278, 280-282, 285-287, 291-292, 
307-308, 327-328, 330-331, 336, 338-339, 
349, 360, 363, 407, 415, 428, 431-434, 436, 
439, 441-442, 444-446, 448, 459-463, 470, 
474-475, 479, 485, 493-494, 496-497, 501, 
503-505, 510-511, 513-514, 517-518, 
520-523, 525-528, 533, 538-543, 545-550, 
552-553, 557-560, 570, 578-579, 582-583, 
586, 588-590, 610-611, 617-618, 621-622, 
624, 627-632, 634-638, 641-644, 649-651, 
653-656, 664-665, 689, 692, 712, 731, 
734-735, 737, 739, 747, 753, 763, 784-785, 
794-795, 798, 804-807, 816-818, 820-821, 
825-827, 830, 837-838, 845-847, 854-860, 
864-867, 902, 905-907, 922, 939-940, 
950-951, 959, 969, 972-981, 1018-1021, 
1041-1048 
photoconductive cell, 951, 1045 
thermistors, 47, 145, 817, 969, 976-977, 980, 1000, 
1002 
voltage-controlled, 739, 794, 939 
Resistance measurement, 206 
Resistance temperature detector (RTD), 969, 1000 
Resistive load, 71, 86, 242, 487-488, 641 
Resistor, 13, 20, 24, 40-48, 56-57, 64-68, 70-72, 75, 
77-80, 82, 84-86, 92-96, 103-111, 113, 115, 
120-123, 125-132, 135-136, 138-141, 143, 
146-147, 149, 152-154, 156-168, 170-171, 
173-175, 180-185, 188-192, 196-211, 
213-221, 225, 227, 232-233, 237-238, 240, 
242-247, 249-250, 252, 257, 259-261, 
269-271, 273-274, 283-286, 288, 290-292, 
294-295, 338, 349, 359-362, 403, 407, 
422-423, 433, 436, 440, 448, 460-461, 
465-467, 469, 473, 477-478, 480, 485, 
490-491, 497-500, 502-503, 505-507, 514, 
530-531, 533, 535, 539, 562-563, 566-569, 
583-588, 599, 613-614, 632, 634, 637, 
643-644, 654, 657, 668, 670-677, 688-689, 
699, 715-716, 723, 752, 756, 764, 771, 
780-782, 784, 804-805, 814-817, 823, 
854-855, 860-862, 865-866, 885-890, 902, 
910, 923-924, 942-943, 955-957, 1009, 
1020, 1044-1048 
carbon-composition, 41 
chip, 41-42, 1044 


film, 41-42, 93-95, 115, 973 
metal-film, 93-95, 115, 973 
power rating, 77, 92-95, 105-107, 111, 115, 162, 
167, 912, 1045 
Resistor color code, 43-44, 48, 109, 498, 586 
Resistor failure, 92 
Resistor network, 41-42 
Resolution, 59, 61, 74, 968, 989-990, 1001, 1046 
ADC, 968, 989-990, 1001, 1003 
Resonance, 303-304, 603-658, 812, 1045, 1047 
parallel resonant filters, 603, 638, 654, 656 
series resonant filters, 603, 617, 653, 656 
Resonant circuit, 619-622, 631-633, 635-637, 
639-641, 645-652, 654-656, 917, 984, 1040, 
1046-1047 
Resonant frequency, 603, 610-619, 622, 625, 631-633, 
635-638, 640-642, 644, 648-655, 812, 892, 
894, 897, 916, 919, 1046 
Response curve, 459, 491-493, 502, 510, 581, 596, 
618, 620, 623, 645, 648-649, 864, 891, 
897-898, 900, 904-905 
Retentivity, 298, 317-319, 335, 338-339, 1046 
Reverse bias, 703, 710, 712-718, 738-739, 741, 
752-754, 762, 770, 773, 794, 819, 830 
Reverse breakdown, 703, 710, 714, 716, 735, 737, 
752-754, 948, 1048 
Reverse current, 713-715, 717-718, 735-737, 
741-742, 751, 753, 755-756, 759, 763, 798, 
802, 806, 1043, 1046 
Reverse resistance, 718-719, 753, 1045 
Reverse voltage, 712, 715, 722, 724-725, 727, 
735-736, 738-739, 741-742, 753, 759, 763, 
978, 995, 1045 
Reverse-blocking region, 995 
RF choke, 544, 554 
RF chokes, 544 
Rheostat, 24, 46-48, 62-63, 65-66, 73, 114, 130-131, 
328, 335, 508, 864, 959, 1046 
Rho, 53 
Right triangle, 357, 461, 486, 1043, 1046 
Ring, 17, 56, 324, 329, 364, 366 
Ringing, 890 
Ripple factor, 729, 731-732, 754 
Ripple rejection, 732, 763 
Ripple voltage, 402, 439, 446, 452, 729, 731, 735, 
745-747, 752, 756, 761, 763, 1046 
rise time, 341, 371, 376-377, 387, 398, 1046 
Rising edge, 370, 670-674, 676-678, 680, 682, 684, 
690, 1046 
RL circuit, 527, 530-531, 533, 535-536, 546-548, 551, 
557-565, 569-575, 578, 581, 583-585, 588, 
590-594, 596, 598, 682 
RL time constant, 517, 526-527, 529, 531, 534-535, 
547, 1046 
RLC circuit, 603-606, 608-613, 615-616, 623, 
625-627, 629, 649-653, 1036-1038, 
1045-1047 
RMS, 15, 341, 347, 349-350, 359-361, 363, 383-384, 
386-394, 397-398, 433, 436-438, 442-443, 
452-453, 471, 498, 502, 505, 508-510, 513, 
539-540, 542, 552, 567, 587, 599, 618, 624, 
640, 724-725, 758, 778, 783, 785, 870-871, 
1000, 1042, 1046 
RMS value, 341, 347, 349-350, 360, 363, 383, 387, 
389-394, 433, 452, 471, 567, 962, 1046 
Roll-off, 898, 900-902, 904, 915, 1046 
Rotor, 325, 327-329, 334, 336, 339-340, 351, 363-370, 
386-389, 392, 397-398, 1040, 1043, 
1046-1047 
Round off, 1, 13, 17-18, 642, 1046 
rounding off, 13 
Round-to-even rule, 13, 18 


Ss 

Safety, 1, 14-17, 21, 54, 58, 93, 111, 956-957 

Salt bridge, 32-33 

Sample, 850, 907-908, 911, 968, 986-994, 1000-1001, 
1003, 1005, 1007, 1025, 1036, 1040-1042, 
1046 

Sample-and-hold, 968, 986-994, 1000-1001, 1003, 
1005, 1007, 1025, 1042, 1046 

Sample-and-hold circuit, 968, 986-989, 991-994, 
1000-1001, 1003, 1005, 1042 

Sampling, 377, 989, 992, 994, 1000, 1045 

Sampling theory, 989, 994, 1045 

Saturation, 318-319, 756, 768, 773-776, 779, 789, 
792-793, 815-816, 818, 820-822, 826-827, 
831, 851, 873, 885 

Saturation current, 789, 792, 821 
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Sawtooth, 341, 370, 373, 375-376, 378, 383, 386, 393, 


715, 1047 
Sawtooth waveform, 375, 378, 393, 1047 
Scale factor, 251 
Scaling adder, 877, 881, 884-885, 914-915, 917, 919, 
1047 
Schematic, 24, 40, 46, 48-51, 62-63, 65, 77, 101, 
103-104, 120-121, 124, 127, 132, 134, 139, 
143-145, 156-157, 167, 179-180, 188, 216, 
223, 233-234, 239, 273, 285, 288, 313, 
330-333, 403, 413, 442, 497, 512, 520-521, 
523, 586, 733, 735, 770, 797-798, 818, 827, 
911, 913, 952, 954, 1035-1037 
Schmitt trigger, 943, 960 
scientific notation, 1-5, 7, 12-13, 17-19, 1047 
Secondary battery, 34 
Secondary winding, 723, 725, 744-745, 747, 763, 
1041, 1047-1048 
Security alarm system, 298, 332 
Seebeck effect, 36, 1047 
Seebeck voltage, 969 
Segment, 58, 315, 741 
Selectivity, 441, 503, 544, 590, 603, 617, 620-621, 
638, 641, 645, 650, 1047 
Self-bias, 794, 798, 821 
Self-excited generator, 327-328, 366, 1047 
Semiconductor, 24-25, 28, 35, 65, 304, 334, 437, 688, 
703-705, 707-709, 739-740, 752-753, 755, 
762, 769, 794, 819-820, 981, 1001, 
1040-1045, 1047-1048 
n-type, 704, 708-709, 739, 752-753, 755, 762, 794, 
1045 
p-type, 704, 708-709, 739, 752-753, 762, 794, 
1045 
Semiconductor materials, 28, 740 
sensing resistors, 42, 47 
Sensitivity, 247-248, 253-254, 756, 976, 983, 1047 
Sensor, 15, 47, 144-145, 305, 319, 322-324, 329, 336, 
768, 817, 930, 972, 977-978, 981-984, 998, 
1001-1002 
series capacitors, 402, 415-416, 418, 431, 444-445, 
447, 450, 452, 455, 538 
Series regulator, 732, 877, 905, 907-910, 913, 
915-916, 921, 923, 1047 
Series resistance, 119, 122-123, 154, 157, 161, 170, 
248-249, 275, 328, 419, 423, 479, 504, 628, 
739 
series resonant circuits, 631 
Series-aiding, 119, 132-134, 149, 158, 1047 
Set, 13, 16, 39, 41, 50, 55, 60-61, 69-70, 97, 107, 110, 
113, 144, 159-160, 171, 194, 211-212, 215, 
251, 258, 279, 307, 323, 328, 331, 384-385, 
389, 395-396, 442-443, 446, 448, 482, 
497-498, 508, 512, 530, 546-547, 592-593, 
667, 691-692, 696, 733-735, 738, 760, 
773-774, 776, 856, 863-864, 879-880, 884, 
928-930, 948-949, 955-958, 968, 973, 1023, 
1025-1027 
Seven-segment display, 58 
Shell, 25-30, 37, 72, 704, 706-707, 1047-1048 
Shock, 1, 14-17, 39, 48, 56, 423, 743, 955, 997, 1042 
Shock hazard, 14, 16 
short circuits, 154 
Short-circuit, 733, 806, 850, 910, 912, 1018 
Short-circuit protection, 733, 850, 912 
Shorted capacitor, 495-496, 498, 512, 514, 688-689, 
699, 747-748 
Shunt regulator, 877, 905, 910-913, 915, 922-923, 
1047 
Shunt resistor, 208-211 
Sl system, 8 
Siemens, 8, 24, 40, 42, 65-66, 182, 206, 474, 503, 
571, 591-592, 802, 1040-1041, 1043, 1047 
Siemens (S), 24, 65, 182, 206, 474, 503, 571, 802, 
1040-1041 
Signal, 144, 253, 291, 313, 323, 342, 346-347, 361, 
377-378, 380-381, 387, 391, 395-396, 398, 
439-445, 489-490, 494-495, 500-502, 
510-511, 530, 542-544, 589-590, 621, 632, 
646-648, 696, 715, 731, 739, 750, 752, 773, 
776-784, 786-789, 800, 802-806, 808-809, 
813-816, 819-820, 823, 825-826, 830-833, 
835, 839-844, 850-852, 861-863, 871-873, 
878-880, 892-893, 916, 919-920, 927-928, 
930-931, 933-935, 937, 941-942, 944-945, 
954-957, 970, 989-992, 1000-1003, 1007, 
1027-1031, 1038, 1040-1045, 1047 
periodic, 387, 489, 1042-1043, 1045 
Signal conditioner, 973, 980, 1001-1002 
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Signal generator, 346, 589-590, 715, 1027-1028, 
1030-1031 

Signal tracing, 813 

Significant digit, 1, 13, 17, 59, 1046-1047 

significant figures, 202, 1012 

Silicon, 28, 65, 703-712, 714, 733-735, 740, 753-756, 
762, 764, 771, 796, 835, 910, 981, 994, 
1001, 1047 

Silicon carbide, 740 

Silicon-controlled rectifier (SCR), 994, 1047 

silver, 28, 34, 42-44, 48, 68, 72-73, 409-410, 1012 

SIMM, 41 

Simulation, 63, 1024-1025, 1027-1028, 1031, 
1033-1038 

Sine wave, 341-365, 372-373, 375, 381, 383-384, 
386-397, 430-431, 434, 448, 460, 482, 498, 
537, 587, 725, 753, 755, 832, 881, 933, 942, 
948-949, 994, 1042-1043, 1045-1047 

Sine wave formula, 341, 355-357, 391, 397 

Single-ended, 835, 838, 840-844, 865, 873-874, 1047 

Single-ended input, 838, 840-841, 843-844, 865, 
873-874 

Single-pole filter, 901 

sinusoidal waveforms, 375 

Slew rate, 845, 848-850, 865-867, 869, 873 

Slip, 341, 363-370, 387-389, 397-398, 1047 

Slip ring, 364 

Software, 385, 546, 877, 1023-1025, 1028, 1030, 
1034-1035, 1037-1038, 1042 

Solar cell, 35, 66-67, 72, 85 

solar cells, 35, 704 

Soldering, 16, 50, 411 

Solenoid, 298, 311-312, 317, 335, 337, 339, 1047 

Solenoid valve, 311-312, 1047 

Source, 15-16, 24, 29, 31-32, 35-36, 38-39, 48-49, 54, 
57, 62, 64-67, 69, 71, 73, 75, 85, 91, 97-99, 
101, 105-110, 112-113, 123, 126, 128-130, 
132-140, 142-143, 145-147, 149, 152-153, 
155, 157-160, 162-163, 173, 179, 182, 186, 
188-189, 191-194, 199-200, 203, 206-207, 
214-218, 221, 229-232, 240, 250, 254-258, 
261-269, 271, 274, 276-281, 284-285, 287, 
292, 309, 327-328, 359-361, 363, 368, 370, 
388-389, 394, 397, 403-404, 414-416, 
419-423, 429-430, 433, 435-437, 442-444, 
446-447, 452, 460-461, 463-464, 466-467, 
469, 477-478, 485-488, 494-496, 500, 514, 
533, 541-545, 548-549, 558-564, 572-574, 
578-580, 585-588, 590-594, 604-606, 616, 
626, 641, 651-652, 662, 664-665, 699, 728, 
764, 782, 794-800, 802-806, 818-823, 827, 
829-831, 833, 920, 984-985, 1018-1022, 
1040-1048 

Source resistance, 262-264, 276, 278, 292, 442, 545, 
634, 637, 641, 664-665, 681, 893, 920, 
1043-1044 

Source-follower, 805 

Space, 221, 368, 383, 679, 977 

Speaker, 70, 202, 262-263, 298, 311, 313-314, 335, 
646, 648, 1047 

Spectrum, 646, 863 

SPICE, 1035 

Spread, 483-484 

Square law, 29 

Square root circuit, 1025 

Square wave, 372-373, 375-376, 381, 389, 393, 428, 
530-531, 533-534, 545-546, 666-670, 677, 
690, 692, 694-696, 874, 879, 942, 997, 1028 

Squaring circuit, 879 

Squirrel cage, 341, 369-370, 387, 398, 1047 

Stability, 705, 811, 831, 865 

Stack, 409 

Stage, 439-440, 442, 813-815, 833, 835, 837-839, 
845, 865, 873, 933-936, 956, 958-959, 1025, 
1030-1031 

Static, 29, 32, 798 

Static charge, 798 

static electricity, 29, 32 

Stator, 327-329, 334, 336, 363, 365-370, 386-387, 
389, 397-398, 1040, 1047 

Steady-state, 667, 670, 675, 694-695 

Step, 14, 16, 62-63, 100-104, 112, 152-153, 155-157, 
184, 206-207, 223, 226, 230, 241, 259-262, 
265-268, 270-275, 333, 371, 383-384, 
442-444, 482, 491, 498, 544-546, 581, 
587-588, 590, 648-649, 691-692, 724, 
743-745, 748, 750-752, 814-815, 818, 
848-849, 863-865, 869, 887, 913-914, 919, 
952-953, 1026, 1036-1038, 1044, 1047-1048 


Step potential, 14 

Stereo receiver, 877, 913 

Stiff voltage divider, 243, 1047 

Stopband, 623, 1047 

Storage, 34, 144, 315, 408, 413, 437, 441, 519, 527, 
633 

Strain gauge, 66, 73, 249, 253, 968, 975, 978-983, 
1000-1002, 1005, 1007 

Stray capacitance, 520-521 

stray capacitances, 521 

String, 101-102, 112, 120, 123, 139, 152, 156, 169, 
1029 

Substrate, 41, 316, 740, 769, 796-797 

Subtraction, 4, 149, 379, 836 

Successive approximation, 993, 1001 

Sum, 4, 33, 98, 122-123, 132-133, 135-137, 139, 142, 
146-147, 157, 171, 183-184, 190, 193-197, 
202, 206, 213-214, 225, 265, 292, 359, 376, 
416, 431-433, 444-445, 447, 461, 466, 473, 
475, 524-525, 538-539, 548, 562-563, 
569-571, 676, 881-883, 914-915, 918, 1044, 
1047 

Summing amplifier, 877, 881-884, 914-915, 917, 1047 

Summing point, 885, 952 

Superconductors, 368 

Superheterodyne, 647 

Superposition, 229, 264-266, 268-269, 276, 278, 283, 
287, 292, 494-495, 945, 1047 

Supply voltage, 144-145, 149, 274, 340, 414, 437, 
440, 497, 500, 751, 771, 782, 807, 809, 
814-815, 820, 822, 838, 864, 879, 1045 

Surface area, 93, 148, 704, 739 

Surface-mount, 45, 750, 864 

Surge current, 729 

Susceptance, 459, 473-476, 503-505, 513, 569-571, 
573-574, 591-592, 625, 1041, 1043 

Switch, 16, 24, 49-51, 55, 60-65, 67, 69, 72, 75, 97, 
103-104, 167-168, 186, 203, 209-212, 
287-288, 299, 303-304, 325, 332-333, 335, 
337, 383, 414-415, 419, 421-423, 425-428, 
448, 451, 453-454, 483, 522-523, 528-530, 
534-536, 551-553, 598, 690-692, 717, 719, 
733, 759, 765, 792, 826, 831, 986-989, 
994-997, 1001, 1003, 1031, 1043 

Switching regulator, 581, 583-584, 599 

Switching speed, 923 

Synchronous, 341, 367-370, 386-389, 397-398, 1047 

Synchronous motor, 341, 367-370, 387-388, 397, 
1047 

system of units, 17, 1047 

SI, 17, 1047 


T 

T3, 348, 668, 720 

T4, 348, 720 

Tachometer, 305, 984, 1007 

Tank circuit, 633-634, 636-639, 641-644, 654, 
811-812, 1047 

Tape, 311, 315 

television, 84, 87, 89, 440, 603, 729 

Television receivers, 440, 729 

Temperature coefficient, 282, 402-403, 407, 414, 446, 
449, 817, 846, 969, 972-973, 976, 1000, 
1002, 1006, 1012, 1047 

Temperature measurement, 968-969, 1003, 1006 

Temperature-measuring circuit, 970-971 

Terminal equivalency, 229, 254-255, 276, 1047 

Tesla, Nikola, 300 

Tesla (T), 298, 300, 302, 334-335 

teslas (T), 303 

Test instruments, 691, 957 

Testing, 39, 97, 103-104, 333, 341, 346, 442-444, 
545-546, 690, 692, 751 

Thermal shutdown, 732-733 

Thermistor, 48, 73, 249, 252-253, 282, 817-818, 962, 
968-969, 976-978, 1000-1002, 1006, 1048 

Thermistors, 47, 145, 817, 969, 976-977, 980, 1000, 
1002 

Thermocouple, 36, 72, 968-973, 976, 978, 1000-1004, 
1006, 1008, 1041 

Three-phase, 354-355, 365-369, 388-389, 392, 580 

Three-terminal regulator, 733, 735 

Three-wire bridge, 974-975, 980, 1001 

Threshold, 15, 145, 685-686, 690, 697, 749-752, 797, 
800, 803, 943, 998-999, 1030 

Threshold circuit, 685-686, 690, 749-752 

Threshold voltage, 145, 686, 999 

Throw, 49-50, 312, 332, 974 

time constant, 402, 421, 423-429, 439, 441, 444, 


www.EngineeringBooksPdf.com 


446-447, 451-452, 514, 517, 526-527, 
529-531, 534-536, 545-548, 551-552, 
661-666, 668-679, 692-694, 696-697, 731, 
747, 890, 895, 960, 1046, 1048 
Time delay, 441, 686, 690, 692 
Timing diagram, 686 
Tip, 15, 34-35, 47, 50, 59-60, 97, 100, 132, 153, 183, 
193, 261, 330, 411, 413, 496-497, 564, 632, 
667, 712 
Toggle, 49-51, 333 
Touch potential, 14 
Track, 58, 498, 580, 586, 987, 1003 
Tracking, 986-988, 990, 1005 
Trailing edge, 370-371, 1048 
Transconductance, 802, 806, 821-822, 927, 937-941, 
943, 955-957, 959, 963, 1045, 1048 
Transducer, 47, 251-254, 291, 543, 930, 936, 957, 
968, 973, 975-976, 978, 980-983, 985-986, 
1000-1002, 1006, 1008, 1044 
Transformer, 300, 311, 321-322, 367, 387, 397, 
645-646, 723-724, 733, 744-749, 758, 761, 
763, 765, 913, 933, 935, 955, 983, 998, 
1000, 1007, 1040-1041, 1043, 1045-1048 
antenna, 645-646, 1043 
autotransformer, 1040 
balun, 1040 
high frequency, 543 
longitudinal choke, 543 
step-down, 724, 1047 
step-up, 724, 1047 
tapped, 723-724, 727, 745-746, 758 
three-phase, 367 
Transformer coupling, 645, 933, 935, 955, 963 
transformers, 319, 367, 724, 957, 1040-1041 
Transient, 377, 402, 424, 440, 444, 446, 659, 661-662, 
667-668, 676, 678, 692, 712, 714, 732 
Transient current, 712, 714 
Transient response, 732 
Transistor, 28, 39, 50, 58, 134, 145, 289, 442, 
583-584, 768-777, 780-781, 785, 787-789, 
791-794, 796, 807, 810, 814-820, 822, 
824-827, 831, 835, 845, 860, 868, 907-910, 
914-915, 957, 998, 1040-1048 
bipolar junction, 768-769, 773, 794, 802, 818-819, 
822 
Transistor switch, 583-584 
Transistor tester, 814 
Transmitter, 645 
Transverse, 334, 1043 
Triac, 968, 994, 996-998, 1001, 1003, 1007, 1048 
Triangular waveform, 370, 374-375, 715, 919, 
1047-1048 
Trigger, 145, 378-380, 395-396, 443, 512, 679, 
685-686, 690-691, 894-895, 916, 943, 960, 
995-999, 1048 
Trigger point, 894-895, 916, 943, 996 
Trimmer, 413, 1048 
Trivalent, 708-711, 752, 754, 762, 1048 
Trivalent atom, 709, 711 
Troubleshooting, 63, 77, 100-107, 112, 114-116, 
152-155, 157, 165, 169, 171, 173, 178, 187, 
203, 207, 219, 224-226, 247, 274-275, 290, 
292-293, 389, 396, 399, 414, 448, 454, 495, 
497-498, 510, 549, 553-554, 584-586, 596, 
598-600, 688, 696-697, 717, 742-743, 747, 
752, 760-761, 763, 813-814, 829-831, 
851-852, 856, 860, 922, 1000, 1043, 1048 
analog-to-digital converter, 119, 818, 1000 
comparator, 851, 1000, 1048 
plan, 100-102, 742 
Tuned circuit, 739 
Tuner, 440 
Tuning capacitor, 812, 823 
Turns ratio, 724, 727-728, 747, 761, 913, 1048 
Two-wire, 937, 974 


U 
Unbalanced bridge, 229, 249, 251, 276, 282, 291, 
1048 


Units, 1-22, 39, 87, 90, 299, 305, 312, 334-335, 345, 
367, 386, 423, 444, 503, 542, 590, 621, 
750-751, 802 

Unity gain, 808, 881, 897-898, 900-901, 914, 917, 
929-931, 935, 959, 1048 

Upper trigger point (UTP), 894 


Vv 
Valence, 25-30, 64-65, 704-709, 711, 714, 735, 739, 


753, 755-756, 762, 764, 1041, 1043, 
1045-1046, 1048 
Valence band, 705-708, 739, 753, 755, 762, 764, 
1043, 1046 
Valence electron, 25, 27, 29-30, 65, 706-707, 714, 
1048 
Valence electrons, 26, 28, 30, 64, 704-705, 708-709, 
711, 714, 756, 762, 1041, 1045, 1048 
Valence shell, 26-27, 707 
Varactor, 413, 703, 712, 735, 738-739, 742, 753-754, 
756, 759, 763 
Varactor diodes, 735, 738, 754, 756 
Variable, 33, 41, 46-47, 65, 67, 72, 82, 113, 143-144, 
167, 250, 261, 263, 356, 407, 409, 413-414, 
454, 606, 668, 732-735, 738-739, 753-754, 
763, 768, 825, 864, 938-939, 943, 946-947, 
955, 1007, 1013, 1030, 1036-1037, 
1045-1048 
variable capacitors, 409, 413, 656 
variable inductors, 523 
Variable resistance, 47, 261, 768 
Variable resistor, 46, 65, 72, 82, 143, 250, 668, 733, 
939, 955, 985, 1045-1048 
Venturi, 982-983 
V-| characteristic curve, 715, 717-718 
virtual ground, 855, 859, 881, 886-887, 889, 950-951, 
975 
Voice, 313-314 
Volt (V), 24, 65 
voltage, 2, 8, 14-16, 18, 23-75, 77-82, 84-87, 91-92, 
95-115, 119-120, 123, 128-160, 162-173, 
178-180, 182, 186-194, 198-207, 209-220, 
223, 225, 235, 237-262, 264-278, 280-289, 
291-292, 304-305, 308, 312, 315, 317, 
319-328, 330-336, 338-340, 341-400, 
402-431, 433-440, 442-455, 459-461, 
463-474, 476-478, 480, 482-486, 489-491, 
493-505, 507-511, 514, 521-523, 526-528, 
530-531, 533-537, 539-542, 545-552, 554, 
557-564, 566-570, 572-574, 576-588, 
590-598, 608-609, 611-614, 616-620, 
623-626, 629, 632, 638-644, 648-652, 
654-656, 663-686, 690, 710-717, 719-739, 
741-761, 763-764, 768-769, 775-790, 
792-809, 811-831, 833, 835-869, 871, 
873-874, 877-894, 896-898, 901, 905-919, 
921-924, 927-963, 969-978, 983-991, 
993-995, 997-1007, 1019-1022, 1025, 
1029-1031, 1036, 1040-1048 
applied, 14, 37-38, 40, 47, 50, 62, 64, 66, 79, 84, 
92, 95, 103-104, 107, 110, 120, 128, 
135-137, 139, 193, 217, 223, 235, 
253-254, 268-269, 277, 322, 330-331, 
363, 391, 405-406, 412, 430-431, 435, 
437, 439, 447-448, 452, 459-461, 527, 
540, 545-546, 548-549, 552, 594, 629, 
648, 664-666, 669-672, 692-695, 717, 
754-755, 778-779, 786, 796, 811, 823, 
825, 840-841, 843, 847-850, 878-881, 
908-910, 918-919, 939, 958, 995, 
1042-1045 
back emf, 328, 330-331, 336, 340, 369, 1040 


breakdown, 406-409, 411, 444, 710, 714-716, 719, 


735-737, 742, 752-754, 756, 775, 948, 
999, 1048 

derivative of, 692, 914-915, 1042 

generators, 36, 268, 298, 319, 321, 324-325, 
327-328, 330, 334, 338-339, 341-342, 
346-347, 366, 386, 392, 397, 985 

Hall voltage, 304-305, 334, 1043 

parallel circuits, 178-180, 182, 184, 186-194, 
198-207, 209-220, 223, 225, 229-230, 
235, 237-262, 264-278, 280-289, 
291-292, 476, 585 

phase, 15, 341, 351, 353-357, 359, 365-369, 
386-389, 391-392, 400, 429, 435, 437, 
459-461, 463-474, 476-478, 480, 
482-486, 489-490, 494-495, 497, 
502-505, 507-511, 514, 540, 542, 
557-564, 566-570, 572-574, 576-577, 
579-581, 590-592, 594-595, 597-598, 
604-606, 608-609, 611, 613-614, 616, 
625-626, 629, 632, 649-652, 656, 743, 
747, 784, 807-809, 819, 823, 831, 850, 
865, 892-893, 994, 1044-1046 

series resonant circuit, 619, 639, 651-652 

sources in series, 119, 132, 157, 163, 170 

supply, 16, 33, 36, 39, 50, 72, 77, 84-85, 97-100, 
105-106, 112, 131, 133-134, 144-145, 


148-149, 164, 178, 209-212, 215, 223, 
273-275, 283, 328, 340, 355, 366, 370, 
388, 437-440, 445, 452, 500, 583, 723, 
728-730, 732-734, 742-745, 749-753, 
756, 771, 807, 809, 814-815, 822, 
836-838, 879, 907, 913, 916, 933-934, 
939-941, 951-952, 1036, 1041-1042 
terminal, 32, 46-48, 54, 56-57, 65, 69, 75, 96, 104, 
120, 134, 143, 148, 155-158, 167, 172, 
188, 193, 229-230, 254-255, 276, 333, 
711-712, 716, 732-733, 735, 738, 742, 
769, 771, 773, 805, 818, 824, 847, 
850-851, 855, 907-908, 911, 914, 937, 
952, 970-971, 1001-1002, 1036, 
1040-1041, 1045-1048 
Thevenin voltage, 907 
voltage divider, 119, 139-140, 143-146, 156-158, 
163, 167, 171, 242-247, 272-274, 278, 
287-288, 433-434, 442, 447, 471, 494, 
567-568, 641, 643, 771, 879, 892, 908, 
946, 1047-1048 
Voltage drop, 77, 95-96, 106-107, 111, 115, 128, 
130-131, 135-143, 149, 152, 163, 240, 
256-257, 271, 277, 280, 360, 460, 495, 527, 
535, 611, 792, 798-800, 855, 972 
Voltage gain, 768, 777-786, 802, 804-809, 819-821, 
823, 825-826, 828-831, 833, 835, 837-838, 
842-845, 847-848, 851-856, 858-859, 
864-866, 873, 893, 898, 908, 916, 930-932, 
939, 941-943, 952-953, 955-959, 963, 976, 
1041, 1045 
high-pass filter, 963 
Voltage probe, 381, 483 
Voltage reference, 732, 1030 
Voltage regulation, 728-729, 738, 754 
Voltage regulator, 273, 366, 732, 734, 744-745, 748, 
750, 759, 906-908, 914-916, 1047 
Voltage regulators, 728, 738, 877, 905, 913, 921, 923 
Voltage-controlled oscillator, 754 
Voltage-divider bias, 442, 771, 773, 777, 784, 794, 
801, 803, 830 
Voltage-divider bias configuration, 771 
Voltage-divider rule, 853, 907 
Voltage-follower, 835, 852, 854, 857-860, 862, 
865-867, 874, 897-898, 901, 948, 1048 
Voltage-to-current converter, 950-951 
Voltmeter, 24, 55-57, 61, 64-65, 69, 73, 75, 85, 102, 
107-108, 143, 153, 159-160, 163, 173, 189, 
209, 215-216, 229, 239, 247-249, 252, 255, 
269-272, 274-275, 278-279, 289-291, 390, 
449, 498, 506, 521, 549-550, 593, 719, 760, 
949, 1047-1048 
Volume, 144, 982 
Volume control, 144 
VOM, 249, 281 


Ww 

Watt, James, 89 

watt (W), 77, 106, 485, 1045, 1048 

Wattmeter, 487-488 

Waveform, 329, 341-342, 344, 346-347, 354-355, 363, 
370-381, 383-384, 386-390, 392-396, 398, 
428, 453, 465-466, 489, 512, 533-534, 562, 
564, 566-568, 580-581, 592, 627, 659-661, 
669-670, 674-677, 683-684, 694-695, 715, 
720, 726, 747, 758-759, 776, 778-779, 786, 
807-809, 816, 831, 880-881, 888, 890, 913, 
915, 918-919, 923, 945-946, 952, 956, 
960-961, 988-989, 996-997, 1000, 
1005-1006, 1025, 1029-1031, 1040, 
1042-1048 

waveforms, 341-342, 345-346, 353-355, 362, 370-375, 
377, 379-381, 387, 389, 392, 398, 428, 441, 
460, 466, 470-472, 483-484, 502, 530, 562, 
566-568, 592, 595, 598, 631, 662, 666-667, 
677, 679-680, 683, 685, 693, 696, 725, 
758-759, 879, 895-897, 960, 992, 
1005-1006, 1031, 1044-1045 

alternating, 341-342, 345-346, 353-355, 362, 
370-375, 377, 379-381, 387, 389, 392, 
398, 1031 
nonsinusoidal, 341, 370, 375, 392, 398 

Wavelength, 835, 863-864 

Weber (Wb), 298, 300, 334-335, 1048 

Weight, 47, 368, 884-885, 914, 917, 919 

Wheatstone bridge, 229, 249-251, 253-254, 259-261, 
276, 278, 281, 291, 977, 1002, 1048 

Winding, 314-315, 328, 330, 338, 365, 367-368, 400, 
517-518, 520-521, 523, 527-528, 533, 535, 


1059 


www.EngineeringBooksPdf.com 


540-542, 545, 547-548, 552-553, 558, 582, 
611, 617-618, 621-622, 624, 630-631, 
634-636, 641, 643-644, 653-655, 723, 725, 
744-745, 747, 749, 763, 765, 1040-1041, 
1047-1048 

Winding capacitance, 518, 520-521, 523 

Winding resistance, 328, 330, 517-518, 520-521, 523, 
527-528, 533, 535, 540-542, 545, 547-548, 
552, 558, 582, 611, 617-618, 621-622, 624, 
630-631, 634-636, 641, 643-644, 653-655, 
1048 

Wiper, 46-47, 143-144, 146, 825, 872, 953, 1048 

Wire, 15, 17, 28, 36, 38, 40, 42, 48-49, 51-55, 65, 
70-71, 113, 118, 120, 148, 152, 154, 159, 
172, 188, 204, 253-254, 305, 307-308, 
310-311, 313-314, 317-318, 321, 323-326, 
329, 336-337, 392, 410, 412-413, 423, 
497-500, 517-521, 523, 547-549, 553-554, 
580, 585-586, 769, 798, 814, 937, 970, 
973-975, 1001-1002, 1040-1041, 1043-1044 

Wire resistance, 53, 254, 307, 974-975, 1001-1002 

Wireless, 300, 973 

Write, 5, 12, 82, 90, 136-137, 146, 149, 311, 315-316, 
421, 526 


Z 

Zener breakdown, 735, 752, 754, 756, 977, 1048 

Zener current, 737 

Zener diode, 703, 714, 735-738, 742, 749-750, 
752-754, 756, 759, 765, 908, 947, 962, 965, 
977-978, 1048 

Zener equivalent circuit, 737 

Zener impedance, 736-738, 754, 759 

Zener test current, 736-737 

Zener voltage, 737-738, 909-910, 921, 957 

Zener voltage regulation, 738 

Zero bias, 794, 800 

Zero-level detection, 878, 916 

Zero-voltage switch, 997, 1001 


1060 


www.EngineeringBooksPdf.com 


